CONTRACT JOURNAL 


INCORPORATING 


THE BRITISH CONSTRUCTIONAL ENGINEER AND THE CONTRACTOR 


No. 4,240 82nd YEAR THURSDAY, SEPTEMBER 29, 1960 PRICE 2/- 


GREENHAM 
PLANT HIRELIMITED 
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ISLEWORTH 1141 LONDON 
TOTTENHAM 6803 LONDON 
ALDRIDGE 52861 BIRMINGHAM 
ATHERTON 1114 MANCHESTER 
CENTRAL 3428 LIVERPOOL 
AIRDRIE 2070 SCOTLAND 
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A COMPLETE SERVICE FOR BUILDERS AND CONTRACTORS 
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Get NCK-RapieR 
—and get on with the job 


FACESHOVELS * DRAGSHOVELS ° DRAGLINES - SKOOPERS 


from 3/8 cu. yd. to 4 cu. yd. capacity—plus an unbeatable range of 
extra-long-boom cranes up to §6 tons capacity. 





Get NCK-RapieR machines. They’re tough. They work fast. Never let you down. 
Give them any job. You get it done just as you want it, when you want it. Superb 
front-end equipments to suit every need. And you can specify the engine. . . Rolls- 
Royce, Dorman, A.E.C., Cummins etc. NCK-RapieR machines are unbeatable. 


NCK-RAPIER LIMITED, 32 VICTORIA STREET, LONDON, S.W.1 


Telephone: Abbey 6738/9 Cables: Excasales, London . A Newton Chambers Company 








This building was erected for 7 he Nuc lear Powe) Groupat Knutsford in 


three days. It comprises 22 Terrapin Pack Units and has a fioor area of 4,400 sq. ft. 


What is Terrapinabitity ? 


Terrapinability is the ability to provide floor and roof covering. They can be 
buildings quickly and more economically erected on simple footings at the rate of 
than any other known method. This is 1.000 sq. ft. of complete building floor area 
achieved by the use of Terrapin Pack per day. Buildings formed with Terrapin 
Building Units. Each Terrapin unit hasa Pack Units can be added to, subtracted 
floor area of 200 sq. ft. and complete con- from or divided and their high mobility : 
struction is carried out in the factory factor allows vou to move them where you 
not on the site. The units arrive on site like when you like~ as often as you like. 
complete with electrical wiring system, Handsome sturdy buildings suchas the one 
interior and exterior decorations, glazing, above can be erected with Terrapins... 


we Qe the yewe wound 


20 PAGE BROCHURE AVAILABLE ON REQUEST 











This beautifully illustrated brochure printed in full colour 
and monochrome, shows how Terrapins have solved urgent 
building problems in all fields. Complete the coupon and post 
TODAY. We wil! send your brochure and price list by return. 


TERRAPIN 





TERRAPIN LIMITED 


bring you tomorrow’s buildings today ‘ 


(Please tupe or write in block letters) 


COMPANY ADDRESS 
HADDON HOUSE, FITZROY STREET, LONDON, W.1. 


Teiephone: LANgham 0611. Telegrams: Terrapin Wesdo London . 
TCJ/1 
























September 29 1960 THE CONTRACT JOURNAL oe 1505 


The most manoeuvrable— 
most mobile— 
medium sized Paver-Finisher 


Not only the TOP Paver-Finisher, but the most 
versatile and flexible. Lays ALL road courses, from 
tar and bituminous materials to non-bituminous 
base courses. Depths adjustable from 4” to 6’, 
widths from 3’ to 12’ increased in increments of 
14” from 8’. The saw-toothed cutter-compactor 
bar and fully floating, heated screed gives superior 
ironing and finishing action. Built around a standard 
British Tractor. With top laying capacity of 80 tons 
an hour — laying speeds up to 45’ per minute 

the Parker Paver cuts road laying costs all round. 
The Parker Paver is really mobile—has job-to-job self-travel 


speed of 12 m.p.h., with inside turning circle of only 5’ 
which means it can operate almost anywhere! Needs no more 


PARKER PROVED PERFORMANCE PAYS room than a-medium sized truck—saves use of low-loaders. 


Write for full illustrated details in Publication No. 580 





VIADUCT WORKS, LEICESTER 


FREDERICK PARKER LIMITED PHONES: LEICESTER 6253! (10 LINES) 
LONDON © STAFFORD HOUSE, NORFOLK STREET W.C.2 


2 
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FOR BETTER 
RESULTS AND 
EFFICIENCY 
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MODEL HVM BG I5 


Hydraulic Tube Sinking and Extracting Machine incorpora- 
ting E-32-2 Hammer Grab. Application: Bored Piles‘ 
Well Drilling. 


Please ask for detailed information. 


C.E.T. (EQUIPMENT) LIMITED 


BURLINGTON WORKS, ABBEY ROAD, PARK ROYAL, LONDON, N.W.16 
Tel: ELGAR 6777 (4 lines) | 
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FOR 


GREATER STRENGTH 


AND 


LONGER LIFE 


SPECIFY 











PLASTIC COVERED 


CHAIN LINK 
FENCING 


> OUTLASTS GALVANIZED 
FENCING 


Norvic Plastic Covering 
protects from rust and 
corrosion 
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je RETAINS ITS 00D LOOKS ERT en 
FOR YEARS aa y 
Norvic Plastic Covering ‘. wre? . 
keeps its colour long after ie . 
other fences have yielded i OL rs rad 
to the atmosphere a oe : 
' F. 
> COSTS LESS IN THE f - halted mn y 
LONG RUN i ri 
The slight increase in initial Wis 
cost is more than offset by EY 
longer life BS 
| AS 
SPECIFICATION bx. 
Roll length 25yds. ct 
Mesh Yr, 
12”, 2” 





Gauges 124, 104, 10 
and 94 overall with galvanized 
or bright steel core 


Width From 30” up to 13’ in 6” stages 


Colour Standard Dark Green. Special 
colours to order 


Line Wires Plastic covered 


BARNARDS | 


LIMITED 
NORWICH Tel: 4732! 


London: Mansion House:8597 
Birmingham : Midland 3555 
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Photograph by courtesy of Messrs. William Press & Son Ltd. 


“BROOMWADE” for Big Contracts 


Thousands of yards of gas and water mains had to be diverted at Hyde Park 
Corner prior to the construction of the Underpass from Knightsbridge to 
Piccadilly —a project that called for considerable ingenuity as traffic hold-ups 
had to be avoided as much as possible. 


The contractors Messrs. William Press & Son Ltd., surmounted the problems 
with considerable enterprise. Using “ BROOMWADE” mobile compressed air 
equipment, headings were driven under Piccadilly—a pipe tunnel 160 feet long 
was bored beneath the east carriageway in Hyde Park. 


May we send you full details of the wide range of “BROOMWADE” Air 
Compressors and Pneumatic Tools, specially designed to meet the requirements 
of contractors and civil engineers ? 


‘BROOMWADE’: 
AIR COMPRESSORS & PNEUMATIC TOOLS 


Your Best Investment 


BROOM & WADE LTD., P.O. BOX NO. 7, HIGH WYCOMBE, BUCKS < Telephone: High Wycombe 1630 (10 lines) Telex $3-127 








1508 CEPELeMnEeE THE CONTRACT JOURNAL September 29 1960 





SALE OR HIRE 



















@ VIBRATING 
TAMPERS 


Size Closed Extended ~ 
ah HP 6’ 0” 


1... 5° 9" 10° 3” 
@® PAN = -* i diel 
. 8 6” 13° 0” 

VIBRATORS 4...10' 6” 16’ 0” 


@ BAR 
CROPPERS 


ALL SIZES EX STOCK 
SUBJECT TO BEING 
UNSOLD 





e ROTARY AB SHORES HAVE 
PROVED STRONG 

FLOATS AND RELIABLE OVER 

@ LIFT & FORCE PUMPS © INTERNAL eaueee aan 


VIBRATORS 


@ EXTERNAL 
VIBRATORS 








SALE OR HIRE 


Size Closed Extended 


o 1’ 0” ee 
1 1’ 6” - 2 
2 a &* 3’ 6” 
3 3’ 4” Ss’ 6” 


ALL SIZES EX STOCK 





A robust and adjustable strut with sliding inner tube incorporating 

locking device, the end plates raised at corners 10 allow non-slip 

grip. When compared with the use of timber, these struts will save 
their cost many times over and last for many years. 


HIRE WITH OPTION TO PURCHASE 
AB MOULD & CONSTRUCTION Co. Ltd. 
ALLAM MACHINERY HIRE LTD. VULCAN WORKS - VULCAN WAY - NEW ADDINGTON - SURREY 


132-135 SLOANE STREET, S.W.1 telephone: SLOane 9976 (5 lines) Telephone: LODGE HILL 2345 10 lines Telegrams: ABMOULD CROYDON 
SCOTLAND : 39 Cavendish Street, Glasgow, €.5 Telephone: South 0186 
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Tb 
MINIMUM PLANT IMMOBILISATION 


ro. 


FITTED WITHIN 24 HOURS 










FURTHER DETAILS 


ALL THE SEPARATE 

UNITS ARE ALSO AVAILABLE 
UNDER OUR EXCHANGE SCHEME 
BLOCKS, PUMPS, GOVERNORS, ETC 


JOHN A. SPARKS & CO. LID. 


SOUTHERN & WESTERN CONCESSIONAIRES FOR DORMAN DIESEL ENGINES 


STREATHAM HILL - LONDON -S.W.2 Tulse Hill 3434 (,....) 


WESTERN DEPOT: 36 TUDOR ST., Phone: Cardiff 32342 


FULLY GUARANTEED ~— FROM 
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In this extensive area, comprising LONDON 

and ten-and-a-half counties, we are SOLE DISTRIBUTORS 
of the JCB-4 Hydraulic Excavator. Controlled from 
two focal points in LONDON and ULTING, Essex, 


and with a fleet of 40 service vehicles we are 
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HERTS ESSEX 


winx! 


m SURREY 
=: pe 


in a position to give unequalled after-sales 

service (even the best machines need attention at times). 
When you think of JCB, think of DOE for 

sales, service and spares. 


Demonstrations gladly arranged. 


eee eee eee eeeee 
ee eee ee ee ee ee ee ee ee 
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SERVICE 
SPARES 


Ernest Doe 


HEAD OFFICE: ULTING, MALDON, ESSEX and Sons Ltd 
Telephone: Hatfield Peverel 311 (Night 319) 


London ... Therapia Lane, al Road, Croydon 
Telephone: Thornton Heath 4844 (Day or Night) 








SUPPLEMENT 


EXCAVATORS 










ity 


TRAKCAVATORS Hf IRE 


When you next 





UW 
SHOVELS 


require any plant 
why not contact us 
and be sure of 


first-class machines 


Ua bit 





with experienced 
operators backed by 
a highly efficient 
and well-equipped 





maintenance service 









The hire service 
that never lets 
you down 


COX: CAMBERWELL | 


| 
H. COX & SONS (PLANT HIRE) LTD. | 
33 Southampton Way, Camberwell, London, $.E.5. | 


RSE ALA TTS SSS TT AS a 


| 





THE CONTRACT JOURNAL 


Sha 
* 
5 


a ae 


SN —" SS ‘ x 


iw kw) 





ed es 


~ 


VRS 






——anee 
ee ee 
sf 
’ 7 


ASS a 
A 


aaa 


ord 


nel 
—_— 





ee 
= 


— 
~~ 
a 


4 


tet Ee call Sadia 
a 
as 

adel a e 


; = 


b 


DIESEL PILE HAMMERS by DELMAG, the first and leading 
manufacturer, have been in actual use on the job for 20 years 
throughout the world and are now operating in 59 countries. 


SEND FOR. FURTHER DETAILS FROM 


C.E.T. (PLANT) LIMITED 


BURLINGTON WORKS ABBEY ROAD, 
PARK ROYAL, LONDON N.W.10 
TELEPHONE : ELGar 6777 (4 lines) 
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Maintaining our policy of con- 
tinued improvement and real 
value for money we now present 
the JOHNSON 3” Mk 4 Mud 
Pump. 


@ A new “high” in heads and 
capacity — 27 ft. suction — 


77 ft. maximum total head — 
3600 g.p.h. 


@ More compact — easier to 
move over bad ground. 


@ Ideal in confined spaces — 
direction of elbows can be 
adjusted to suit site 
conditions. 


@ Better balance for towing — 
no dangerous projections. 


@ Easy-clean ball valves— no 
clacks — no foot valve. 


@ Longer diaphragm life. 


Write or phone for a demonstration on your Site. 


C. H. JOHNSON (Machinery) LIMITED STOCKPORT CHESHIRE 


QUALITY PAYS | telephone: stockport 2642/5. Telex 66-297. 


Telegrams : ‘Machinery’ Stockport. 





FOR DUMPERS - MUD PUMPS - CENTRIFUGAL PUMPS - POWER RAMMERS * POKER VIBRATORS * SCREED VIBRATORS ° FIXED AND MOBILE CONVEYORS 
London Sales and Service Depot: 38/44 Lower Richmond Road, S.W.14. Tel: PROspect 7671. Scottish Sales and Service Depot: | 19 Whitefield Road, Govan, Glasgow S.W.!. Tel: Govan 270! 
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DISTRIBUTORS OF 
WACKER 
VIBRO RAMMERS 


and PLATES 
MASSEY FERGUSON 
Industrial Equipment 
SHAWNEE LOADERS & DIGGERS 
BARFORDS MIXERS & DUMPERS 


e 
COMPLETE SALES AND SERVICE 
FROM 


GEORGE THOMPSON (BEVERLEY) LTD. 


SWINEMOOR LANE, BEVERLEY, YORKS. 
Tel. Beverley 82207 


W.L. vaaereen (Agric. & Ind. anaes. ) LTD. 


HERBURN-IN-ELMET, 
Tel. South Milford iy 


W. L. THOMPSON (Agric. & Ind. angers. ) LTD. 


CANAL WHARF, SKIPTON, YOR 
Tel. Skipton 2153 














What Is 


GRADES 
a ouliy 


See the colour advertisement 
on Cover vi, vii. 





and carry on with an 
alr cooled compressor 


AT LAST!—A 3 tool compressor, 


powered by an Air Cooled diesel engine 


THE J.W. 440A 


capacity 156 c.f.m. at 100 p.s.i. 


PRICE 
£\ ,020 ex Works 


FOR FULL DETAILS CONTACT : - 


CHAMBERLAIN PLANT tthe ae 


CROWN WORKS, SOUTHBURY ROAD, ENFIELD, iret 
Telephone: HOWARD 4994 
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EARTHMOVING 





Bae 





TO ALL YOUR 


PROBLEM 





B47 








HYDRAULIC 








SITE STRIPPING 


Bol 
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TRENCHING 


FACE SHOVEL 





TAY a 
11 SSI 
“sedan, . 





3 sizes of short robust 
digger hose only 


only 6 seals to service 
all rams on the equipment 





5 * 

RAMS 
4} diam. rams are standard 
throughout the machine 

















meen 
Please rush details of the 


NMAIL NOW 


and the for information on \yos Earthmoving 
‘Ww Credit Plan Equipment and details of the 
. \YW Credit Plan 


000900 006e000e0nnessse0sseestocensveseceecosessedseseeseesc Z \ UB) nocester grapes 
PARKA HEkoUs VenESeyEDSbhESSONSRSODSS MESES NaS SAEED SEN ec eseeseesepedonesesesoonnceeas € 432 TELEX 3654 
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STRATFORD-ON-AVON LONDON CARDIFF BELFAST 
Tel. 4242 (15 lines) Tel. Ashford (Middx.) 4191 (10 lines) Tel. 33572/3 Tel. Dunmurry 2511 
Telex. Birmingham 31633 Telex. London 24117 Telex. Cardiff 49250 (4 lines) 
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LOW OVERALL HEIGHT UNDER BRIDGES 


UNIVERSAL JOINT ENSURING CONSTANT SELF ALIGNMENT 
POWERFUL THRUST DIG AND CROWD RAM 


REINFORCED LUGS AND SIDE PLATES 





UNBREAKABLE DIG ARM 


FULL CROWD ACTION ON LARGE CAPACITY BUCKETS 


TWO INCH DIAMETER PINS AND BEARINGS 


BOLT-ON MANGANESE STEEL TEETH AND PLATES 





NIGHT WORKING LIGHTS OPTIONAL 


STRONG BOX SECTION LIFT LINKS 


SLIDE-ASIDE REAR WINDOWS 


DROP FORGED ENDS BUILT INTO ALL LINKAGES 


INTERCHANGEABLE DIG AND LIFT RAMS WITH UNIVERSAL COUPLINGS 


DE-LUXE FOLD-OVER SEAT 


ENGINE THROTTLE CONTROL FROM OPERATOR'S SEAT 


HYDRO FREUID TEMPERATURE AND PRESSURE GAUGES 
CONTROL VALVES 


NON-SLIP RETRACTABLE FEET AND ROAD PADS 


HEAVY DUTY BOX SECTION MAIN JIB WITH BUILT-IN HYDRAULIC STEEL TUBES 
HEAVY GAUGE DISC WHEELS AND 8-PLY TYRES 

FAN AIR COOLING DUCT 

SWIVEL COUPLINGS AT ALL MOVING POINTS OVERCOME FLEXING 

ROBUST SLEW POST ENCLOSING STEEL HYDRAULIC TUBES 

HEAVY DUTY STABILIZER RAM 

FORGED AND GROOVED QUADRANT 

LARGE DIAMETER SLEW POST BEARING 


RP. eS” EE hae il 


TREMENDOUS TRACTION and manoeuvrability in confined areas and ability to work in wet and heavy conditions. 
NO TIME LOST in getting in and out of the cab for levelling up on slopes but instantaneous levelling up from the operator’s 
seat with hydraulic stabilisers adjustable from 6 feet 6 inches to 13 feet 6 inches wide. 
_ PERFECT VISIBILITY from a De-luxe roomy cab—one with 2 sliding doors, 6 slide aside windows —and which locks 
Cosy in winter, cool in summer. | i. apes aca © ame ae 
WILL EXCAVATE CLOSE UP TO WALLS without danger to operator. Separate trouble-free hydraulic systems f 
GAUGE AND 









WHITLOCK BROS LIMITED - GREAT YELDHAM 


Only Whitlock provides a complete range 
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MANGANESE TEETH AND ARROWHEAD INTERCHANGEABLE 







GES REINFORCED SHOVEL HOOD AVOIDS OVERSPILL 
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ETS 
TWIN CROWD RAMS WITH TREMENDOUS BREAK-OUT FORCE 
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LARGE DIAMETER REPLACEABLE PINS AND BUSHES 
DETACHABLE FIBRE GLASS ROOF ELIMINATES DRUMMING 
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DE-LUXE MODEL CAB, FULL COMFORT AND FIRST-CLASS VISIBILITY 







HEAVY DUTY SWIVEL BALL JOINT LIFT RAMS 





SLIDING WINDOWS 






HEAVY PRESSED STEEL DEEP BOX SECTION ARMS 







TWO LOCK-UP SLIDING DOORS FOR EASY ACCESS 






REFUELLING PUMP OPTIONAL 
PROOFMETER 
SLOPED BONNET FOR GOOD DRIVING VISION 








BUILT-IN HEADLAMPS 
MASSIVE BOX SECTION FRAME HINGED TO UNDERFRAME 


SHOVEL OIL RESERVOIR, LARGE CAPACITY TWIN FAN COOLED 
SADDLE TANKS, MICRONIC FILTER AND AIR CLEANER 


51 BHP. DIESEL POWER UNIT 









HYDRAULIC PUMP AND DRIVE SHAFT INCORPORATING 
TWO FLEXIBLE BUILT-IN COUPLINGS 






HEAVY DUTY INDUSTRIAL CLUTCH 
POWER ASSISTED STEERING 


FULLY PROTECTED QOUBLE r 










n 


|. ESSEX Telephone Gt. Yeldham 305 (8lines) 


of hydraulic excavators and shovels 
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Smooth as silk—steady as a rock, that's 
the Road-Marshall Highwayman. The 
most precisely controlled road roller ever. 
Single lever selects speeds varying from 
almost imperceptible crawl to 5 m.p.h.— 
in both directions. No clutch, no gear 
changing, just smooth shockless drive 
and safe pinpoint control on all gradients. 
The Highwayman with Dowty Hydrostatic 
Transmission is typical of the forward 
thinking which you will find at Marshalls. 


35 CWT TO 17 TONS FOR EVERY PURPOSE 


ROAD - MARSHALL 


MARSHALL SONS & COMPANY LIMITED, GAINSBOROUGH, LINCOLNSHIRE 


WITH 
THE 


HIGHWAYMAN 








SUPPLEMENT 29/9/60 THE CONTRACT JOURNAL ix 
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15, 22and2/ton 


Rear Dumps 
for immediate hire 























EUCLID WAGON HIRERS L” 


Euclid Works, Northampton. 








bacities: Water Level 16 cu. ft. Maximum Safe Load 15 cwt. £327.10 wis. 


THE DIESEL DUMPER SPECIALISTS 





SUPPLEMENT 


Specially developed PETTER AVA 1 
single cylinder air cooled diesel gives 
5/6 h.p. at 1,700 r.p.m. Heavy duty Puro- 
lator lubricating oil filter, replaceable 
paper element air cleaner. Forged steel 
crankshaft with induction hardened bea- 
ting surfaces for maximum bearing life. 


eS 


FRAME & CHASSIS 


Massive heavy box section welded steel 
frame gives high torsional rigidity under 
all conditions. Unitized construction with 
mudguards, floor etc., welded integral 
with the frame, avoiding vibration and 
aiding service. 


SMALL TURNING CIRCLE 


Shorter wheelbase makes Nimbus much 
more manoeuvrable, turns easily in 16 ft. 
road without shunting. Finger-tip steering 
on rear wheels. 


‘NIMBU 


THWAITES ENGINEERING CO. LTD. CUBBINGTON * LEAMINGTON SPA 


WAWNOWY 


\ 
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3 SPEED GEAR BOX 


Heavy duty 3 speed constant mesh, change- 
on-the move box. 1st 2/2§ m.p.h. Top 9/12 
m.p.h. Reverse 2 m.p.h. gives the dumper a 
faster working cycle with more payloads per 
day under all conditions. 


HEAVY DUTY SKIP 


Strongly reinforced skip 5” heavy steel 
plate construction with hand lever 
locking catch. Loading height under 
36”. Capacity 15 cwt. maximum load. 
Water level 16 cu. ft. struck off 18 cu. 
tt. Heaped 22 cu. ft. 


STABILITY 7 


Low centre of gravity and even weignt dis- 
tribution on all wheels gives better holding 
qualities, higher performance under rough 
site conditions. 


Forward position of operator gives im- 
proved all-round vision. 


§ 
T.3. 
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UARRY COMMUNITY 











its Prosperity 





1,0 00,0 OO mii 


and still going strong! 





This 4-wheeled lorry was bought in 1938 and is still in daily use. 


London Sales Office: 139 Park Lane, London W.!. Phone: Grosvenor 5932 


FODENS LIMITED ELWORTH WORKS SANDBACH CHESHIRE 
Telephone: Sandbach 644 (12 lines) Telegrams: ‘‘Fodenway"’ Sandbach 


Two six-wheeled dump trucks 
in use at the quarry. 


Breedon and Cloud Hill Quarries 
Derbyshire are move than a thriving 
business—they are the hub of a 
prosperous community. Suppliers of 
high quality magnesian limestone 
for the iron and steel industries. also 
agricultural and building lime 
including all types of road and wall 
stone. Fodens are proud to have 
helped to achieve this prosperity by 
supplying reliable, economical, 
high-quality vehicles for every 

phase of the firm’s activities. 
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NOTICE.—Orders 
the understanding 
alterations in an advertisement to ensure 
conformity with the style and standards of “The 
Contract Journal,” The Proprietors § reserve the 
right to suspend, cancel or refuse an advertisement 
without stating any reason. No undertaking is given 
that an advertisement will be published on any 
specified date. Communications which are not actual 
replies to the advertisement will not be forwarded. The 


for advertising 


are accepted 
that the Editor 


may make 


oa 
any 
its 


Proprietors reserve the right to open communications and 
to withhold those not in accordance with this rule. 


For temporary roadways and compound fences, 
C. EVANS AND SONS, LTD., offer Sommerfeld 
TRACK, 500 rolls, each 2Syd. x 10ft., Interlaced 


at Qin. centres with 3gin. M.S. rod; and Plerced Stee! 
TRACK (airfield strio), standard 10ft. x 16in. x ‘gin. 
First-class, re- crea 

Contact: C. EVANS AND SONS, LTD., Burnside Whart, 
Burnside Street, Bow, E.3. Tel.: ADVance 5691/2/3. 


ISSEN TYPE HUTS for SALE. Prompt despatch 
of 16ft., 24ft. and 30ft. wide Huts; also Romney 
HUTS, 35ft. wide, and BLISTER HANGARS, 86ft. Gin. 
and 91ft. wide. These buildings are in various lengths, 
and comprise steel framework with galvanised corru- 
gated steel sheeting.—Full details from Dept. (128), 
j. THORN AND SONS, LTD., Brampton § Road, 
Bexleyheath, Kent. Telephone: Bexleyheath 0021. 


UBING up to 16in. XH wall; R.S.J.s: ANGLES 
and PLATE Ex stock at attractive prices.—Full 
details on application to BUTLER TRADING 
(SOUTHSEA), LTD 80 Marmion Road, Portsmouth 
Telephone 25244 5 


OBILE LIVING UNITS AND OFFICES bullt tc 

specification for Home and Overseas contracts 

Write TRAILER HOMES, LTD., Shannon Corner 
Kingston By-pass, New Malden, Surrey. 


ANTED: CORRUGATED STEEL 

Second-hand. Any area. Sites cleared. 
payment.—jJ. OUFFY, Bank Street, Clayton, 
chester, 11. Telephone: East 3361. 


IME CLOCKS, oak-cased wall type, 
Mechanical, all as new, £25 
Metal-cased portable, £25 each 
Caernarvon 2855 


TAnraucins 


SHEETS, 
Prompt 
Man.- 


Gledhill Brook 
each delivered. 
- SCHOFIELDS, 


for SALE 


EDWARD ASH, LTD., 
Kent Wharf, Creekside, Depttord, S.E.8. 


and HIRE. 


Telephone: Tideway 2661 


PODMORE WORKS 





ALL 85268 - PROMPT OLEPATCH 
PODMORE WORKS LIMITED 
200-773, GARRATT LANE, LONDON 1.wp 

PHONES; WIMBLEDON 7623 





to 


DEMOLITION CONTRACTORS 


Why LOSE MONEY selling 
your steel for SCRAP 


You'll GET MORE from us for 
re-use or re-rolling 


Ring A. KING & SONS HOLborn 0377 








SPECIAL OFFER OF LARGE SIZE TUBE 


10in. Tube in lengths up to 40ft. 
12in. Tube in lengths up to 40ft. 
I4in. Tube in lengths up to 20ft. 
15in. Tube in lengths up to 20ft. 
Iéin. Tube in lengths up to 40ft. 
18in. Tube in lengths up to 25ft. 
20in. Tube in lengths up to 20ft. 


All of these sizes can be supplied plain ends or flanged. 


Also in stock a quantity of 24in. Tube, flanged in 
lengths of approximately 24ft. 


Large stocks of smaller size Tube always available. 


MIDLAND IRON & HARDWARE 


CO. (Cradley Heath), LTD., 
CRADLEY HEATH, STAFFS 


Telephone: 


Telegrams: 
Cradley Heath 66364-5-6 


Pipes, Cradley Heath 
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Ew SCAFFOLD BOARD S. — Selected 

Swedish Whitewood: 1-12 boards, 1/934 ft.; 
13 to SO boards, 1/734 ft.; 51 to 100 boards, 1/6 ft.; 
100 boards or over, 1/4'4 ft. With lin. x 20-gauge 
galvanised hooping and binding. Quantities over three 
standard—prices on application. Delivery from stock, 
carriage paid 2S-mile radius. —H. C. HILL, LTD., 
68-70 Penge Road, South Norwood, _ S.E.25. 
Telephone: SYDenham 3131/4. 


CAFFOLDING. — EVANS 
Steel and Alloy TUBE, 
PUTLOGS, Sft. and 6ft., 


OFFER FOR SALE: 
new and second-hand. 
7,000 available from stock. 
BOARDS, new and_ second-hand, Qin. x T'2in., 
cornered and bound, 50 standards from stock. 


Contact: C. EVANS AND SONS, LTD., Burnside Wharf, 
Burnside Street, Bow, E.3. Tel.: ADVance 5691/2/3. 


OR SALE: Large Quantity of Pressed Steel 
SECTIONAL TANKS, 4ft. x 4ft. x 4ft., complete 

with bolted cover and hinged manlid. Supplied dis- 
mantied in plates 4ft. x 4ft. x approx. tgin. thick 

| Delivery ex stock. — THE MIDLAND IRON AND 
HARDWARE CO. (CRADLEY HEATH), LTD., Cradley 


Heath, Staffs. Tel.: Cradley Heath 66364-5-6. 
OR SALE AND HIRE, ali types of NON- 
MECHANICAL EQUIPMENT, including Props, 
Scaffolding and Fittings, Shuttering and Floor Centres, 
Column Clamps, Trench Sheets and Struts, Skips 
(Concrete Pouring and Circular Tipping), etc. 
PLANT AND BUILDING EQUIPMENT, LTD., 


1 Chatfheld Road, London, S.W.11. BATtersea 9213. 


G8Cone-nAND SECTIONAL TIMBER BUILDINGS, 
24ft. x 12ft., £102; 30ft. x 1Sft., £138; 40ft. x 
18ft., £192; G6Oft. x 20ft., £302. Floors extra. 
Delivery included 100 miles. Also similar New Bulid- 
ings. Lists. — UNIVERSAL SUPPLIES, Crabtree 
Manorway, Belvedere, Kent. Tel.: Erith 32948. 


ANTED, Alloy and Steel TUBULAR 
SCAFFOLD, In large quantities oniy. sites cleared 
anywhere. Also NON-MECHANICAL BUILDER PLANT. 
Contact: C. EVENS AND SONS, LTD., Burnside Wharf, 
Burnside Street, wow, E.3. Tel.: ADVance 5691 /2/3. 


ANTED, SITE LIVING VANS, converted from 

ex Government radar vans.—Full details to 
TILBURY CONSTRUCTION CO., LTD., Ruscombe 
Works, Twyford, Berks. 


W 4 NTED: Second-hand GRANITE KERB, 
SETTS: BLOCKS; also PAVING, any quantity. 
Full details, write Box F.H.987, “The Contract Journal.” 








REINFORCED 


RUBBER HOSE 


FOR AIR COMPRESSORS 
SUCTION & DELIVERY, ETC. 





THE CENTRAL MANUFACTURING 
& TRADING CO. (DUDLEY) LTD. 


OLD HILL STAFFS 
Phone: CRADLEY HEATH 69181 (5 lines) 








All Grades Tarred and Dry Lime- 
stone, Hardcore, Ashes, Red Shale, 
Concrete Aggregates, High Grade 
Screened Building Sand delivered 
in the Midlands, Nottingham area 
or F.O.R. Capacity 750 tons daily, 
hopper loaded, weighbridge on 
site, 4 miles from Nottingham. 


SHENINGTON QUARRIES LTD. 
2 BOSWORTH ROAD, NOTTINGHAM 


Telephone - Nottingham 84819 


NEW TARPAULINS 


EXACT SIZES ONLY 
some before green wax proofing: 12’ r 9’ each 
os 5’ x 12’ each 100/-, 18 x 12’ each 1186/6, 
x ny each 1856/6. 

- 160z. before green chemical proofing: 12° x 9 
each 87/6, 15’ x 12’ each 139/-, 18’ x 12’ each 
156/6, 21’ x 15’ each 215/-. 

oor DUCK, Il4oz. before green wax proctag: 

xs 9 each 90/6, 15’ x 12’ each 148/ 
13° x 12’ each 174/-, 21’ x 15’ each 2652/6. 

BRAND NEW SHEETS, carriage paid En a 
Wales. Fitted long ropes. Brass eyelets 
strengthening patches. 


ANY QUANTITY FROM LONDON STOCK 


JOHN MACNAMARA & CO. LTD. 


Bush Road, Deptford, Lendon, S.E.8 BER 3275-1435 








SURE 














FENCING 


W. A. SKINNER 


& CO. LTD. 


LONG DITTON, SURREY 
Phone: EMBERBROOK 1960-196! 


SUPPLIED AND ERECTED IN ANY CISTRICT 








ITE GOODS.—RAILWAY serene, gouee. 
hand 1-S0O, 11/9 each; 51-10 
and over. 10/9 each. eonectes ‘a yard, 10/9. 
Sommerfeld TRACK rolls, 2Syd. long x 10ft. wide. 
M.S. rods, Qin. centres, £12 10s. per roll. 
TARPAULINS, second-hand, overhauled, ropes and 
eyelets: 18ft. x 12ft., £6; 18ft. x 1Sft.. £6 15s.; 
24ft. x 1Sft., £10. 
A. F. SIMPSON, LTD., 
68/70 Penge Road, South Norwood, $.£.25. 


second- 
1/3 each; 100 


Telephone: Sydenham 3131 (3 tines). 
CAFFOLDING. — Urgently WANTED, Steel and 
Alloy SCAFFOLD TUBE and all types of 


SCAFFOLD COUPLERS. Inquiries for Non-mechanical 
Builders’ Plant welcomed.—Contact: SCAFFOLDING 
SERVICES, 69 Upton Lane, Forest Gate, London, E.7. 
Tel.: Gra. 2002. 


ERBYSHIRE LIMESTONE, ail grades, dry 
or tarred up to 200 tons per day, or graded 
smaller sizes available, delivered to site. 
GEORGE DAVIS (HAULAGE), LTD., 
2 Bosworth Road, Nottingham. Telephone 84819. 


OR SALE: 6,000 RAILWAY SLEEPERS. 

Guaranteed Grade 5. Suitable for silage, road- 
ways, buildings, bridges, machinery, etc. — Write, 
‘phone or call: JOHN HILROY AND CO., 290 Shirley 
Road, Southampton. Telephone 76230. 


LEEPERS. 
100 tons Crossing Sleepers, 
one. 


from 9ft. to 13ft. 


). K. SHEPLEY AND CO., LTD., 
6 Meadow a Manchester, E.1. ARDwick 2256. 


LWAYS AVAILABLE.—Large stocks of Re-layable 
SLEEPERS, chaired and plain, and Re-layable 
CROSSING TIMBERS, lengths from 9ft. to 18ft. 
Also Roadway Quality. P GATHERCOLE, 
2s Harrowby Lane, Grantham, 


@@ € 4 6a: SCAFFOLD MATERIALS. 
For keen prices, service and quality. 

Contact: C. EVANS AND SONS, LTD., Burnside Wharf, 

Burnside Street, Bow, E.3. Tel.: ADVance 5691/2/3. 


EW ROADFORM PINS tor SALE. Made to 

your specifications, tin. or ‘sin. dia.—TEMPLE 

MILLS (STEEL), LTD., Temple Millis Lane, Stratford, 
E15. Tel.: Maryiand: _2660/7734 


AN T ED: BRICK and 
HARDCORE, 


quantity. — R. 
(PECKHAM), LTD. Cross 3337. 


Lincs. 





CONCRETE 


any RKER 


WEIGHBRIDGES 
PORTABLE SURFACE MOUNTED 
20/30 Ton Cap. 20/30 Foot 
E. & A. ASHWORTH LTD. 
Westboro’, Dewsbury Tele: 2143/4 


RAILWAY SLEEPERS 


10,000 In stock 
BEFORE ORDERING RAILWAY 
MATERIALS OF ANY KIND 


WRITE OR TELEPHONE: 


E.L. PITT & CO. (Coventry) Ltd. 


BRACKLEY TOWN STATION, 
BRACKLEY, NORTHANTS 


Telephone: BRACKLEY 2271/2 
Telex: 83159 


CAMBRIDGE 
ASPHALTE, 


co. LTD. 
SWANN:ROAD, CAMBRIDGE} 
Telephone : 32606 & 55621 /2 a 
*-4ALS'O 
FLEXIBLE ROOFING PITCH MASTIC 











REINFORCING BARS 
Rounds }” — 1” 
Squares Fe —1}’ 

EX STOCK 
24 Hour Service Ex Depot London 


REINFORCING BARS CUT 
AND BENT 


72 Hour Service. Delivered 
London Area. 


Prices on Application. 


INDUSTRIAL SPECIALTY 
(Iron and Steel) LTD. 


18 BUCKINGHAM GATE, 
LONDON, S.W.1 
Telephone: Victoria 9391 








ee 
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CAFFOLDING, etc., for SALE at LOW _ PRICES: 

EXCELLENT CONDITION. SCAFFOLD FITTINGS 
~FULLY RECONDITIONED or selected second-hand 
ondition—all makes available. Putlog Couplers from 
2 Double Couplers from 3/-. Used Steel and Alloy 
Scaffolding TUBE and PUTLOGS. Used SHORING 
PROPS and TRENCH STRUTS. Good used SCAFFOLD 
BOARDS and Scaffold FRAMES.—SOULSBY AND CO., 
87 Deans Lane, Edgware, Middlesex. Telephone 
MIL! Hil 4644 (or 1855) or NORth 4112. 


CUND SECOND-HAND PLANT, 
1,000 No. 1 Acrow PROPS, 39/6 each; 500 No. 2 
Acrow PROPS, 45/6 each; 20,000ft. 13/21ft. Steel 
SCAFFOLDING, 1/3'2ft.; 100,000 shorter lengths, 
1/2ft.; S/H SCAFFOLD BOARDS, 1/3'2ft., all lengths 
A. F. SIMPSON, LTD., 
68/70 Penge Road, South Norwood, S.E.25. 


Telephone; Sydenham 3131 (3 tines). 
e EVANS AND SONS, LTD., offer ‘'4-million 
* reconditioned SCAFFOLD FITTINGS, including 


S.G.B., Big Ben, Burton, Little Giant, Mills, Bolton, 

Mac, Norstel, etc.—Price list on application to: 
Cc. EVANS AND SONS, LTD., Burnside Wharf, 
Burnside Street, Bow, E.3. Tel.: ADVance 5691/2/3. 


UILDING MATERIAL for SALE. — Unused 
Galvanised SCAFFOLD TUBING and CLIPS. 
832 lengths available from 8ft.-20ft., and 1,620 


Scaffold Clips, including Double Couplers, etc., for sale 
as one lot. Offers invited. — Detailed list from: 
BOWMANS, Ballards Wharf, Poole 334. 


NE HUNDRED Heavy Oak TIMBERS, 6ft. long, 

12in. x 12in., first-class condition, 30/- each. 
L. W. VASS, LTD., Ampthill, Bedford. Telephone: 
Ampthill 3255/6. 


ANTED, TRENCH SHEETS, Acrow PROPS, any 

quantity.—Contact C. EVANS AND _ SONS, 
LTD., Burnside Wharf, Burnside Street, Bow, E.3 
Tel.: Advance 5691/2/3 


FEW tons of PILING in about Sft. lengths, 
£20 per ton f.o.v.—BOWMANS, Ballards Wharf, 
Poole Quay, Poole 334. 


OR SALE, 300 tons unused Steel LINEPIPE, Bin. 
to 20in. dia.—Details and price, apply: GEORGE 
COHEN SONS AND CO., LTD., Stanningley, nr. Leeds. 


M“« SHOOTS in Mili Hill and Southgate, London. 
For details, ‘phone Bowes Park 2402. 





BEFORE DECIDING, view this plant 


Immediate delivery and terms arranged. 














FOR SALE: 
100,000ft. STEEL SCAFFOLDING TUBE; 5,000 
FITTINGS, all serviced; 2,000 BLADE-END 


PUTLOGS, Sft. and 6ft.; S500 Acrow Type PROPS; - 
SOO TRENCH PROPS; 10,000ft. SCAFFOLD 
BOARDS, fully bound. Immediate delivery. 


M. SANDERS, LTD., 
18/29 Mediar Street, London, S.E.5. ROD. 5143. 





CONTRACTORS’ AND BUILDERS’ 


TOOLS 


JOHN MACNAMARA £2"! 


N 

ITE 

a ROAD, LONDON, S.E.8 
BERMONDSEY 3275 & 1435 


Y 
D 
e 


SEAMLESS DRAWN M.S. TUBES TO 
A.S.T.M. A.161 


Plain Ends, Bituminised. New Surplus Material. 


500’——212” o.d. x 14” x 28’ 612” long. 
1,300’—3” o.d. x 1%” x 13’ 8” and 24’ 6” 
long. 


1,000’—412” o.d. x 14” x 19’ 5” long. 


6,000’—412” o.d. x 516” x 28’ 612” and 33’ 6” 
long. 


Delivery ex stock at greatly reduced prices. 


The Atlantic Metal Co., Ltd. 


15/23 St. Pancras Way, N.W.1. 
Euston 9001/7. 


Tarpaulins 


Most sizes and types are stocked and 
special tarpaulins can be made to indi- 
vidual specifications. Excellent materials 
Wholesale only 


and fine workmanship. 
AS GOOD AS A ROOF 





Please write to Tarpaulin Department 


SINGLETON, FLINT & CO., LTD. 


NEWLAND WORKS, LINCOLN 
Phone! 24542 (2 lines) Grams: Singleten Lincein 





Protective Clothing - For Donkey Jackets, P.V.C. and Waterproofs by 
Regganwear, write: 
THE REGGAN CLOTHING MANUFACTURERS, LTD. 


62 CARSTAIRS STREET, GLASGOW, S.E. 
Telephone: Bridgeton 1146-7-8 








powered by Paxman Diesel. 
by Glennifer Diesel. 
whole in excellent condition. 
adverse tidal conditions in River Severn. | 
able offer considered.—A. GRIFFITHS AND SONS, | 
Parton Road, | 


head, hand lever operated. Brand new condition, 60/- 
each, six at 55/-, 20 at 48/-. Hydraulic head, 10/- 
extra. 


riage paid up to 150 miles for orders of 100 or more. 


Telephone: Alrewas 354/5/6. 


us first.—TRACK SUPPLIES AND SERVICES, LTD., | 
Horton, Northants. 


CORRUGATED SHEETS. 
Contact: C. EVANS AND SONS, LTD., Burnside Wharf, 
Burnside Street, Bow, E.3. Tel.: 


various other 
per ton loaded own transport.—WALTON, Wood- 
bridge (S55), Suffolk. 


available.—-TEMPLE MILLS (STEEL), LTD., 
Mills Lane, Stratford, £.15. 

















CONTRACT JOURNAL 


Prime REINFORCING RODS to 68.S.S. 785, 
S-gauge and gin. Forward deliveries on other 
diameters. | 


OR SALE-—-FROM STOCK. | 


300 tons new and second-hand R.S.J. and CHANNELS. 
1,000 tons new and 


second-hand CORRUGATED 
SHEETS. 


Contact: C. EVANS AND SONS, LTD., Burnside Wharf, | 
Burnside Street, Bow, E.3. Tel.: 


ADVance 5691/2/3. | 


Motor Vessel ‘‘Tony’’ fully equipped 

DREDGER, 6in. Gwynne Pump, 
Motive power to vessel 
Capacity approx. 75 tons. The 
Sale due entirely to 
Any reason- 


OR SALE, 
SUCTION 


Gloucester. 


REASE GUNS, heavy duty, 70 per cent. off list 
price, Tecalemit, 29'20z. flexible tube, hexagon 


Cheltenham Road East, 


CROMWELL CO., Newport, Mon. - 59045. 


OR SALE, 70,000 Mills ex Government Type 90° 
SCAFFOLD COUPLERS in stock, 3/- each. Car- 
Staffordshire. 


T. LEAVESLEY, LTD., Alrewas, 


@LEEPERS for access roads and all purposes. 
TIMBERS for shoring, paling and wating. Consult 


Telephone: Hackleton 240. 


ANTE D. | 
Steel SECTIONS, REINFORCING RODS, etc. 
Inspection anywhere. 


ADVance 5691/2/3. 


ORTY TONS heavy gauge 15ft. x 6ft. R.S.J.s, in 
20ft. and 25ft. lengths, 65ib. per ft.; 60 tons 
R.S.J.s in lengths over 10ft., £25 


TEEL SECTIONS and PLATE, etc. Cut to your 

specification. New and _s2cond-hand material 
Temple | 
Maryland 2660/7734. 


ALL SIZES —PROMPT DESPATCH 


HUTS 


THE PODMORE WORKS 


769-773 GARRATT LANE, LONDON, S.W.17 
Keen Prices — Phone: WIMBLEDON 7622 


SLEEPERS—RELAYABLE & ROADWAY 
CROSSING TIMBERS—ALL SIZES 
DELIVERY ex STOCK 


F. HARDWICK LTD. 


ARMLEY ROAD, LEEDS 12. Phone: 23487 


RED SHALE 


DELIVERED OR COLLECTED EX PIT 


NUNEATON 


A Me 
Ryton, Coventry. Phone: Tollbar 2376 








Kariscol 


steel-framed, prefabricated 


BUILDINGS 


for 
FACTORY BUILDINGS, 
WORKSHOPS, PLANT STORES, 
ETC. ETC. 


No on-site riveting or welding 
Speedy erection 
Permanent or temporary 
High recovery value 
30ft. to 100ft. clear span; leng 
in any multiple of 12ft. 


Write for leaflet K.104 
THE LILLESHALL COMPANY LTD. 


ST. GEORGES * OAKENGATES * SALOP. 
Onskengates 120 









September 29 1960 


AST-IRON SPIGOT and SOCKET PIPING 
mostly new, standard lengths. Immediate delivery 
16in. bore, 100ft. Qin. bore, 200ft. 
15Sin. bore, 100ft. Bin. bore, SOOft. (Screwed Gland) 
12in. bore, SOOft. 6in. bore, S0Oft. 
10in. bore, 100ft. 
CAST-IRON FLANGED, mostly new 
1Sin. bore, 11 x 12ft. lengths. 
10in. bore, 300 x 12ft. lengths, Stanton 
8in. bore, 200ft. in 4/9ft. lengths. 
Sin. bore, SOOft. In 6/9ft. lengths. 
4in. bore, SOOft., chiefly 9ft. 
Also large selection BENDS, SLUICE VALVES. 
Full details on request. 
FRED WATKINS (ENGINEERING), LTD., 
Coletord, Glos. 


On SAL 4. 
SOO tons re-layable 75ib. per yard F.B. RAILS, 
= ee lengths, with fishplates and fishbolts. etc., 


suit 
20 CROSSINGS In re-layable 7Sib. per yd. F.B. rail, 
with all necessary fittings. 
100 tons of re-layable 9Sib. per yd. B.H. RAILS. in 
6Oft. lengths, with fishplates to sult. 
2,000 re-layable CHAIRED SLEEPERS, 
95ib. per yd. B.H. rail. 
EDWARD ASH, LTD., 
__ Kent Whart, Creekside, Deptford, London, S$.£.8. 


VANS OF BOW OFFER. 

TRENCH STRUTS, second-hand, Nos. 1, 2, 3. 
TRENCH SHEETS, new. 
ROADFORMS, heavy duty, 5S'2in.-Gin.-8in. x 10ft., 

1,500 in stock. First-class condition. 
New ROADFORM PINS. 
Contact: C. EVANS AND SONS, LTD., Burnside Wharf, 
Burnside Street, Bow, E.3. Tel.: ADVance 5691/2/3. 


ANTED, Braithwaite SECTIONAL 

TANKS or LOOSE PLATES, 4ft. square, 3isin. to 
Sigin. thick.—-FRED WATKINS (ENGINEERING), LTD., 
Coletord, Glos. 


OR SALE, approx. 7 tons of ‘ain. and 3gin. M.S. 

REINFORCING RODS.—Apply: PIPE LINE AND 

ENGINEERING CO., LTD., Alton, Hampshire. Tel.: 
Alton 3093. 


OR SALE, 1,000 SLEEPERS. Suitable for tem- 
porary roads.—-KENNETH SHEPLEY, 73 Boodle 
Sven. Ashton-under-Lyne, near Manchester. ASH 


GRANITE SETTS 


DELIVERED ANYWHERE 


HARRIS & BAILEY LTD. 
CROYDON 


ADDiscombe 3181 Ref: M 


sultabie for 


is eat 


NEW, GREEN, ROT-PROOFED, SEAMS DOUBLE- 
SEWN with BEST LINEN THREAD; 
REINFORCED BRASS EYELETS, SPLICED ROPES 


Weight before proofing: 
(180z.) (1So02.) 
FLAX c. DUCK 
£4 96 


Size approx 
12ft. oft 
15ft. oft 
1Sft. x 12ft 
18ft. x 12ft. 
18ft. x 15ft 
20ft. x 1Sft. 
24ft. x 18ft. 
3Oft. x 21ft. 


EX-GOVERNME 


10ft. 7ft. 
10ft. x 10ft. 
14ft. x 10ft. 
15ft. x 12ft. 


m 
w 
= 
N 
o 


N= 


UNN-ON~N 


-—-— 
@eanoog 


PHAM 


T, RECONDITIONED 


| 18ft. x 1Sft. 
£2 50 | 20ft. x 15ft. 
£3 SO | 20ft. x 18ft. 
£4100 | 24ft. x 18ft. 
20ft. x 10ft. £4196 | 30ft. x 20ft. 
18ft.x 12ft. - £5 SO | 30ft. x 30ft. 


GENUINE EX-RAILWAYS, RECONDITIO 


10ft.x 7ft. - £1 50 20ft. x 10ft. - 
10ft.x 10ft. - £2 00 20ft. x 14ft. - 
14ft.x 10ft. - £2150 21ft. x 20ft. - 


All sheets are eyeletted and roped. 
Immediate delivery — Carriage paid. 
Money refunded if not satisfied. 


MORELAND TRADING Co. Ltd. (CJ) 


25 St. Pancras Way, London, N.W.! 
Telephone: EUSton 5210 and 2383 


oZa 
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ccocoo 
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LADDERS 


UP TO 80FT. EXTENDED | 


TOWER LADDERS — 


UP TO 35FT. WORKING HEIGHT | 


POLE LADDERS 


UP TO 80 RUNGS 


TRESTLES & STEPS 


FROM 


JOHN 
MACNAMARA 


& CO. LIMITED 


BUSH ROAD, LONDON. S.E.8 
BERMONDSEY 3275 & 1435 
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OR SALE. 

Kwikform “H"' FRAME, 4ft. Gin. and 2ft. 3in. 
GUARD RAIL STANDARDS ‘and ADJUSTABLE BASES. 
Acrow All-purpose UNIT SCAFFOLD, 4ft. 6in. 
Acrow SCAFFOLD TRUSSES, 9ft. to 19ft. lengths. 

Ideal for staging. 

Contact: C. EVANS AND SONS, LTD., Burnside Wharf, 
Burnside Street, Bow, E.3. Tel.: ADVance 5691/2/3. 


ISSEN - TYPE HUTS, 16ft., 24ft. and 30ft. 

span, clad new or second-hand sheeting. Also new 
Galvanised NISSEN SHEETS for SALE, all standard 
sizes. — NAYLOR'S (BILSTON), LTD., 204 Woilver- 
hampton Street, Bilston 41689. 


ARPAULINS (Repaired) and REROPED SHEETS 
in all sizes. Also Decorators’ DUST SHEETS. 
For the cheapest: KENNETH SHEPLEY, 73 Boodle 
Street, Ashton-under-Lyne, near Manchester. ASH 
3338. 


ANTED, Mills and Burton SCAFFOLD FITTINGS, 

TRENCH SHEETING, etc., and similar items of 
NON-MECHANICAL BUILDERS’ PLANT. 
PLANT AND BUILDING EQUIPMENT, LTD., 

1 Chatfield Road, London, S.W.11. BATtersea 9213. 


OR SALE, A.P.I. VALVES up to 20in.; also 

A.P.1. PIPE FITTINGS up to 3,000Ib. p-.s.i. 
Stock list on application to: BUTLER TRADING 
(SOUTHSEA), LTD., 80 Marmion Road, Portsmouth. 
Telephone 25244/5. 


ANTEDO, used Corrugated Steel 
from 4ft. and up, 22-gauge or heavier. 
Anderson and Elephant SHEETS. 
Contact: C. EVANS AND SONS, LTD., Burnside Whart, 
Burnside Street, Bow, E.3. Tel.: ADVance 5691 /2/3. 


AILWAY SLEEPERS and CROSSING TIMBERS, 
also 3,000 Re-layable CONCRETE SLEEPERS for 

F.B. rail. Keenest quotes. Prompt delivery. Own 
transport.—-12 Tavistock Road, E.18. WANstead 1909. 
(William H. Gore.) 


SHEETS. 
Also 


OR SALE: NEW ROADFORM PINS, 
7ain. or tin. dia. x 2ft. long.—TEMPLE MILLS 
(STEEL), LTO., Temple Mills Lane, Stratford, €.15. 


Tel.: Maryland 2660/7734. 


HARDCORE 


Keen rates for delivery in London 
and Southern Counties 


W. S. WRIGHT LTD. 


1 Salisbury Road, Bromley, Kent 
Phone : RAV. 1148-9 


TARPAULIN 


& CO. 


JOHN MACNAMARA };°: 
BUSH]ROAD, LONDON, S.E.8 
BERMONDSEY 3275 & 1435 


GRANITE KERB 


IMMEDIATE DELIVERY 


WEST MIDDX. STONE & GRANITE WORKS 
HARMONDSWORTH, MIDDX. 
Phone: Skyport 1636 
















EDWARD ASH, LTD. 
FOR 
RAILWAY SLEEPERS 


AND 


CROSSING TIMBERS 


KENT WHARF, GREEKSIDE, DEPTFORD, S.E.8 
Telephone: TiDeway 2661-2 


AGU TMA il iaim lee ek 


For quality with economy, buy “MIDDLESEX” 
Standard size range from 8 x 6’ to 100 x 30 


J. E. LESSER & SONS LTD. 
GREEN LANE HOUNSLOW, MIDDLESEX 
Telephono : HOUNSLOW 7281/7 


DEMOLITION 


‘HARDCORE, 


CLINKER & ASHES 
SAND, BALLAST, ETC. 


GEO. E. CLOKE, LTD. 
In Association with 
HUDSONS DEMOLITION BRANCH 
“Elmsted”, Neasden Lane, N.W.10 
Phone : GLADSTONE 4296-7 & 1163-6 





EVANS AND SONS, LTD., HAVE 4 SALE: 

¢ 2,200 ADJUSTABLE PROPS, Nos. 1, 2, 3 and 4. 
1,000 Acrow FLOOR CENTRES, Nos. 2, 3, 4. 
SHUTTERING PANELS, 3ft. x 2ft., 2ft. x_ 2ft. 
Acrow BEAM CLAMPS, second-hand, No. 2 Type. 
Ss a new and second-hand, Size Nos. 

an ; 

All second-hand materials are fully reconditioned. 
Contact: C. EVANS AND SONS, LTD., Burnside Wharf, 
Burnside Street, Bow, E.3. Tel.: ADVance $691 /2/3. 


A s «kK ANN FUCHS 

for New or Second-hand PROPS, BEAM CLAMPS, 

COLUMN Me ty TRENCH STRUTS, ROADFORMS. 
SCAFFOLD TUBES and Fittings. 

Also "Waditionss equipment not listed. 

87-89 Walton Street, S.W.3. 

Telephone: Kensington 8526. 


‘OR SALE, new STRUCTURAL STEELWORK and 

GALVANISED STEEL WINDOWS, not yet erected, 

for a brick and steel building 165ft. x 40ft., floor area 

8,280 sq. ft., 15ft. high to eaves, one bay, two upper 

floors. Building not now required. Available imme- 

diately at below cost. -— Inquiries to Box M.2748, 
‘The Contract Journal.’ 


OGGIN and GRANULATED 
up to 60,000yd., 


FILL is available 
close to the proposed sites 
for the Slough and High Wycombe By-pass. Con- 
tractors interested please state price ex site. Transport 
can be arranged. 


Reply to Box — M.2670, ‘‘The Contract 
ANTED, BALLAST BARGES, TUG, and RB34 


with Dragline Equipment.—As many details 
as possible in first instance, please: STAINES CIVIL 


Journal.” 


ENGINEERING CO., Colnbrook By-pass, Colnbrook, 
Bucks. 
Rus + © 1T FENCING, LTD... DORKING 
URREY. Telephone 3416. 


4ll pm. of FENCING supplied and erected. 
Specialists In Chain Link. Estimates free 
TOR SALE, NISSEN HUTS, 36ft. x 16ft., black, Iron- 
sheeted, £60 each. — F. JAMES ‘AND SONS, 
Newport Pagnell. Tel. 18 and 19. 








EX STOCK 


TARPAULIN 


ALL SIZES 
Also OILSKINS. Prices from PODMORE WORKS 


769/773 Garratt Lane, S.W.17. Tel: Wimbledon 7622 


RAILWAY SLEEPERS 


For temporary road, 8ft. 6in. x 10in. x Sin. 
Other grades available. Ex stock delivery by 
our motor transport to any area at corapetitive 
orices.—Write or telephone: 


F. PEART & CO. LTD., 


Park Road Corner, West Hartlepee!. 
Telephone: Hartlepool! 2141/2/3. 








ELECTRICAL, SPARES AND OVERHAULS, 
VEHICLES AND ANCILLARIES 


EXCHANGE ENGINES 
and QUICK and EFFICIENT 
SPARES SERVICE 


sFOR YOUR 


RUSTOM 


ENGINES 


Consult 


STREATHAM ENGINEERING 


Official Spares Stockists 





SPARES: SERVICE: 

12/14 ee: oem 43/45 Mitcham Lane, 
London, S.W. London, S.W.16. 
STR 3107 STR 2014/5 
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ELECTRICAL, SPARES AND OVERHAULS, 
VEHICLES AND ANCILLARIES 


OR IMMEDIATE DISPOSAL. 
One Scammell LOW-LOADER, 20ft. well, new 
type cab and wings, £2,000. 
One 8-wheeled Atkinson, 1957, air brakes, trailer 


hitch, £2,000. 

8-wheeled Leyland Octopus, 
trailer hitch, auxiliary box. 
just renewed, £1,475. 
8-wheeled A.E.C., 1948, 9.6 Engine. 
class order, £700. 

Albion, 6-wheeler, 1948, CX Engine, 


9.6 ENGINE, clutch, gearbox, £200. 

Two Petrol-engined AUTO-CARS and a 3,500- 
gallon Semi-trailer TANKERS. Offer: 

Three Ruston-Hornsby 30- an Diesel LOCOMOTIVES, 
24in. track, £110 each 

Four C.P.T. COMPRESSORS, 500 c.f.m., 13000 P8 
Caterpillar Engine, auxiliary start. One recon- 
ditioned, three for_reconditioning. 

IGHLAND _TRANSPORT, 
“‘Lag-na-Craig,"’ Corsebar Road, Paisley. Paisley 7474. 


1ESEL ENGINES SERVICE EXCHANGE. 

For Smith Excavators, Ingersoll, C.P.T. and other 

Compressors. m and E.R.F. Oumpers and Tippers. 
Muir-Hill and Chaseside Loaders and Oumpers. 
rete oe available day and_ night. 


One 1955-56, air brakes, 


Brakes, springs, etc., 
One In first- 


vacuum brakes, 





Y AND LOVATT, LTD., 
Engine and Plant Division, Stoke-on-Trent. 


XCHANGE reconditioned TRACKS, TUMBLERS, 
ROLLERS, etc., also many new SPARES for 10RB, 
19RB and 22RB, all available ex stock.—ALFRED C. 





LEFLEY, LTD., 10 Morland Gardens, Southall, Middx. 
Telephone Southall 1389; Staines 52395. 
ORIZONTAL DIESEL ENGINES and DIESEL 
GENERATING SETS WANTED for Export. 
NORTHS, Pontefract Road, Stourton, Leeds, 10. 
‘Phone 76809. 





HREE Morrison 3-kW MOBILE LIGHTING SETS, 

110-Volts, Petter Diesel Engines, self-contained 

units, been little used. Photograph. — NORMAN 
WALKER (MACHINERY), LTD., Anlaby, Hull. 


Sao 


SPARES a 


SNL a 


ta ata Sa 


ELGAR 6757 (4 LINES) 













_ EVERYTHING 
MADE MOBILE 





from £355 


DORMITORIES 
14’ 4-berth £410 
18’ 5-berth £505 
22’ 6-berth £595 





SHOW UNITS — RESIDENTIALS 


We also specialise in second-hand 
residential caravans for sale or hire 


— 


LANDSMAN’S SERVICES 
BUCKDEN - HUNTINGDON} 


FORD TRUCKS, TIPPERS, 


Vans and Cars available for immediate delivery 


BOUTS MOTORS LTD. 


Stafford Street, Wolverhampton 





23295 (3 lines) 
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PARES FOR 
10BD Mulir-Hill Oumpers. 
C.P.T. Compressors. 
Biaw Knox 12S. 
List prices less 40 per cent. discount for complete lots. 
Lists on application. 


SAL &. 


WILSON PLANT. HIRE, LTD., 
Weedon Rd., Northampton. Tel.: Northampton 4653/4. 


EW 1800 x 24 EARTHMOVER TYRES, 16-ply, 
two shock pads, by Goodyear, Firestone and U.S. 
Royal, £95 each. New 1400 x 24 20-ply Dunlop 
EARTHMOVER TYRES, £90 each. New 600 x 9 
FORK LIFT TYRES, £5 10s. each.—J. T. LEAVESLEY, 
LTD., Alrewas, Burton-on-Trent. Alrewas 354/5/6. 


RGENTLY REQUIRED. — Tamdem Axle POLE 

TRAILER on 1400 x 20, air brakes. Would 
consider 6-wheel POLE TRAILER. — THOMAS 
GRAVESON, LTD., Warton, Carnforth, Lancs. Tel.: 
Carnforth 381. 


RISTOL ANGLEDOZERS AND EQUIPMENT. 

Immediate SPARES and REPAIR SERVICE for all 

models.—H. A. SAUNDERS, LTD., Main Distributors, 
The Butts, Worcester. Telephone 26651. 












71 SERIES 
GENUINE SPARES 
COMPREHENSIVE STOCKS 
40% OFF LIST PRICE 


ATTRACTIVELY PRICED 


Reconditioned & Guaranteed 


CATERPILLAR TRACTORS 
D4. D6. D7. D8. 


also 
SCRAPERS 
AND DOZING EQUIPMENT 


and full range of spares 


4 ; DERBYSHIRE TRACTOR SERVICE LTD. 
“Sy BRIMINGTON RD. NORTH 
Tel: CHESTERFIELD 3167/8 & 4235 Grams. 

















WHITTINGTON MOOR CHESTERFIELD 
“SERTRAC CHESTERFIELD.” 






SPARES & SERVICE 







J. GIBBS LTD. 


BEDFONT, FELTHAM, MIDDX. 
FELTHAM 5071 







ments. 


USTON POWER TO 
From stock: 


YEN, VCBN. 


Full range of ENGINES from _10RB to S4RB Excavators. 
eae EXCHA 


NGE ENGINES also stocked 
Cranes, Locos., Pumps, Power Packs, etc. 


' CHANGEOVERS to EXCAVATORS and other PLANT 
UNDERTAKEN on site by STAFF of competent 


FIELD ENGINEERS. 


TILSLEY AND LOVATT, LTD., Engine and Plant Div., 
Newstead Trading Estate, Trentham, 


Telephone: Trentham $7331 and 57332 
Telegrams: “Diesel,” Stoke- -on- -Trent. 


AMAGED TOWER CRANE SECTIONS and CRANE 

JIBS REPAIRED to meet with insurance require- 
Collection and delivery by our own transport. 
Firm quotation given entirely without obligation. 
ALFRED C. LEFLEY, LTD., 
Southall, Middx. Tel.: 


OR SALE, Three Caterpillar D7 ENGINES, 


out complete with donkey engine and accessories, 
£300 each ex works. —J. T. 
Alrewas, Staffordshire. 





SERVE YOU 
SERVICE EXCHANGE ENGINES, 
Type VRON, VROHN, VRHN, VQBN, VPHN, 


Pore ere 


«+10 Morland Gardens, 
Southall 1389; Staines 52395. 


LEAVESLEY, LTD., 
Telephone: Alrewas 354/5/6. 








FRANK COWLEY 
200 


DEPENDABLE BUSES AND COACHES FOR 
YOUR INSPECTION AND TEST 


ALL VEHICLES CAN BE TAXED AT 
£12 10 0 PER YEAR 


Double - deckers, bodily and 
1947 A.E.C. mechanically as new, certified 
and ready to go Into service, £310 each. 


potte - decker, all - meta! 
1951 CROSSLEY ody, with A.E.C. 7.7 Diesel 


Engine, coreified = ready for immediate 
service, £375 


1948 CROSSLEY vow wt « brides Double - decker, 


1963, in immaculate 
condition ehreugheuk. £295. 


Bouple Deck, fitted with Gardner 

1945 Guy Diesel Engine. A super 

machine, aurea full guarantee and certified 
until September, 1962, £295. 

Low - bridge Double - deckers 


BRISTOL (choice of 15), fitted with 


Gardner SLW Diese! Engine, almost new bodies 
and immaculate throughout, £295 each. 


1949 BRISTOL 33 ~ seater 


Gardner SLW Diesels and 
S-speed gearboxes. A very lovely fleet of 
coaches, £395 each. 


1949/48 LEYLAND PS! 32/34-seater Buses, 


all in excellent_condition 
and ready for immediate service, £275 each. 


Coaches, 


High- and Low-bridge Double- 
LEYLAND deckers, 1949 and 1950 bodies. 
Excellent and very clean throughout, £225 each. 


Write for latest stock list, also special spare 
part price list showing saving of 75% on Spares. 


ALL VEHICLES CARRY OUR THREE 
MONTHS’ GUARANTEE 


WILL TAKE YOUR OLD VEHIOLE IN 
PART EXCHANGE 


FRANK COWLEY 


3 Blackfriars Road, Salford, 3 


Phone : MANCHESTER BLACKFRIARS 7577 
and BLACKFRIARS 1048 











J J. JOHNSTON AND CO., LTD., for REPAIRS, 
* OVERHAULS and FIELD SERVICE to all types 
of Contractors’ Plant, Mobile Sranes, etc.—' Phone 
Elgar 6905. RAPIER SPARES AND Service, 
Coronation Road, Park Royal, London, N.W.1 


OR SALE, 20-ton LOW- LOADER, ae Artic. 
Trailer and A.E.C. Matador 4 x 4 Tractor Unit. 
Price £1,000.—W. ELLIOTT AND SONS (YORK), 
LTD., 67 Wetherby Road, York. Tel.: York 78220. 
After hours—York 71194. 


ANTED, reconditioned or new Buda_ Lanova 

DIESEL ENGINE, Model 4DT116 for Bay City 
Crane. Also STARTER MOTOR, Delco-Remy, No. 
719GK27, for same crane. Also SPARES. 

Write Box £.2771, “The Contract Journal.’ 


ANTED, REPLACEMENT PARTS for all Crawlers, 
Tractors and Contractors’ Plant. 
Write Box E.F. 513, “The Contract Journal.” 


For “SALE, parcel of Euclid 15TDT SPARES, new. 
Send for list. 
Write Box E.2726, ‘‘The Contract Journal." 


Fror SALE, DW21 and 22-ton Rear Dumper Truck. 
Write Box €.2763, ‘‘The Contract Journal." 










WATER TANK TRAILERS 
900 gals. FOR HIRE 450 gals. 


Moss (Cambridge) Ltd., 146 Hills Road 
Telephone: Cambridge 87519 











COACH SPECIALISTS 
of the SOUTH 


always have available a 
Large stock of Good Used 
PASSENGER VEHICLES 
many with C.O.F.s 
Ideal for conveyance of staff 
Yearly Road Fund Tax £12.10.0 


BEDFORD 26 str. Coaches from £75 
or suitable for SITE OFFICES, from £50 


A.E.C., LEYLAND, etc.,-33/35 str. 
from £100 


Let us demonstrate at your premises 


E. J. BAKER & CO. (DORKING) LTD. 


The Coach Works, Farnham Trading Estate, 
Telephone: 4626/7 


Farnham, Surrey. 


Le Le at Mise sh i2f Tel: 305 





--- Obviously not OUR Customer ! 


RUSTON: SERVIGE 





eh Rada LS ALLED ae aa OF PLANT DURING WEEK-ENDS OR TO SUIT ae ea aabiaabes 


TILSLEY & LOVATT LTD. 


ENGINE & PLANT DIVISION NEWSTEAD TRADING ESTATE 


TRENTHAM, STOKE-ON-TRENT, STAFFS 


1oné: Trentham 573313 





Grams: ‘ Diesel’’ Stoke-on-Trent 
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ELECTRICAL, SPARES AND OVERHAULS, 
VEHICLES AND ANCILLARIES 


YLINDER HEAD S.—Caterpiliar, inter- 

national, Ruston, Diamond ‘“‘T,"’ 8.M.C., A.E.C., 
Gardner, etc., perfectly repaired by our special 
* FUSION WELDING PROCESS" no_ matter 
badly cracked. Finished, machined, tested, standard. 
Also Repairs to Crankcases, Sumps, Differentials, etc. 
Axles, rear and front, reconditioned. Exchange P6, 
R6, P4 Heads. Established 40 years. Satisfactior 
guaranteed.—ANGELL AND WILLIAMS (PECKHAM), 
LTD., Sumner Road, S.E.15. Telephone: RODney 3559 


OR SALE or HIRE, several International Harvester 
PERSONNEL CARRIERS, seat nine, convertible 
goods, excellent condition, sturdy construction, ideal 


for site work and fully reliable. Also available, one 


how 


3-ton International PLATFORM TRUCK, in first-class 
condition, and one KR8 TIPPER. All spares are 
available. Official agents GRAHAM ENGINEERING 
co., LTO., 1112 Harrow Road, London, N.W.10. 
Telephone | Ladbroke 6983. 

OR SALE. 

1952 Commer PLATFORM LORRY, perfect 

order, £150. 
BTD6, reconditioned, £900. 
WANTED: TRACK CHAINS for BTD6. 

1AN C. CRISP (PLANT HIRE), LTD., 


117 Baldock Road, Letchworth 2394. 


ANTE D. 
Caterpillar D700 DONKEY ENGINE and FUEL 


PUMP, complete. 

D4 ENGINE, Lister 5-1 or 10-2 DIESEL ENGINE. 
H. HOWARD, 

Harrow, Middlesex. 


G. 
94 Greenford Road, Sudbury Hill, 
Tel.: Day—Byron 3209; night—Chalfont St. Giles 554. 
WO 2100 x 25 WHEEL and TYRE ASSEMBLIES, 
16-ply, relugged, £90 each. 


10 1200 x 24 TYRES, 8-ply, unused, £22 each. 
L. W. VASS, LTD., Ampthill, Bedford. Ampthill 3255/6. 












BALL AND ROLLER BEARINGS 
FOR ALL CONTRACTORS PLANT 


BRITISH © AMERICAN @ CONTINENTAL 
Any quantity despatched same day. 


A.C. BEARINGS 
245 KNIGHTSBRIDGE S.W.7 





KNI 4277 
KEN 9602 





SERIES 71 


MAIN 
— wo ERNE 
IN THE DIESEL | 

NORTH POWER UNITS 


F. MITCHELL (NOTTM.) LTD. 


DERBY ROAD * NOTTINGHAM 
Telephone: 77701 Day or Night 


SERVICE FOR 


RUSTON & PAXMAN 
ENGINES 


Consult 


Wheatley ¢ Whiteley 


99 KIRSTKALL ROAD, LEEDS, 3 
Tel. 31122 

















PLANT 


GD 


PLANT FOR HIRE: 


Smith Lorry-mounted MOBILE CRANES, 15/22'3-ton 
capacit 

Smith 21 and Super 10 Diesel-driven EXCAVATORS, 
all equipments. 

Fowler Diesel-driven Crawler TRACTORS and 
Scrapers. 

Weatherill Type 12H Diesel-driven Hydraulic 


Loading SHOVELS. 
Smith Steam_Locomotive CRANES. 
Steam and Diesel Locomotives. 
CONCRETE MIXERS, Weighbatching Equipment. 
ronney TRUCKS, Diesel, Petrol and Battery 
ectric. 
Self-propelled MOBILE CRANES. 
Barford DUMPERS. 
Vibrating ROLLERS. 
Builders’ HOISTS. 
10-ton Douglas 4-wheel drive DUMP TRUCKS. 
TRUCK MIXERS. 
Portable BELT CONVEYORS. 
Allen Crawler TRENCHERS. 
Portable Diesel-driven STONEBREAKERS. 


THOs. W. WARD, LTD., 


ALBION WORKS - - - - SHEFFIELD 
‘Phone: 26311—Ext. 422. 


DIESEL WELDING PLANTS 


JOHN DAVIES (LIVERPOOL) LTD. 
70 Regent Road, Liverpool 5. 
Telephone: NORTH 2405/2406, 
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PLANT AND RACINE \ WANTED—FOR R SALE— ¥OR | HIRE 


H COX AND SONS (PLANT HIRE), LTD. 

° OFFER FOR IMMEDIATE SALE OR HIRE: 

10RB_ EXCAVATOR, Series . 10254, Skimmer and 
Backacter Equipments, £750. 

10RB_ EXCAVATOR, Series . 10255, Skimmer and 
Backacter Equipments, £750. 

10RB_EXCAVATOR, Series - 13452, Skimmer and 
Backacter Equipments, £850. 

10RB EXCAVATOR, Series No. 13702, Skimmer and 
Backacter Equipments, £850. 

SKIMMER and BACKACTER EQUIPMENT for 19RB. 

SPARES for IT4, D4 and D6 Tractors. 

Heavy Duty BUCKET and BULLDOZER BLADE for 
1T4 Traxcavator. 

Priestman 17/12 Double Rope GRAB, Austin 1955 
Chassis, Petrol, with 4-ton Low-loading Trailer 
and Winches. 

33 Southampton Way, $.£.S. 

Telephone: 
OR SALE. 
D8 Caterpillar TRACTOR, 15A Series, Bulldozer 
and 25 C.C.U., perfect, £5,495. 

95S Caterpiltar TRAXCAVATOR, 12A Series, Side- 
tip Bucket, ready for use, £4,000. 

955 Caterpillar TRAXCAVATOR, 12A Series, Straight- 
tip Bucket, ready for use, £4,000. 

DS Caterpillar TRACTOR 1H, ex U.S.A.A.F., 500 
hours only since new or reconditioned, £1,700. 

D7 Caterpillar TRACTOR, runner for spares, £350. 

D8 Caterpillar TRACTOR, runner for spares, £600. 

bs we TRACTOR, non-runner for spares, 


JAW BONE WORKS, Wood Lane, 
Leeds. Telephone: Rothwell 


R”°. ROLLERS. —Aveling-Barford GC  6/8-ton, 
1954, Sprayers, Cab. Ditto, DX8 and 6-ton, 
Ruston 3CSB Diesels. Buffalo-Springfield Tandem, 
6/8-ton, with Perkins P4 Engine, Cab and Sprayers. 
Green Footpath 30cwt., 1954. 


A. M. COLE, Eastgate, Sleaford, 


OR SALE, DINKUM DIGGERS, in good working 

order, from £550. Further details from 

GROCOCK AND DAY (PLANT HIRE), LTD., Mayfield 
Road, Leicester. Tel.: Leicester 58148. 


‘OR SALE, D4, Standard Gauge 7j, L.P.C. Angle- 

dozer, Hyster Logging Winch, running gear 

requires attention. —- THOMAS GRAVESON, LTD., 
Warton, Carnforth, _tancs. Tel.: Carnforth 381. 


OR SALE, 37RB, with Caterpillar D13000 Diesel 
Engine, fitted with 6Oft. Dragline Jib and equip- 
ment. Available for immediate delivery. In excellent 
condition. £3,750.—EVANS OF LEEDS, Waterloo 
Lane, Bramley, Leeds, 13. Tel.: Pudsey 4005. 


THE CHEAPEST EXCAVATORS 


country are available from AXWORTHY. 


B. 5000 Series, Dragline (Midlands), £600. 
B, 13000 Series, Skimmer/Backacter (London), 


B, 22000 Series, Dragline (Midlands), £2,750. 
8, 9000 Series, F/S or Dragline (North), £1,500. 
B, 11500 Series, Dragline or F/S (North), £1,925. 
B, 13000 Series, F/S or Dragline (North), £2,250. 
B, 14000 Series, Skimmer/Backacter (London), 
£2,250. 

B, 17000 Series, F/S or 
(London), £3,000. 

B, 18000 Series, Dragline 
Dragline 
F/S (North 


Camberwell, 


London, 
Rodney 2215. 


Rothwell 
3258. 


Haigh, 


__ Lincs. Tel. 463. 





~~ = 


sasncediia 
© W0wwo oo? 


Skimmer /Backacter 


(Midlands), £3,150. 
(North), £3,250. 
and Midlands), 


Dragline (North), £3,450. 
1300 Series, Dragline or Crane (North), 


N.C.K. 304, 1700 Series, 
(North), £3,000. 
All machines in good condition. 
Ring Windsor 60668, 
AXWORTHY AND COMPANY, LTD., 
4 Ouseley Road, Old Windsor, Berks. 


14000 Series, 

. 16000 Series, 
£3,550. 

22RB, 16000 _ Series, 

N.C.K. 304, 

£3,000. 


Dragline or Backacter 





CONTRACTORS’ 
PLANT 

AND LOW 
LOADING 
VEHICLES 

OF ALL TYPES 
AND SIZES 





A.E.FARR (Plant H 





WESTBURY + WILTS + Tel: 356 (Stings) 


IMMEDIATE DELIVERY 
Ex Stock 


Sherman Trencher/Bray Shovel 
Liner Roughrider Dumpers 
Stothert & Pitt Vibrating Rollers 
Clarke Hydrovane Mobile Compressor 


Arden 3/2 Mixers 
Fisher Pipe Detectors 


GREENHAM EQUIPMENTS LTD. 
Clayton Road, Ruislip Road 
Greenford, Middlesex 
Ring Viking 3651 








OR IMMEDIATE HIRE. 
omes Diesel PILE HAMMERS, DS, D12 and 
2. 


McKiernan-Terry PILING HAMMERS, 5S, 6, 7 and 
9B 


3. 
20-ton PORTASILOS. 
Ruston Diesel LOCOMOTIVE, 2ft. gauge, 25/30-h.p. 
Neal NM 2-ton MOBILE CRANES, 35ft. Jibs. 
Zenith PILE EXTRACTORS, Nos. 20 and 80. 
Johnson 1 cu. yd. and 11'2 cu. yd& Diesel DUMPERS. 
10/7 Winget CONCRETE MIXERS, Diesel. 
2in. and 4in. Centrifugal PUMPS. 
TRENCH SHEETS, 10ft. and 12ft. 


StEES SHeET PILES, Sections 1B and No. 2, various 
engths. 
34yd. Weatherill LOADING SHOVELS. 


Spencer-Hopwood BOILERS, all! sizes. 
KL44 MOBILE CRANES, Jibs up to SOft., pneumatics 
or tracks. 
DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. Victoria 0252. 


ELMAG Diesel PILE HAMMERS for HIRE .. . 
Our fleet of these fine machines is the biggest in 
Britain. Models DS, D112 and D22 available with 
rope suspended leaders, and leg guides, suitable for 
driving any section of pile 





DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. ViCtoria 0252. 
OR SALE OR HIRE. 
Bristol OVERLOADERS and BULLDOZERS, new 


and _ reconditioned. 
Barford DUMPERS and MIXERS. 
Portable Diese} AIR COMPRESSORS. 
Cc. AND A. PLANT SERVICES, LTD., 202-212 Heald 
Grove, Rusholme, Manchester, 14. Tel.: RUS. 7291. 


OR SALE, INTERNATIONAL TD18, 6000 Series, 

base machine only, in very good working order 

and has never had A/D Equipment fitted; now surplus 

to requirements. Price to clear £650.—Apply to 

ae BROS., LTD., 46A Trafalgar Street, Brighton. 
el 1183. 


DVERTISER wishes to PURCHASE Modern 10RB, 
19RB and 22RB Ruston-Bucyrus EXCAVATORS, 
not less than 18000 Series, any equipment con- 
sidered; condition immaterial. — Please write full 
paeeed and price to Box QQS500, ‘“ The Contract 
Journal."" 


ANTED, Two 30/40cwt. Diesel WINCHES. State 
full specification and price.—Write Box P.2767, 
“The Contract Journal."* 


‘OR SALE.—One J.C.B. HYDRA-DIGGA, Counter- 
weight Model, new February, 1959, £1,200 
0.n.0.—Write Box P.2768, “ The Contract Journal.” 








FOR HIRE OR SALE 


TOWER CRANES—Four available 

Record TOWER CRANE, Model 607, 3 tons at 28ft. 
radius, 1 ton at 82ft. radius. Maximum height 
of mast, 120ft. 

S.G.M.E. TOWER CRANE, Model 63583, 2'2 tons at 
24ft. Gin. radius, 1'4 tons at 66ft. radius. 

jules Weitz TOWER CRANE, Model G26, 3 tons at 
28ft. radius, 1 ton at 85ft. 6in. radius. 

Liebherr TOWER CRANE, Model 8, 1's tons at 
14ft. Gin. radius, 13cwt. at 38ft. radius. 


CHAMBERLAIN PLANT, LTD., 
Crown Works, Southbury Road, Enfield, 
Telephone: HOWard 4994. 


Middlesex. 


Less labour, low costs, 


with the ‘DUMBO’—the most economical 
hopper for the small builder. All-steel silo 
that one man can off-load and erect in a 
matter of minutes. 10-20-30 tons (cement) 
capacities. 


SELF-ERECTING HOPPER 


Photograph by permission Messrs. Wates Ltd. 


A... Ts.C. 


BEST FOR BULK 


For detailed information contact: 
Amalgamated Limestone Corporation Ltd., 
Bulk Handling, 15 Stanhope Gate, London, W.1. 

Tel: Grosvenor 3611 (10 lines) 
Abelson & Go. (Engineers) Ltd., 
Sheldon, Birmingham, 26. Tel: Sheldon 2424 (10 lines) 
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LANT FOR SALE. HEAP DIGGERS. ODERN PLANT FOR HIRE, with experiences 


Four 10RB EXCAVATORS. Choice of Equip- 
ments. From £1,150 each. . 

Three Greens 8-ton ROAD ROLLERS, driven by Ford 
4D_ Diesel Engine. From £1,150 each. 

Three Greens 7'2-ton ROAD ROLLERS, driven by 
Ford 4D Diesel Engine. From £1,100 each. 
One Wallis-Steevens 8/10-ton ROAD ROLLER, driven 

by Nationa! Twin-cylinder Diesel Engine, £1,350. 
Two Caterpillar D4 TRACTORS, 2T Models, Hydraulic 
Angledozing Equipment, £725 each. E 
One TDS TRACTOR, International, Hydraulic Angle- 
dozing Equipment, £725. 


Eight Millars-Bamford 8 cu. ft. capacity Portable 


Diesel ASPHALT MIXERS, unused. Price on 
application. 

One 3 cu. yd. Muir-Hill DUMPER, fully reconditioned, 
£500. 

One 1 cu. yd. Road Machines DUMPER. Price on 
application. 

Two 34 cu. yd. Road Machines DUMPERS. Price on 
application. 


One Perkins P4 DIESEL ENGINE, £100. i 
One L.T. Double Drum WINCH, ex D7 Tractor, £125. 
One SKIMMER BUCKET for 19RB, fully reconditioned, 
£70. 
One Record TOWER CRANE, 40ft. high, 4cwt. at 
34ft. radius, almost new, £1,000. 
HEAVER'S PLANT HIRE (CHICHESTER), LTD., 
Shopwyke Road, _Chichester 2 2929. 


SOUTHERN " BUILDE 


BUILDERS AND CONTRACTORS 
(LONDON), LTD. 

FOR HIRE: 
19RBs, 07s, D4s, and Dozers/Scrapers, Drotts 4-in-1 


and all Contractors’ Plant at very competitive 


rates. 
FOR SALE: 
jules Weitz G26 Electric Travelling 3-ton TOWER 
CRANE. Complete, as new. Well under list price. 
3-ton Electric TOWER CRANE. As new. 
David Brown tyd. OVERLOADER, on crawlers. Little 


used. 
David Brown Model TOSO Hydraulic DOZER. Condition 
excellent. 
Write or ‘phone: 


Cranleigh, The Drive, Rickmansworth 28768 or 5235. 


REQUIRED. 


RGENTLY 
19RB EXCAVATOR. 
22RB EXCAVATOR. 
33RB, 37RB or 38RB EXCAVATOR. 
Prices and inspection addresses to: 
RODNEY CONSTRUCTION  CO., 
11. The Chestnuts, Chesnut Drive, Egham, 


LOGGETTS PLANT HIRE.—Large quantity ot 
ROADFORMS, most sizes, now available for HIRE. 
Contact us for HIRE of all types of CONTRACTORS’ 
PLANT. — 2 Burtons Road, Hampton Hill, Middx. 
Tel.: Teddington Lock 1138/9. 


OR SALE, 11-ton Aveling-Barford Diesel driven 

ROAD ROLLER, engine overhauled.—WILLIAM 

G. SEARCH, LTD., Whitehall Road, Leeds, 12. 
Tel. 639081 (10 lines). 


OR HIRE, SBarber-Greene junior, new 1957 
and Barber-Greene Major, new 1959. — FRED. 
WATKINS (ENGINEERING). LTD.. Coleford, Glos. 


RGENTLY REQUIRED, SHEET STEEL PILING, 
In _any length and section considered.—Write 
Box C.C.386, “‘The Contract journal.” 


Surrey. 





FOR SALE 


international TDS TRACTOR SHOVEL, with Drott 
9K3 Equipment, 4-in-1 attachment. Capacity 1'2 
cu. yd. New January, 1959. Recently reconditioned. 
Perfect order. 


J. P. McCARTHY AND CO., LTD., 
Contractors, 


Pavilion Works, Bunns Lane, Mill Hill, N.W.7. 
"Phone: Mill Hill 6251. 








ee AVILA SAA SCS THO CMC 


hire it from... 


ABE LSON , 
na weep 


2/10 Smith, Fowler Diesel, Trencher Equipment, 
with 1Sin. and 18in, Buckets; also 28ft. Tubular 
2-piece Dragline and Bucket. Sound machine. 
Exeter. £575. 
1946 2/10 Smith, Fowler Diesel, Steel Cab, Face 
Shovel Equipment, £400. 
WILLIAM R. SELWOOD, LTD., 
Chandler's Ford, Hants. (‘Phone 2981), and Exeter, 
Devon (‘Phone 72375). 


HE UNUSUAL PLANT SERVICE. 

We claim to have the most comprehensive PLANT 
HIRE SERVICE In this country, and you can obtain 
from us almost everything the bulider requires, from a 
drain plug to an excavator. Our lorries deliver in 
the London area every day. Note the telephone No.: 
Brentwood 2116. — SYMES (PLANT), LTD., Ongar 
Road, Brentwood, Essex. 


ROOMWADE SVD2 167 cu. ft. Portable COM- 
PRESSORS for SALE; fitted with Lister 4JjP 
Diesel Engines, mounted on four pneumatic-tyred 
wheels, in good working order, £350 as and where 
lying. Also number of Broomwade SVD1 110 cu. ft., 
with Lister 3JP Diesel Engines. Also Benford 1Scwt. 
Diesel DUMPERS and S. and P. 28in. Vibratory 
ROLLERS.—HIRE PLANT, LTD., Sloper Road, Cardiff. 
Tel. 33491-2. 


ELMAG Diesel PILE HAMMERS for HIRE . . . 
Our fleet of these fine machines is the biggest in 
Britain. Models DS, D12 and D22 available with 
rope suspended leaders, and leg guides, suitable for 
driving any section of pile. 
DUDLEY VALE, LTD., 


3 Buckingham Place, London, S.W.1. ViCtoria 0252. 


- YOU WANT to PURCHASE “or HIRE any 
CONTRACTORS PLANT, please get in_ touch 
with METAL UNION (PLANT), LTO., 75 Victoria 
Street, London, S.W.1. Telephone: ViCtoria 4868/9, 
7429, 2177/8. 


“OR SALE, Four 1955 Broomwade SVD128 AIR 
COMPRESSORS, Lister 3-cy!l. Diesel Engines, 
four pneumatics, at £550 each.—jJOSEPH THOMPSON 
AND CO. (LIVERPOOL), LTD., Dutton Street, 
Liverpool, 3. _CENtrat 0820 and 3023. 


‘URPLUS PLANT (all types) and MATERIALS 
regularly PURCHASED in small cr large parcels. 
Rapid inspections, prompt payment.—C. H. CHURCH 
AND CO. (EDMONTON), LTD. 68-70 Penge Road, 
South Norwood, S.E.25. Tel.: SYDenham 3131-3. 


) ANSOMES AND RAPIER 410 EXCAVATOR, fitted 
with Perkins P4 Diesel Engine, Skimmer and 
Backacter Equipment, in good working order, £550. 
tos VASS, LTD., Ampthill, Bedford. Tel.: Ampthill 


OR HIRE IN THE MIDLANDS: 10-ton Lorry- 

mounted CRANES, Jibs to 7S5ft.—L. NELSON 

AND CO., LTD., Lugtrout Lane, Solihull, Warwickshire. 
Telephone: Sheldon 4005 


ANTED to PURCHASE, 2-Tool COMPRESSOR of 

recent date; also Drott SHOVEL with or without 
—s , Sruioment.— write Box P.2315, ‘The Contract 
ournal.” 


ANTED, One 2/2'2 cu. yd. Dragline All-Electric 

EXCAVATOR, either Ransomes or Rustons. 

Price must be reasonable. — Write Box P.2773, 
‘The Contract Journal.” 


ROAD ROLLERS 


FOR HIRE OR SALE 


10 CWTS. to 10 TONS 


with or without drivers 


HALTRAC LIMITED 
Bourne Works, Weimar St., $.W.15. 


: SHEldon 2424 



















TIGER VXT..27 YO 


THE ONLY EXCAVATOR FITTED BOTH WITH THE 
UNIQUE “CROSS ROLL” BEARING AND TORQUE 
CONVERTORS, AVAILABLE WITH CROWD 

SHOVEL, DRAGLINE, TRENCHER OR SKIM 


MOORES 


62 cwt. to 30 cw 


NORTHAMPTON 
PHONE - 4653 & 4654 





operators and backed by an efficient service 
organisation: — 

EXCAVATORS, 's, 3s and 's cu. yd. 

1.C.B. HYDRA-DIGGAS. 

DUMPERS, '2 to 4 cu. yd., Diesel. 

ROAD ROLLERS, 1 to 12 tons. 

COMPRESSORS—Mobile and Portable, with every 
type of equipment. 

Chaseside SHOVELS, '2 to 1 cu. yd. 

ANGLEDOZERS—iInternational and Fowler 

CONCRETE MIXERS, 5/3'2 to 14/10 cu. ft 

PUMPS, 1'2in. to 6in., Diesel. 

Earth Rammers, Hoists, Cranes, Mortar Pans, Kango 
Hammers, Roadforms, Trafic Lights, Scafotding 
ana most types of Contractors’ Plant 

HUBERT C. LEACH, LTD. 
131 High Street, Cheshunt, Herts 
Tel.: Waitham Cross 25161 (5 lines). 


@URPLUS CONVEYOR BELTS. New, unused and 
second-hand. Most widths up to 36in. In stock 
for immediate delivery. Second-hand Belts 
supplied on sale or return basis. 

G. E. SIMM (MACHINERY), LTD., 
SheMeld: 27 Broomgrove Road (Tel. 64436). 
Glasgow Area: Luggle Bank Road, Kirkintilloch (Tel. 
2468). London: 33 St. George's Drive (Tate 8772). 
South Wales: 1.F.5 Kingsway Trading Estate, Bridgend 

Cae ae _ (Tel. 1567). 
oR SAL E. 
ore one EXCAVATOR, No. 10497, fitted F/S, 
1 
One aoe No. 6962, fitted Dragline, 


The above are surplus to requirements and in good 


condition. 
THE ARTHUR SHORT ESTATES CO., LTD., 
Valley Road, Basford, Nottingham. Nottm. 72101. 


OR SALE. 
Crawler-mounted KL44 CRANE, with 24ft. Jib. 
New 1953. Excellent order. 

2-ton Neals NM MOBILE CRANE, with 35ft. Lattice 
Jib, Ruston Diesel, pneumatic tyres. Overhauled 
and in superb condition. 

DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. ViCtoria 0252. 


R.C. MOTOR CO., LTD., having secured a large 
overseas contract, are in need of all types of 
HEAVY EARTH EQUIPMENT. Best possible prices 
paid.—Please send fullest details of your surplus 
machinery, giving location and prices, etc., to 
Redhill Works, Arnold, Notts. 


[> EADY-MIXED CONCRETE AGITATORS, 3 cu. ~ yd. 

Agitators available for immediate HIRE.—Contact 
CONCRETE ENGINEERING SERVICES, 33a Great 
George Street, Leeds, 1 (Tel.: Leeds 24885); or 
Industrial Estate, York Road, Wetherby, Yorks. 
(Tel.: Wetherby 2285). 


UMPERS for SALE.—Five Johnson 1-ton Dumpers, 

fitted with bottom opening tripskip, 1960 
machines, in excellent condition. Price £300 each. 
GOULD PLANT HIRE, LTD., Empire House, Mount 
stuart Square, Cardiff. Tel.: Cardiff 20732. 


OR SALE, a good modern Lima 2400, 

with both equipments, and in very goood order. 
PLANT SALES, LTD., 25 Castiereagh Street, London, 
W.1. Telephone: Paddington 2663/5 


NEAL’S (PLANT Hire) L’” 


SERVE THE SOUTH 
Immediately available for hire on the 
South Coast :— 
Excavators, Tracto-Shovelis, 
Mobile Compressors, 
Fer Mobile Cranes, 
10 BD 3 c.y. Diesel Dumpers, 
Petrol and Diesel Rollers, 
Concrete Mixers, etc., etc. 
All enquiries promptly dealt with 
Phone - - Chichester 3777-8-9 








NEW I9RB and IORB 


EXCAVATORS 


For immediate 


HIRE OR CONTRACT 


Also COMPRESSORS, DUMPERS 
TRACTORS, and CONCRETE MIXERS 


Keenest Trade Rates. 


GREENWOODS 
Brooklands Avenue 
Burnley 


Head Office: Burnley 7325 (3 lines). Depots at Radcliffe, 
Manchester and Bury 


Any district 





VIBRATING &= 


ROLLER ya 


0401 
(10 lines) 





September 29 1960 


THE CONTRACT JOURNAL 


SUPPLEMENT 1519 


PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 


= following are surplus to our requirements and 
must be sold:— 

Allis-Chaimers HD10, with Angledozer. Excellent, £950. 

Caterpillar D7, ex Ministry. Bargain, £1,100. 

Allis-Chalmers HD7, with Baker Angledozer, complete 
but in pieces. Cheap to clear, £350. 

Car Wood Hydraulic SCRAPER, 8 cu. yd., complete 
with four very good 1400 x 20 tyres, £150. 

Le Tourneau 8 cu. yd. SCRAPER. Fair condition, £125. 

6 cu. yd. Cable-operated SCRAPER. Very good order, 


£125. 
Allis-Chalmers HD10. Good order, straight from 
work, £250. 
S. C. STACEY AND_ SONS, 
Lawn Lane, Springfield, Chelmsford. 
TEEL SHEET PILES FOR SALE. 
20 tons Appleby-Frodingham No. 2, lengths 
15/16ft. 
45 tons Appleby-Frodingham 18, lengths 18/24ft. 


(brand new). 
108 Trench Sheets, 10/12ft. x 13in. 
DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. ViCtoria 0252. 


ORKING in the Lancs. and Cheshire area? 

Woolfenden’s are your MOBILE CRANE people. 

Light or heavy Lorain, Michigan, Quick-Way, Neals 

Lifts up to 30 tons. Boom lengths to 150ft. 
WOOLFENDEN'S, 

Anfield, Liverpool, 4. Tel: Stoneycroft 3755/9087. 


TEEL SHEET PILES and TRENCH SHEETS urgently 
WANTED. All sections bought; large and small 
quantities. Immediate payment. 


DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. ViCtoria 0252. 


FOR LIMAS 


PLANT SALES LTD., 
25 CASTLEREAGH STREET, LONDON, W1 
Telephone: PADdington 2663-4 












FLYGT 


PUMPS FOR HIRE 


All sizes of Flygt Electric Pumps 
available for hire (ex-stock) 
Range includes 1}in., 3in., 6in., and 
8in. deliveries 
INDUSTRIAL PUMPS LTD. 


20 BENTINCK ROAD, HYSON GREEN, 
NOTTINGHAM Telephone 75182-3 


MARSH PLANT 
MAIN J.0.B " DISTRIBUTORS 


HAMPSHIRE AND WEST SUSSEX 


New J.C.B. 4 Hydraulic EXCAVATOR...£2,525 
New BROOMWADE WR120 2-tool COM- 
PRESSOR £1,050 
1.C.B. HYDRA-DIGGA, Counterweight, 1957 
machine. Painted; ready for work. 
10012 £975 
1.C.8. HYDRA-DIGGA, Counterweight, 1959 
machine. Ready for work. 10023 £1,600 
Ruston 10RB, 15000 Series. Fitted Skimmer/ 
Backacter. PH160 £1,500 
CHASESIDE “syd. DUMPER, Fordson Diesel. 
Cab. Good condition. PH157 £500 
RECORD TOWER CRANE. 1959 machine. 
40ft. high. 4cwt. at 34ft. radius. Petter Diesel. 
Hardly used. 10013 4s : £950 
BROOMWADE SVD1 2-tool COMPRESSOR. 
Lister Diesel. 1942 machine, working order. 
PH117_ £150 
WINGET and MILLARS 14/10, 10/7, 7/5 
MIXERS. Choice at £200 each 
WINGET and MILLARS 5/3'2 MIXERS. 
£40 upwards 

G.M.C. ___ 2-stroke 


Choice from 
ALLIS-CHALMERS HD7, 

Diesel Engine, Gar Wood Hydraulic Bull/Angle 
Dozer, P.C.U. Ready for work £525 
For HIRE — SALES — SERVICE 
"Phone: EMSWORTH 2032-2634. 


MARSH PLANT 
& MACHINERY CO., LTD. 


SOUTH STREET, EMSWORTH, HAMPSHIRE. 





MOORES 


Drott. 'I cu. yd., New Deutz I 





OR SAL E. 


Karl Peschke TK14 TOWER CRANE, 1955, good 
order, less Jib, £550. 
TD14 K3 International Drott, with 2'syd. Bucket, 


good order throughout, late 1956. Seen working. 
Price £3,500 delivered. 


BTD6 Drott, in good order. Seen working. Price 
£1,450 delivered. 
Barber-Greene 44C DITCHER, fitted new Albion 


Diesel Engine. Price £650. 

Allis-Chalmers HD10, with Baker Dozer and P.C.U. 
In really good order. Price £1,250. 

Jones Super 40 3-ton MOBILE CRANE, on preumatic 


tyres, with 24ft. Jib. Price £700. 
Ross Forklift TRUCK, 6,000Ib. capacity, 9ft. lift. 
Ex Ministry. In very good order throughout. 


Price £800 delivered U.K. 

Two new '2yd. DRAGLINE BUCKETS for NCK. Fully 
rigged. £75 each. 

Le Tesgneee Type YR 12yd. SCRAPER, in nice order, 


Two Sykes 
type, 
each. 


Air-operated WINCHES, 
S-ton capacity. New 


Double 
1953. 


Drum 
Price £250 


F. G. WILSON AND SONS, 
__ Millbrook Works, — Lisburn, Belfast. ‘Phone 2766. 


OR SALE, 1-Tool Copco Diesel COMPRESSOR 

and 1954 2-Tool C.P.T. Diesel COMPRESSORS. 

B.G. PLANT (SALES AGENCY), LTD., Watlington, 
Oxon. Watlington 44. 


Rowe ROLLERS WANTED, by Aveling-Barford and 
Marshall; 7/9-ton and 8/10-ton sizes; post-war 
models.—-A. M. COLE, Eastgate, Sleaford, Lincs. 


USED 
EQUIPMENT 
with a 
GUARANTEE 


CHASESIDE 
USED EQUIPMENT 
DIVISION 


IF YOU REQUIRE A RELIABLE 
USED MACHINE YOU NEED 
LOOK NO FARTHER THAN 
HERTFORD. 


























Come and Inspect our full stock, for in addition 
to the machines listed below we have machines 
at prices to suit all requirements. 


HYDRAULIC MACHINES: 


Stock No. Net ex works 


SK.1045.—1956 LOADMASTER 800TC, Ford 
4D Diesel Engine, Cab, 1 cu. yd. Scoop. aoa 
good machine on_ good tyres. Olass 

warranty. Seen HERTFORD .. £1, 's00 


SK.1180.—1959 LOADMASTER 800TC, Ford 
4D Diesel Engine, Cab, Lighting, 1 cu. yd. 
Toothed Scoop. Excellent machine. Good tyres. 
Class 8 warranty. Seen HERTFORD... £1,650 


SK.1139.—1956 LOADMASTER 500, Ford 4D 
Diesel Engine, Cab, 1 cu. yd. Scoop. Sound 
machine on good tyres (rears 14.00 x 24). 
Class B warranty. Seen HERTFORD ...£1,200 


SK.1181.—1959 LOADMASTER 700, Ford 4D 
Diesel Engine, All-weather Cab, 1 cu. yd. 
Scoop. Good tyres (rears 12.00 x 24). 
Se Oe NG © o cugdisocedssccchsuccvers £1,375 


SK.1133.—1956 WEATHERILL 2HCRA, Ford 
4D Diesel Engine in good condition. Tyres 
good. Class 8B warranty. Seen NOTTING- 
BOONE Pwcdchduncinucsd canduadctteuepercded --.-- £800 


SK.1253.—-1956 LOADMASTER 500, Ford 4D 
Diesel Engine, Cab, 1 cu. yd. Scoop. Excellent 
machine all round. Good tyres (rears 14.00 x 
24). Class 8 were Seen HERT- 
FORD ... ‘ , £1,100 


SK.1254. —1955 MUIR- HILL 2WL Loading 
Shovel, Ford 4D Diese! Engine, Cab, 1 cu. yd. 
Scoop. In good ranning order. Seen wt 


SK.1255. —1959 WEATHERILL 12H, Ford 4D 
Diese! Engine, Cab, 1 cu. yd. Scoop and 1 cu. 
yd. Rock Scoop. In running order. Seen 
HERTFORD. At attractive price of £1,000 


SK.1274.—-1957 BRAY BL30, Ford 4D Diesel 
Engine, Cab, 1 cu. yd. Scoop. in good order. 
Seen HERTFORD £900 


SK.1230.—1954 WEATHERILL 2H, Ford 4D 
Diese! Engine. Ready for work. Seen 
CARDIFF at . £400 


SK.1141.—1958 334 cu. - CHASESIDE D3 
Diese! Dumper, Ford 4D Diesel. Can operate 
on highways. Very good condition. Class 8B 
warranty. Seen HERTFORD £850 












































Send for full particulars to: 


CHASESIDE ENGINEERING CO., LTD., 


Used Equipment Division, 
Station Works, Hertford, Herts. 


Telephone: Hertford 3113-8 





cu. yd. 


Rapier S-, 


DUMPERS, 
COMPRESSORS, 2- and 4-tool, 


CONCRETE MIXERS, 
SWING WEIGHBATCHERS, 
Rapler Centrifugal PUMPS, 2in. 
Wickham Diaphragm PUMPS, 3in. and 4in. 

Stothert and Pitt 6'2cwt. Vibrating ROLLERS. 


1957, 
order 
SERVICES, LTD., 


4-ton Trackers Crane; 
and 8-ton Neals.—8.G. 
LTD., Watlington, 

















TRACTOR 


SHOVEL TIS 


1. JOHNSTON AND COMPANY, LTD 


OFFER FOR HIRE: 


Neals QM 4/6-ton capacity Mobile CRANES, 24/40ft 


Jibs, heavy-duty tyres. 


Jones KL44 Mobile CRANE, 30/40ft. Jib, pneumatics. 
6- and 7'2-ton capacity MOBILE CRANES 
Neals G 1Scwt. capacity PORTABLE CRANE. 
jules Weitz GISHVA TOWER CRANE. 
Drott 1 cu. yd. Tractor SHOVELS. 

Rapier 3s cu. yd. 


all equipments. 
1Scwt. and 22'2cwt. capacity. 


mounted. 


to 4in. 


271 Uxbridge Road, London, W.12. 
Tel.: Shepherds Bush 6941. 


OR SALE, Caterpillar Model 955 Series No. “E” 
12A4037, late 
very good working 
CONTRACTORS 
near Bristol. 


15-ton, 
Hymobile; 
Jones Super 22; 2-ton Neals 
PLANT (SALES AGENCY), 


TRAXCAVATOR, Serial No. 
Forward Dump Bucket, 
throughout. — WESTERN 


Severn Road, Hallen, 


OR SALE, CRANES: 10-ton 
12'2-ton and S5-ton Coles; 


Lorain: 
3-ton 


Oxon. 


J JRGENTLY REQUIRED, 
any quantity and length considered. 
Write Box G.G.393, “The Contract Journal.” 


Watlington 44. 





KINGSTON PLANT 
HANWORTH - MIDDX. 


FoR SCRAPERS ano 


ALL PLANT HIRE 
FELTHAM 4084 


LEVERTON 


YOUR CATERPILLAR DEALER 


offer outstanding 
used Tractors and 
Equipment 


3 CATERPILLAR D9s, 19A Series, Caterpillar 
Dozers and Cable Control Units. Recondi- 
tioned, low meter readings, very good 
condition. From £9,500 each. 

4 CATERPILLAR D8s, 2U 5000, 2U 7000, 

2U 15000 Series, Caterpillar Dozers and 

Cable Control Units. Reconditioned in_ our 

workshops, very good condition. From 

£2,750 each. 

CATERPILLAR D6, 8U Series, nine months 

old, Caterpillar Angledozer. Reconditioned 

track assembly, excellent condition, £5,800. 

2 CATERPILLAR 977s, forward dump models, 
one with Cable Control Unit. Good condi- 
tion. From £5,000 each. 

2 CATERPILLAR 955s, Series E, 


= 


side dump 


models. Excellent condition, low meter 
readings, only one year old. From £4,950 
each. 

2 CATERPILLAR 955s, Series C, forward 
dump and side dump models. Very good 


condition. From £3,600 each. 

1 CATERPILLAR 933, forward dump model. 

Checked in our workshops. Very good 

condition, £3,750. 

JOHN DEERE 440 Crawler, with 7ayd. 

Loader Shovel. Demonstration machine, as 

new, £2,500. 

1 INTERNATIONAL TD18, 
and Cable Control Unit. 
workshops, £800. 

2 CATERPILLAR D4, 
Blades. 


my 


Hydraulic Dozer 
Checked in our 


2T Series, 
From £800 each. 


Hydraulic 





Caterpillar, Cat and Traxcavator 
are Registered Trademarks of Caterpiiiar Tractor Co 


LEVERTON 


LEEDS Gildersome, Leeds. Tel Morley 4221 
SU er a Se rey ea 
WIGAN Wigan Rd., Bryn, Ashton-in-Makerfield 
Tel: Ashton-in-Makerfield 7675 

NEWCASTLE Team Valley Trading Estate, 
Gateshead. Tel: Low Fell 78511 (4 lines) 
ROTHERHAM Meadow Bank Rd., 


Rotherham. 
Tel: Rotherham 78259 


TOTtenham 
0401 
(10 lines) 


Crawler-mounted EXCAVATORS, 
portable and lorry 


5/3'2 to 14/10 cu. ft. capacity. 
14 cu. ft. Double Bucket. 


SHEET STEEL PILING, 





| 
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(CONSTRUCTION), LTb. 


py tseneon 
OFFER FOR _ HIRE: 

NEALS QM 4/6-ton capacity MOBILE CRANES, Jibs 
from 24/60ft., heavy duty pneumatics. 

NEALS 2-ton MOBILE CRANES, mounted = on 
pneumatic tyres or crawler tracks. 

JONES KL44 3/4-ton capacity CRAWLER-MOUNTED 
CRANES, 24ft. Channel to 40ft. Lattice Jibs, with 
10ft. Jury Jibs. 

JONES Super 40 3-ton capacity CRAWLER-MOUNTED 
CRANES, with 30ft. and 40ft. Jibs. 

COLES and LORAIN S5/2S-ton capacity LORRY- 
MOUNTED CRANES. 

LIMA__802 30-ton capacity CRAWLER-MOUNTED 
CRANE, fitted 80/100ft. Jib with Hitch Gantry. 
First-class condition. 

CONCRETE MIXERS, 5/3'2, 7/5, 10/7, 14/10 and 
21/14 cu. ft. capacity, Diesel-powered, high or 
standard discharge, with Integral Weighgear and 
Hand Scrapers. 

DUMPERS, Diesel, '2/4'2 cu. yd. capacity. 

COMPRESSORS, Lorry-mounted and Portable, with full 
equipments. 

ANT QUEEN Diesel MOBILE HOISTS, 7/10cwt. 
capacity, rail as required. 

EXCAVATORS, 10, 19, 24, 33 RBs and N.C.K. 304 
with all equipments. 

40ft. HANGING LEADERS for 19RB or 22RB 
Excavators, complete with all necessary fittings. 

DROTT and ALLIS-CHALMERS HDS5G _ TRACTO- 
SHOVELS. 

CATERPILLAR and BRISTOL TRACTORS, ali sizes. 

).C.B. and DINKUM DIGGERS. 

ROLLERS, 6%4cwt., vibrating, to 10-ton capacity. 

SHUTTERING, SCAFFOLDING, PROPS, ROAD- 
FORMS, etc. 

MONO-RAIL and C.P.0.A.C. CONCRETE PLACER 
EQUIPMENT. 

BAR BENDERS and CROPPERS, Diesel and Electric 


drive. 
FURTHER _ DETAILS: 
Abbey House, Victoria Street, London, S.W.1. 
Telephone: ABBey 5152 (4 line 


‘OR SALE or HIRE, Latest type AIR LOCKS, L.P. 

GOMPRESSORS and MEDICAL LOCK for caisson 

sinking.—A. E. FARR (PLANT HIRE), LTD., West- 
bury, Wilts. Tel. 356. 


OBILE CRANES for SALE, HIRE and SPARES. 

Coles, Ransomes, Morris, etc.—ROBERT DIXON 
LTD., Authorised Coles Repairers, Hunsdon, Herts. 
Tel.: Stanstead Abbots 301/3. 


ANTED, Ingersoll-Rand K105 COMPRESSORS, 
any condition.—€.C.P.H., LTO., 146 Hills Road, 
Cambridge. 


LOGGETTS PLANT HIRE.—For DINKUM DIGGERS, 
modern machines.—2 Burtons Road, Hampton 
Hill, Middx. Tel.: Teddington Lock 1138/9. 


H YD 0 Ki TRACTOR MOUNTED 
AIR COMPRESSOR 

















* 145 cu. ft. FREE AIR @ 100 Ib. PS.I. | 
£450 ex works 


*% 132 cu. ft. FREE AIR @ 100 Ib. P.S.I. 
£395 ex works 


* (F.A.D. to B.S.S. 726 & 1571 


More Air at less cost! 


For details contact the sole U.K. distributor 


ABELSON 


& CO. (Engineers) LTD. 


SHELDON BIRMINGHAM 26 


Phone: SHEldon 2424 (10 lines) 
Also at LONDON & MANCHESTER 








ALES PLANT REGISTER, LToD. 
OFFER FOR IMMEDIATE SALE: 
EXCAVATORS: 
10RB, 19000 Series, any one equipment, very good 
condition, £1,950, 

10ORB, 13400 Series, Skimmer and Backacter, £1,050. 

PRIESTMAN WOLF IIIA, Skimmer and Backacter, 
1951, good working order, £850. 

19RB, 14000 Series, Backacter, in good working 
order, £2,700. 

19RB, 14700 Series, F/S, in good working order, 


£2,850. 

19RB, 16000 Series, F/S, in good working order, 
£3,000. 

22RB, 16000 Series, Dragline, in good working order, 
£3,300. 

22RB, 17000 Series, F/S, Dragline or Backacter, in 
good working order, £3,600. 

NCK304, F/S and Dragline Equipment, July, 1955, 
very good condition, £3,800. 

33RB, 14000 Series, F/S and Dragline, overhauled, 
£5,350. 

38RB, 13000 Series, Dragline, £5,000. 

43RB, 18300 Series, Dragline and F/S, new August, 
1954, very good condition, £9,250. 

LIMA 1201, Dragline or F/S, 4000 and 32000 
Series, £5,000 and £8,000, respectively. 

S4RB, 22000 Series, ODragline, 1958, excellent 
condition, £18,750. 

FOR A COMPREHENSIVE LIST OF PLANT FOR SALE 

AND HIRE — SEND FOR VALES FREE PLANT 

REGISTER. 


Further details: 14 Lower Grosvenor Place, London, 
S.W.1. ViCtoria 7531, 3501, 8080, 9886 (15 lines). 


PENCER-HOPWOOD No. 12 Vertical Steam BOILER, 
1,200!b. evap., flanged steel tubes, 12in., 14in. 
and 15in. dia., welded sisin. and ‘gin. plate; Winget 
and Liner CONCRETE KERB MOULDS; Stothert 10/7 
Diesei| CONCRETE MIXER; Benford 7/5 Petrol DITTO; 
Bentord Petrol WHEELBARROW; R.S. JOIST, 16in. 
x 6in., 15in. x Sin., 14in. x Gin., and 12in. x Gin., etc. 
A. H. KIMMINS AND SONS, LTD., Lyndhurst Road, 
Worthing. 


‘OR HIRE.—Available immediately. 1201 LIMA, 
fitted with genuine American 100ft. Crane 
Boom, Back Haul Gear, Bridie, etc., and in first-class 
condition. —- PLANT SALES, LTD., 25 Castlereagh 
Street, London, W.1. Tel.: Paddington 2663/5. 


ANDEM ROLLER, 7/9-ton Aveling-Barford, year 

1955S, excellent condition, £1,775.—GENERAL 

ROADWORK, LTD., 616 Mitcham Road, Croydon, 
Surrey. Telephone: Thornton Heath 6989. 


ANSOMES-RAPIER 4ft. Gin Pan Electric MORTAR 

MILL, on four steel wheels, 400-V 3-phase 
SO-cycles; excellent machine.—NORMAN WALKER 
(MACHINERY), LTD., Anlaby, Hull. 


PUMPING SLUDGE ? 
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LTD. | LEEDS. 12 


Rollers 24-10 ton 


Barber-Greene Asphalt 
Finishers 


Bristol ‘25’ Angledozer 
10 R.B. Excavators 


General Contractors’ Plant 
Haulage by our own Low Loader can 
be arranged at competitive prices. 
Enquiries invited 


WILLIAM F. REES LTD., 


Plant Department, 
MARLPIT LANE, COULSDON, SURREY. 
Tel: Uplands $302. 








'R COMPRESSORS. . 
Reavell Model DSAGE, 108 c.f.m. at 100Ib. p.s.i., 
with 22-h.p. motor, 400/3/50, all on C.!. bed, 
£250. 

Two 10ft. x 4ft. Vertical 3gin. plate Air Receivers, 
£185 each. 

Two Reavell 3-stage High Pressure Petrol driven Sets, 
Suitable aqualung bottles, £100 each. 

Two Broomwade Portable SVD1, Lister 3-cyl. Diesel 
Engine, four solid rubber wheels, £250_ each. 

One Broomwade Portable SVD1, Lister 3-cy! Diesel, 
four pneumatics, £375. 

One Climax Portable, Perkins P4, four solids, £300. 

Two C.P.T. Single-tool Portables, Ruston Diesel, pneu- 
matic 2-wheel trailer type, £285 each. 

One Holman Tractair 2-Tool on Fordson Major, Diesel, 
first-class unit, £650. 

One Bristol! 30 c.f.m., Electric, 400/3/50, 7.5 b.p. 
Stationary Set, on receiver 20in. x S8in., £165. 

WILLIAM R. SELWOOD, LTD., 
Chandler's Ford, Hants. Telephone 2981. 


LOGGETTS PLANT HIRE. — For COMPRESSORS; 
TRACTORS; DINKUM DIGGERS; DOZERS; CALF- 
DOZERS; CRANES; ROAD ROLLERS; FLOOR 
CENTRES; Acrow PROPS; PAINT SPRAYERS; 
MOBILE SITE OFFICES; PUMPS; HOISTS, 8/15Scwt.; 
ROADFORMS, Sin. to 10in., Light and Heavy 


Section. All CONTRACTORS’ PLANT, long or short 
HIRE — 2 Burtons Road, Hampton Hill, Middx. 
Tel.: Teddington Lock 1138/9. 
W teoine PLANT FOR HIRE. 
Also: 
COMPRESSORS. 
MOBILE CRANES. 


LIGHTING PLANTS. 
RYE-ARC, LTD., Plant Hire Division, 
Slivertown Works, North Woolwich Road, London, E.16. 
‘Phone: ALBert Dock 4381 (10 lines). 


NIONS 3yd. Cable-operated 4-wheel SCRAPER, 
Model A, complete with the Winch for Tractor. 
This scraper in splendid condition, £165. Photograph 
on request. — NORMAN WALKER (MACHINERY), 
LTD., Anlaby, Hull. 


RANE HIRE in the South-west: Latest type 

Mobile and Crawler Machines. Max. lift 12 tons. 

jib lengths to 7Oft. or 6Oft., with 10ft. Fly Jib. Hire 

or Contract. —GRANGE PLANT, LTD., Honiton, Devon. 
Telephone: Broadhembury 330-355. 


OR HIRE in Leicestershire and adjacent counties: 

Coles and Hydrocon MOBILE CRANES and J.C.B. 

EXCAVATORS.—CREESE PLANT HIRE, Thurmaston, 
Leicester. Syston 2932/3. 


ANTED, DUMPER, 4!'2 cu. yd. 
Aveling-Barford or similar. : 
Write Box P.2772, ‘‘ The Contract Journal.” 


minimum. 





Five good second-hand Lister Broomwade PORTABLE 


AIR COMPRESSORS, 110 c.f.m., 100Ib. sq. in., each 
mounted on four pneumatic tyres. Offered in working 


order:— 
Three 1955 machines, £550 each 
Two 1947 machines, £250 each 
Available at our Silvertown Depot 


THOs. W. WARD Ltd., 


Brettenham House, London, W.C.2. 
Temple Bar 1515 (12 lines) 


WELDERS 


300 amp. LINCOLN PORTABLE 
DIESEL SETS 


Very Keen Rates — For Long Term Hires 


MOORE’S PLANT LIMITED 


105-129 MARKFIELD ROAD, N.I5 
Phone: TOTtenham 0401/8 


MECHANICAL ENTERPRISES LID., 


DORKING ROAD, Gomshall, Surrey. 


PLANT FOR HIRE 


LAND-ROVERS * DUMPERS, } or I cu. yd. 
CEMENT MIXERS ~ TIPPERS, 5 or 7 ton 
TRACTORS WITH FORE LIFT 
TRUCKS, LONG OR SHORT W/B 
VANS, 5 cwt.—2 ton 


MECHANICAL ENTERPRISES LID., 


DORKING ROAD, Gomshall, Surrey. 
Phone: Shere 204 


London, €.16. 
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There’s something special 


ia ery the HU a8 att SAC 





Only CUMMINS DIESELS are fitted with the PT fuel system—a system so 
simple in conception and design, so economical and reliable in operation, 
that all other fuel injection systems are obsolescent. 

Vehicle and Constructional Equipment logs show that the majority of the 
breakdowns on modern high-speed diesels are due to fuel injection 
trouble. This you cannot afford to ignore. Only CUMMINS* DIESELS 
provide a satisfactory answer. CUMMINS DIESELS, equipped with the 
most reliable fuel injection system in the world, will add POWER and 
PROFIT to your fleet. 


Get the most from your equipment . . . Get CUMMINS in your fleet 


GCOS 
CUMMINS ENGINE COMPANY LTD. 


Sales Office : 34 St. James's Street, London, S.W.1. Tel: Trafalgar 5561. 
Factories : Shotts, Lanarkshire, Scotland. Columbus, Indiana, U.S.A. 
U.K. Distributors : Cummins Diesel Sales & Service Ltd. 


*& Trade mark of Cummins Engine Co. Inc. 
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CRIPPS 


R. CRIPPS & COMPANY LIMITED 


TO CRIPPS 
‘WITH THOSE TOUGH } 


The Scammell ‘Sherpa’ Dump Truck is 
designed especially to give dependable 
service under the severest conditions, 
whilst retaining light enough unladen 
weight to allow maximum legal payload 
on the highway. Spares are readily 


Obtainable from Cripps—the sole U.K. 
concessionaires—and backed by Cripps 
inimitable service, of course. Please write 
for detailed description and specifications. 


















fr \ SCAMMELL 


SOLE CONCESSIONAIRES IN THE UNITED KINGDOM DUMP TRUCKS 
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The mighty British-built International 
B-20-K3 Drott Skid Shovel of 3 cubic 
yards capacity, with standard or “4 in 1” 
attachment, can tackle the biggest dig- 
ging, grading, spreading, lifting and 
carrying jobs. The Tractor, powered by a 
Rolls Royce 6 cylinder engine of 124 H.P., 


has exceptional manoeuvrability 





with six speeds both forward and reverse. 


TACKLE THE BIGGEST: 
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INTERNATIONAL 
HARVESTER 


For Construction Equipment—the finest on tyres and tracks! fy Ir 


R. CRIPPS & COMPANY LIMITED for I.H. SALES AND SERVICE 
NOTTINGHAM Telephone 71161. MANCHESTER Telephone Trafford Park 1658. SHILDON Telephone 261 
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ACE ‘LO 


CONCRETE ELEVATOR 


Materials elevated and concrete 
batches automatically placed and 
discharged to heights of 
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From the ‘‘Skymaster’’ and ‘‘Loadmaster’’ to 
the ‘‘Comet’’ and ‘‘Midget’’—a range of hoists 
which, size for size, price for price, is 

far superior to any other in the field of 
Building Construction Equipment. 

THERE IS NO DOUBT THAT THE MOST 
ECONOMICAL AND EFFICIENT 
PASSENGER AND GOODS HOISTS FOR 
LARGE AND SMALL CONTRACTORS 
ALIKE ARE MANUFACTURED BY 
A.C.E. MACHINERY LIMITED. 











ACE ‘COMET’ 
MOBILE 
HOIST 


Designed for hous- 
ing schemes where 
speed of erection 
is essential. 

A self-contained 
unit which can be 
erected in under 
24 minutes by 
only one man. 


ACE ‘SKYMASTER’ MARK II 
MAN-CARRYING HOIST 


For multi-storey contracts. Speedy 
and safe conveyance from floor to floor 
of supervisory staff and workmen. 

















ACE ‘MIDGET’ 
PORTABLE 
HOIST 


A portable and 
economical hoist. 
Easy handling 

of bricks, mortar, 
beams, tiles, 
asphalt etc. 












ADMASTER’ 





A.C.E. MACHINERY LIMITED ARE DESIGNERS AND MANU.- 
FACTURERS OF MECHANICAL HANDLING EQUIPMENT 
FOR SPECIALISED APPLICATIONS IN THE BUILDING AND 
CIVIL ENGINEERING INDUSTRY. 


to 500 ft. 
7 Write for full specifications of ACE Hoists to: 


A.C.E. MACHINERY LIMITED 





PORDEN ROAD BRIXTON LONDON Sa Aa 


AUSCON: TELEX: LONDON 


Telephone: BRIXTON 3293 (9 lines) 


Telegrams 


and at:— Harlequin Avenue, Brentford, Middlesex. 


ACt »4 





CHASESIDE 


A GREAT NAME 


OVERSEAS 


Throughout the world in.over one hundred countries 
Chaseside machines are at work cutting handling and con- 
struction costs and helping to raise standards of. living. 
Today, a very large proportion of the output of Chaseside 
machines from our works at Hertford and Blackburn goes 
overseas where the demands of the users are, if anything, 
even more exacting than those of users in this country. 
Chaseside machines combine the virtues of strength, speed, 
economy, durability and ease of operation and maintenance 
—virtues which are valued the world over. 

For any loading shovel user—whatever the job, wherever the 
job, a Loadmaster is quite unbeatable. 

Backed by 17 Service Centres throughout the United Kingdom. 
For details of the complete range of Chaseside shovels 
write to: 


CHASESIDE ENGINEERING COMPANY LIMITED 
(A subsidiary of British Northrop Limited) 

STATION WORKS, HERTFORD, HERTS. 
TELEPHONE: HERTFORD 3113 TELEGRAMS: CHASESIDE HERTFORD 


LOADMASTERS 

Re eae MER.) 

4 WHEEL DRIVE Mey te LOADMASTER 800TC LOADMASTER 700 LOADMASTER 550 pelea tty 
SS ‘HI-LOAD’ 








vi b ee THE CONTRACT JOURNAL September 29 1960 






Here's the “Inside Story’ of 
with a MICHIGAN’... 


1 = 3 &. 














MICHIGAN (GREAT BRITAIN) LIMITED 
Stiles & Service: Yorktown Works, P.O. Box 3, Camberley, Surrey. Telephone: Camberley 3421/40 
London Office: 3-5, Charles II Street, S.W.1. Telephone: Trafalgar 1092 


Distributors in Scotland and the Four Northern Counties: 
SCOTTISH LAND DEVELOPMENT CORPORATION LTD. 
Scottish Depot: 72, Dykehead Street, Queenslie, Glasgow, E.3. Telephone: Shettleston 3546 


Northern Counties Depot: Portobello Road, Birtley, Newcastle. Tele phone: Birtley 432 
| J I ’ 
es 
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WHY “You Move More 


; POWER-SHIFT TRANSMISSION. 
e N) F STEERING DRIVE AXLE 55 “3 This exclusive Michigan power shift 
NS AG Built to withstand heavy shock co Rg Ze transmission will give you faster cycles and 
loadings—positive power steering is ed 4am Sreater production. Forward-Reverse and 
through twin hydraulic cylinders, — high-low levers on the steering column give 
Driving power is delivered by the sem fingertip control of hydraulic valves built 


vii b 


axle shaft to the sun gear in the planetary hub : into the transmission, and make any shift 
assembly through a constant velocity universal joint. 


TORQUE CONVERTER 

The Michigan Torque Converter t 2 NON-STEER DRIVE AXLE. 
eliminates the weakest link in a con- : 
ventional power train—the engine 


clutch. Digging into tough material, tough materials; primary gear 
the torque converter supplies a steady 


anlage: gr deci meicr wong , reduction is by means of spiral 
ns creasing power; engine b oe ; me 
. > ¥% evel pinion and ring gears in 
torque is multiplied 300 per cent. with J bs ™ . P rs ti 6 a final 
no punishing ‘shock’ action on drive : , the centre section an =e 
shafts or gears. reduction of 3:1 in the hub—a sun gear and planet gears 
driving an internal gear in the wheel. 


The MICHIGAN Power Train 


A complete Power Train Package... 
Built to Take /t! 


Designed to absorb the heavy 
stresses of digging and loading 





Phe unique transmission system ensures that torque build up in the converter auto- 


matically matches the draw-bar requirements. Built to take it, the Michigan Power 


i 


Train delivers maximum usable horsepower over the entire work range. Designed 
and produced by Michigan for Michigans—since its first introduction the power 


train has not required a single major design change . . . clear proof the unit was ‘right’ 


from the start. 





The Michigan Range 


British built Michigans range from 62 to 262 horsepower Tractor Shovels and Dozers, with a high 
degree of interchangeability of components, plus built-in serviceability. There is a British built 
Michigan designed to meet your needs. 








275A 175A 125A 85A 75A 
Supertractor Shovel Tractor Shovel 





SSA 175PH 
Tractor Shovel Pipe Handler Tractor Dozer Supertractor Dozer 


=o cme cee eee eee eee eee eee ee ee es ee es ee ee ee 
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DESIGNED FOR RAPID MOVEMENT . 


How fast can site clearance be accomplished? ... how . - 
fast can materials be moved?...these are factors which 

influence a contractor’s choice of loading shovel... make \ 
his ultimate choice —WEATHERILL. 

No other loading shovels can give such a performance, 


A 


carry such large payloads, work with so little } 
down-time, show so great a profit margin. 

The Weatherill L-range of 4-wheel drive hydraulic 
loading shovels, with torque converters, are built to give 
ample power, extra ease of handling, loading 

and carrying; to speed the job in every industrial 





/ drive for greater productivity. 












WEATHERILL 
HYDRAULIC 






Represented in most of the 
principal countries of the world. Write 
for the name and address of your nearest distributor. 


F. E. WEATHERILL LTD 7ewiv ROAD WELWYN GARDEN GITY HERTS ENGLAND 
Tel: Welwyn Garden City 4221 (5 lines) 
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Move more at less cost with 


Fordson Power 


Rear dump units are typical of the specially designed equipments which 
are great money-savers—when they are harnessed to Fordson Power. 
Fordson industrial power units cost less to buy and less to run. They have 
the rugged reliability essential for sustained high output on site work. 
They have the versatility which ensures maximum utilisation. And they 


are backed by the world-famous Ford service and spares organisation. 


For further information on the Fordson 
Power Major tractor ‘and suitable equip- 
ment, see a Fordson Tractor Main Dealer 
or write today to the Industrial Sales 
Department, Tractor Division, Ford Motor 
Company Limited, Dagenham, Essex. 











Fordson Power Major 
and Shawnee Poole Dumper 
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Iilustrated 22’ x 7’ 6” Director Model 
‘Seen on sites throughout the U.K.’ No finer buy than A i nl mT 
Manefectorers: A.B.C.D. (Raynes Park) LTD. ae ut 
34/35 ALPHA ROAD + SURBITION - SURREY 


—umome me Telephone: ELMbridge 6591/3 quan coy eos eee 


} 
CARTRUK LIMITED, Beehive Mill, Portwood, Stockport 

Phone: Stockport 5227/8 | 

| 


“CARTRUK” 
MOBILE TRAILER VANS TO SUIT ALL APPLICATIONS | 
| 
| 
| 
| | | 
. 5 Alborough Prefabricated Concrete 
| | Garages are the perfect housing for | 
oe Sared cars. They're constructed in portable 
MITCHAM | sections for erection on site, thus 
| saving days of building labour. Abso- 
° lutely weathertight, they combine 
OFFICE ; | What do you want in a Garage? compactness with good appearance, | 
} Weather protection, ease of and are built to outlast the cars they 
| access, good appearance, years house and protect. Remember, too, 
of trouble-free service. If you that Alborough give Complete Erec- 
| get all these at low cost—that's tion and Foundation Service within 
true economy! 75 miles of London. 
| 











ADJUSTABLE | 
DAX TRESTLES  — ee 


| 


| Size | Height | Rising to | 
hy #/ EE CONSTRUCTIONAL ENGEERS {TD 
a “6 e 


| STEVENAGE ROAD, EAST HAM, E.6 


Also available in special sizes to sult 
customers’ requirements. 


All Plant Fully Guaranteed to SPECIALIST IN HANDLING 
meet our Specification. 

The finest on the market today — TY 

andethe™ keenest priceszin the field AND LIFTING ALL PES OF 
Full details from the actual Manufacturers: PLANT AND MACHINERY 


AUDAX, CENTRAL AVENUE, WEST MOLESEY, 
SURREY Telephone : Molesey 607! (5 lines) 














% DISTANCE.NO PROBLEM 
* LIFTS UP TO 50 TONS % JIBS TO 170 FEET 
* ‘PHONE BATH 78158 OR 78450 


G. W. SPARROW AND SONS LIMITED x 
LOWER BRISTOL ROAD - BATH + SOMERSET 19 TON N.C.K. PENNINE 










50 TON COLES ‘CONQUEROR’ 


FOR HIRE OR SALE == NEW OR SECOND- HAND 
CONTRACTORS PLANT OF ALL Lele 
Telephone: THORNTON guile! 

BARFORD — WINGET 
nw 30 cwt. to 12 ton ROLLERS - 62 cwt. eet ROLLERS - MOBILE and PORTABLE SALES 

COMPRESSORS - Zand I cu. yd. DUMPERS - HYDRAULIC SHOVELS - DROTT SKID SERVICE 


SHOVELS - BARBER-GREENE FINISHERS ~- 3/2 to 14/10 MIXERS * CENTRIFUGAL SPARES 
and DIAPHRAGM PUMPS * MOBILE AND PORTABLE, BURNING-OFF MACHINES 


“ CASE” 1,000 2 cu. yd. TRACTOR SHOVEL | REPAIRS 


ROWLEY wee Co AC atta we hada Samant ncomsai 2 





— 
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DOORS 


straight off the shelf 


from ample stocks to 


your building site 





MAGNET 





ee JOINERY LIMITED 
% 
© not = CAN DELIVER WINDOWS AND 


DOORS ANYWHERE IN THE COUNTRY 





@GRAYS 
1B lees THE MAGNET WALL CHART 
FROM THESE THREE CENTRES 1.) tah bhai Bere | - Doors—Door Frames—French 
YORKSHIRE Whitley Street, Bingley, YORKS. th BES Frames—Wings and 
Phone: Bingley 4401 (5 lines) S -- 0 =f a Vestibule Frames—Standard 
BIRMINGHAM Love Lane, Aston, BIRMINGHAM Wr \ oA pi, |:s2 -ec\| and Stock Windows—Splays 
Phone: Aston Cross 3291 (3 lines) & a nee and Circular Bays—Bay 


ESSEX London Road, Grays, ESSEX eS = = Window Details. 
Phone: Grays Thurrock 4774/78 


FOR STANDARD DOORS AND WINDOWS CONTACT MAGNET JO/NERY LIMITED 
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AERIAL 


PHOTOGRAPHY 


By the Experts 
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A ‘7 STAR’ LOGICAL CLOAKROOM 


> ee 


AIRVIEWS (MANCHESTER) LIMITED > ke a3 ¢ “eaing tor i ys 


Kingsway, London, WC2 
Manchester Mercury 2502 & 5262 Ext. 22 Tel eteiabitinbeeae heeds 








There Is no better medium than 


JIB LENGTHS TOI20fc. 


B a GEAR 


WELDING 
by 
SUBMERGED 





THE ONTRACT J OURNAL 
for small classified advertisements 


Telephone for linage rates to 


WATERLOO 3411 





ESTABLISHED 1898 


GENUINE PARTS EXCHANGE UNITS @ ON-SITE SERVICE 


ey aii 


OFFICIAL PARTS STOCKISTS 


POWER TEL. NOTTINGHAM 77701. DAY OR NIGHT. 


MAIN DEALERS 


F. MITCHELL (nottm.) Lr. 


20 feet x 8 feet 
IDEAL FOR SITE 
OFFICES, 
PORTABLE STORES 
OR FREIGHT 
TRAILERS 


FITTED AIR BRAKES 
ON TWIN 900 x 20 
TYRES 


£5 


NOTTINGHAM 
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Road Machines offer you a choice 

of three basic units which 

can be easily adapted to give you the right 
Plant for your job. Each of the three 

types is ROADMAC-engineered on the unit 
construction principle—that means they 


are fabricated by Road Machines in 


3 BASIC TYPES 
MULTIPLY INTO BRITAIN’S erected, lowering costs whilst increasing 
BIGGEST RANGE | efficiency toa new all-time high. 


Road Machines are Masters of modern 


units which are easily transported and quickly 


methods on accurate batching. 


That's 
the Roadmac 
‘Efficiency Plan’ 
for R.M.C. Plant 


~~ 








Bm acu TEV a UL eC OM Om aru Lael) 


A 90 cu. yd. hopper with an A low price plant, comprising This plant, designed 
80-ton silo designed to supply a 42 cu. yd. hopper with an to meet the demand for 
PCAC eel integral 30-ton silo, supplying # equipment having overall 
accurately proportioned 
materials to charge either 
truck-mixer or agitator in one 
complete batch. This plant Plate Fle mm Male Tal where heights are restricted 
is designed to be fed at ground is fed by either bucket It can be supplied 

level by a loading shovel. elevator or belt conveyor. either mobile or static. 


materials to charge either low-level dimensions, 


truck-mixers or agitators in one is ideally suitable for use 


ROAD MACHINES BATCHING PLANT—THE HEART OF QUALITY CONCRETE PRODUCTION 


QC ee ee ee eee Ps 
To Road Machines (Drayton) Ltd., West Drayton, ! 
Middlesex. We should like more information on the 







| ! 

| 
Pat | way in which the Roadmac Batching Plant can j 

; DA | raise our job-efficiency, 

ROAD MACHINES (orarroy) LTD, : | 
| i 
i TOE asi, —} 
ROAD MACHINES West Drayton, Middlesex. Telephone: West Drayton 3721 Be AA — { 
Sy Telegrams: ROADMACH, West Drayton. | apoeees cee te eee 
! 

| 
{ | 
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Surveys. 


t 
3 aint apis < DIVING SPECIALISTS 
ELGAR 6757 @ Lines) oe owvers, | 
n G7) FROGMEN 


SUC ml eae 


yD AND PLANT 
\ OES HIRED IF 
Cutting, 


et Vir : 

ZZ, Pos ft Tess PREFERRED 

p* 6) /f Rates from ) 
Explosive work. ( es 2 Xe ae ( 


HU EV Sem || tees 


Welding, 
£7 7s. per day. 


DIESEL | UNDERWATER CONSULTANTS 
D U M p E R S Immediate and efficient teams available anywhere in the world. 
| 
| 








For Diving Contracts, consult: 
15, 20 and 30cwt. machines J 


MARTIN WELDING AND CUTTING CO. LTD. 


Tel: (day) Dartford 24139 DARTFORD, KENT. (night) Farningham 2452 


| Petrol or Diesel 
SAW B E N C H ES | Self-Priming 2” to 6” 
Portable, Petrol, Diesel or Electric 


22”, 24”, 30” and 33” Circular Saws | Diaphragm 3” and 4” co R OTT & & R. i i R £& 


C 0 M Bp R Ee § Ss 0 R S STONE CRUSHERS Long-term contract preferred 
CONCRETE MIXERS| WINCHES - CRANES Muirhill Loading Shovel 
POWER BAR BENDERS|FLOOR SANDERS Site clearance Demolition Contractors 
VIBRATING ROLLERS|OVERLOADERS Clinker, Hardcore supplied 


BLACK & DECKER Electric Tools and Accessories FROM STOCK Excavations etc. 


For further details write to : 
P. E. SELBY LIMITED 


Va [aaa 


SCHOOL RD., NORTH AGTON, LONDON, N.W.10 Telephone: WOOLWICH 6248-9 


FENCING 


MILD STEEL 
CHAIN LINK 
WOVEN WIRE 


To ensure prompt 
delivery be sure to specify Croggon 


CROGGON & CO. LTD ESTABLISHED 1835 




















230 UPPER THAMES STREET * LONDON °* E.C.4 * CENTRAL 4381 
Poyle Steelworks * Colnbrook * Nr. Slough * Colnbrook (CN8) 2504 
8 Cornhill + Liverpool + Royal 3868 7 John Street * Glasgow * Bell 2983 





OFFICE: 
293 BALLARDS LANE + FINCHLEY - 
Phone: HILIside 5068-9 

Plant Manager : Mr, E. G. H. Parnell 












N.12 







CAMBRIDGE OFFICE: WARRINGTON 


Phere WATERBEACH 57! ROYSTON OFFICE: Phone: ROYSTON 3007 Phone: PENKETH 2095 





oo —————SS==a—==[=[=[=======S= | L_, 
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HAUNT day [eg a 


LOCKFIELD AVENUE, BRIMSDOWN, ENFIELD, MIDDX. Pee) eee ee 


YOU SHOULD TRY 
THE I; AIR VIBRATOR 


The diameter of this new Vibrator is only I}”, its weight only 5 Ibs. and its air 
consumption only 20 cu. ft. The frequency of the model A.I5 Vibrator is very high 
and this high frequency is combined with a large amplitude, resulting in a * punch’ 
and effectiveness of vibration which is capable of compacting even the driest 
concrete with a minimum of delay. The Model A.15 Vibrator is also available for hire 


and you can try it, you can compare it and judge for yourself without obligation. 


COMPACTORS ENGINEERING LID. 


LOCKFIELD AVENUE, BRIMSDOWN, ENFIELD, MIDDX. TELEPHONE: HOWARD 4063-5 
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—s 


think of 
TIMBER 
BUILDINGS... 







MEMBERS’ PAVILION, GOODWOOD MOTOR RACING TRACK 
25ft. x I1ft. 6in. plus 5ft. Canopy. 
Photographs by courtesy of Empire (Catering) Co. Ltd., 46-48 James Street, London, W.1 


This fine mono-pitch building is another example from Thorns specialised 
systems of pre-fabrication in timber. The Thorns range also includes con- 


temporary and traditional designs in sizes from 8ft. to 30ft. wide, to meet . 
most requirements. f 
. ... think o 


Full details of this building and all Thorns building systems are shown in 
their new catalogue, which is unique, in that it gives at a glance, sizes 


prices, plans and specifications. It is available, free, to bona fide enquirers. f H O R N § 


J. THORN & SONS LTD. (DEPT. 73) BRAMPTON ROAD, BEXLEYHEATH, KENT 


Telephone: Bexleyheath 0021 (10 lines). Established 1896. 





BD640 


ve! 


as 


Oe) 
pe 


_ 


R 


3 


wl) 


1 EA BRITISH BUILDING & ENGINEERING APPLIANCES LTD Sandy Beds Tel 291/2 London WS Tel Park 3961/2 Wednesbury Staffs Tel 1035/6 








20th CENTURY EQUIPMENT 
COMPANY (LONDON), LTD. 


Phone: Cunningham 0291 
z MERCANTILE MACHINERY 
(PLANT), LTD. 
\ 39 Highfield Road, Dartford 
Phone: Dartford 23993 /23380 


GENERAL ROADWORK, LTD. 
616 Mitcham Road, Croydon 
Phone: Thornton Heath 6989 


W. A. DAWSON, LTD. 
CIVIL ENGINEERS AND 
CONTRACTORS 
Sundon Park Road, Luton 
Phone: Luton 52203 
K. WAGER AND COMPANY, LTD. 
PLANT HIRE 


Rush Green, Hertford 
Phone: Hertford 2899 and Ware 661 


PARDIX PLANT ENGINEERS, LTD. 
ALL CONTRACTORS’ PLANT 


Phone: Waltham Cross 23496 and 
24913 


R. A. WOOFF (PLANT HIRE), 
LIMITED 


Phone: Wokingham 413 or 1245 






















NORMAN HILL, PLANT HIRE 


174 Twickenham Road, Isleworth, 
Middx. 


Phone: Isleworth 8981 


































SHARPES PLANT HIRE 
8 Wangey Road, Chadwell Heath, Essex 
Phone: Seven Kings 0181 





W. BIRD, PLANT HIRE 


New Broad View Farm, Bedfont Road, 
Stanwell, Middx. 


Phone: Feltham 2364 and 3572 


HEAVERS PLANT HIRE 
(CHICHESTER), LTD. 


Phone: Chichester 2929 


G. A. RAWLINSON 
PLANT HIRE AND EARTH MOVING 


Phone: Hatfield 2264; 
(Night) Welwyn Garden 6117 


E. R. S. FOSTER, CONTRACTORS 
58 Crown Hill, Rayleigh, Essex 


Phone: Clavering 349; Rayleigh 376 
and 1211 


JOHN BATTAMS 


46 Zermatt Road, Thornton Heath, 
Surrey 


Thornton Heath 


COOMBESIDE CONSTRUCTION 
COMPANY, LTD. 
38 Sheep Lane, London, E.8 
Phone: Clissold 9179 


Phone: 3346 


B. G. COX 
Alpha Works, Meadow Way, 
Letchworth, Herts. 
Phone: Letchworth 709/976 


ALDERMAN AND SONS, LTD. 


61 High Street, Whitchurch, near 
Aylesbury, Bucks. 


Phone: Whitchurch 288 


T. H. ROBERTS, LIMITED F. B. SENNETT 


EARTH MOVING CONTRACTORS (CONTRACTORS), LTD. 
Outwood, near Redhill, Surrey 19 Second Avenue, Wisbech, 
Cambridge 


Phone: Smallfield 118 and 073 Phone: Wisbech 122 


BARRIE A. HILL AND CO. T. FORD EXCAVATIONS 






PLANT HIRE 
“Parklands,” Forest Green, Dorking, Lodge Farm, —— Dorking, 
Surrey many 
Phone: Forest Green 219 Phone: Dorking 73112 












GENERAL ROADWORK, LTD. 
Eastgate Wharf, Lewes, Sussex 
Phone: Lewes 2291 


EXCAVATIONS (HYDRAULIC), 
LIMITED 


London and Home Counties 
Phone: Orpington (MM) 31908 















J. F. TAYLOR AND SONS 










DOUGLAS-HAMILTON 
(CONTRACTORS), LTD. 114 High Road, North Weald, 
North Farm Road, Tunbridge Wells, near Epping 
Kent 


Phone: Southborough 1538 Phone: North Weald 334 (Day or Night) 


FITZPATRICK PLANT 
HIRE DIVISION 


455 Old Ford Road, E.3. i 
Phone: Advance 2991 x 








JACK BRANCH 
Waterbeach, Cambridge 
Phone: Waterbeach 571 









moagcae launch 


£425 


22:6WT,. 














Us 
DUMPER 
eat 
LAUNGH THE 
TERRIFIC 
tt ee 


es 








D 








my 


THEY GET ABOUT THEY’RE EASY TO LOAD 


ROAD MACHINES 
bow (Drayton) Ltd. 

Ve yn eal as West Drayton, Middlesex 
Cae J Telephone: Wen Dayton sy 


15cwtWhelp- - 7’9” 15 cwt Whetp = « 3/1" 


22jewtCub - + 7’ 9° 22;cwtCub < + 3’ 6° 
30 cwt Lioness - 10’ 0” 30 cwt Lioness - 3’ 6” 


THE SKIP’S DESIGNED RIGHT PROVED IN USE 


To Road Machines (Drayton) Ltd., West Drayton, Middiese 
*Please rush full information on the 1. WHELP 2 CUB & LIONES! 
* TICK OFF REQUIREMENTS 


= 18 cu. ft. struck 
= - 22cu. ft. struck 








iv a —abimmened THE CONTRACT JOURNAL September 29 1960 


RN, Ser 7 SE he, SNe 2 a eee EDs ory mf i] 


and ‘aright way aan th Highmay 


— with 
















ROAD SIGNS, LAMPS, PUMPS, TRAFFIC LIGHTS, ~ 

VIBRATING ROLLERS, TARPAULINS, PROTECTIVE % 

CLOTHING, LADDERS, STEPS, TRESTLES, WHEEL- » 
» BARROWS, FORKS, SHOVELS, BUCKETS, TOOLBOXES, ~ 
» LATRINES, PICKS, RAKES, ROPE,RAMMERS, CHISELS, § 
“ HAMMERS, etc. OFFICE FURNITURE & EQUIPMENT. 


“a nwnmmHee ee ae aa aa ee 


13 NEELD PARADE, WEMBLEY, MIDDLESE 
ROSEDALE CLOSE, HANWELL, W7. 
338 UPPER STREET, ISLINGTON, L 


CA ial 
‘Sable watoviawiine 


chaasaessibet cache henna ic dina naan ictus des cae e 
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“ARUPS 


for 


HEAVY LIFTS 


with their HIRE fleet of LORRY 

MOUNTED CRANES. 5-25 TONS 

capacity with Jibs up to 140 ft. 

Also Tracked and Mobile Cranes 
available. 


For further details 


PHONE EALING 4754 


, Bs — ARUP & ARUP LIMITED, BILTON HOUSE 
Photographs by E. G. Hodgson and taken by courtesy of The London Ferro-Concrete Co, Ltd. 54/58 UXBRIDGE ROAD, EALI NG, LO NDON, Ww.5 
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Darr 
nee tans ann meen 


EA 
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It’s quicker 
and safer with 


acnow 


REPAIR SERVICE 
on all makes of 
THEODOLITES & LEVELS 
PICK-UP AND DELIVERY SERVICE 


TRENCH 


329; HIGH HOLBORN, LONDON, w.c 
Telephone: HOLborn 4118 (3 lines) 


Agents in the 
“SHADBURNS ede LTD., 
31 Brunswick Street, LIVERPOOL. 


Agents for of Switzerland 





In 4 sizes giving widths from I ft. to Sft.7in. : SALE OR HIRE 
ACROW (ENGINEERS) LTD., SOUTH WHARF, LONDON, W.2 : AMB 3456 










Distributors in 
LANCASHIRE, CHESHIRE & NORTH WALES 


FOR 







FRONTLOADER SD | 







LOAD OVER HEIGHT 12’ 9” 
FULL 45° ROLL BACK BUCKET 3-2 cu.yds. 
PERFECT VISIBILITY 








Full Details & Demonstrations from... 


UA vy Y PLANT HIRE SERVICE seo row - waster 
| é ST OL TEL: NEW BRIGHTON 1333/5 
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PUMPS 
DERRICKS 
BULLDOZERS 
SCAFFOLDING 
TRENCH DIGGERS 
LOADING SHOVELS 

LOCOMOTIVES 
ROAD BREAKERS 

EXCAVATORS 

DUMPERS 

MOBILE CRANES 
CONCRETE MIXERS 
ROLLERS ¢ HOISTS 
COMPRESSORS 


LONDON 


Wood Lane, London, W.12. Tel: Shepherds Bush 2070 


STANNINGLEY 


Nr. Leeds. Tel: Pudsey 2241 


KINGSBURY 


Nr. Tamworth. Tel: Hurley 281 


MANCHESTER 


Cobden St., Pendleton, Salford 6. Tel: Pendleton 4411 


NEWCASTLE 


Trafalgar House, C: eignees St., Newcastle-on-Tynel 
Tel: Newcastle 2331 


SHEFFIELD 


Coborn Works, Tinsley, Sheffield 9. Tel: Sheffield 42033 


GLASGOW 


Cogan St., Pollokshaws, Glasgow S3. Tel: Langside6131 


SWANSEA 


Beaufort Works, Morriston, Swansea. 
el: Swansea 71 


SOUTHAMPTON 


Princes Street, Southampton. Tel: Southampton 26116 


BELFAST 


Station Street, Belfast 3. Tel: Belfast 58211 


24 High Street, Bath. Tel: Bath 5353 


SONS AND COMPANY LIMITED 


WOOD LANE, LONDON, W.12 
Tel: SHEpherds Bush 2070. Grams: Omniplant, Telex, London 
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OVER 500 
LOGAL 









Godiva Ribbed Multiple Garages 










AUTHORITIES B= = 
HAVE GHOSEN | || 
ii 











Batley offer the most adaptable and economical technique in 
lock-up garage erection. Can be erected back-to-back; or stepped 
to suit sloping sites. Fitted with ‘Up and Over’ or hinged doors 
as required or available with wooden roller shutter doors as 
optional extra. Free advisory service; 3 years guarantee; 5 
years free fire insurance ; Attractive deferred terms; Extensive 
free delivery area. 


MULTIPLE GARAGES 


— concrete proof 
of lat | 





Write for free illustrated brochure 

ERNEST BATLEY LIMITED 

141 Colledge Road, Holbrooks, Coventry. Tel: 89245. Also 141 New 
Islington, Manchester 4, & 123 Shepperton Road, London, N.! 


Approach us with your earthmoving problems— 
Factory site preparation and 
Major and minor trunk roads 


ENQUIRIES INVITED 
FROM 

LOCAL 
AUTHORITIES 


Sam Booth Ltd. 


Perrymount Chambers 


Haywards Heath, Sussex 
felephone: Haywards Heath 1126 and 1258 
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THE SHERMAN 
TRENGHER 
OUTPACES THEM ALL! 


What a magnificent time-and-money saver! The Sherman Trencher outpaces 
any other on the market, and yet needs only 14 h.p. for peak efficiency 
operation. And it can easily be coupled or uncoupled in minutes, 

freeing your tractor sooner and giving greater interchangeability of units. 


SOLE DISTRIBUTORS FOR THE 
SHERMAN TRENCHER in the following areas: 
LONDON - MIDDLESEX - HERTFORDSHIRE + ESSEX & KENT 


Call personally or telephone VIKING 3651 for full technical information or better 
still see the machine in action. We will arrange a demonstration on your own Site. 


CREENHAM EQUIPMENTS 


LIMITED 


CENHANM 
«vt cr SRoy, 


CLAYTON ROAD - RUISLIP ROAD - GREENFORD - MIDDLESEX Tel: Viking 5651 


A MEMBER OF THE GREENHAM GROUP 


"Om coee ssnv'o® 
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COMPLETE PROTECTION 
by 


“WELFIT’ 


Protective and 











Industrial 
SITE CABINS & OFFICES Clothing 
5 ener see * ee ene ae on 


Plywood cladding being optional. 
We also manufacture other types of Sectional Buildings in 


timber and asbestos — steel and asbestos — and all steel — All Occasions | 


including structures to your own specification. | 








Write for details to :- 


C & R CONSTRUCTIONS LTD. Moleskin Jackets, Melton Donkey Jackets 


and Duffels 
Hydex and PVC Waterproof Long Coats, Jackets, 
Overtrousers, Leggings and Sou’westers 


NORTHOWRAM * HALIFAX * TELEPHONE * HALIFAX 68191/2 


Write for Catalogue etc., to:- 
WELFIT MANUFACTURING CO. LTD. 
CLOTHING DIVISION 
HANSON LANE MILLS, HALIFAX 
Phone: 66326 Telex 51235 












‘The Daddy of them all’ 


TRACK-MARSHALL 


UNBEATABLE VALUE AND ECONOMY!! 





Telephone Yaxley 521-2 
TO SEE IT ON YOUR OWN SITE 


Sales - Hire - Exchanges - Service - Spares 


NEW INDUSTRIAL MACHINES ALWAYS 
IN STOCK 








Telephone or write us NOW! ! 


A. J. SAUNDERS (tractors) LTD 
STILTON 


Near Peterborough 
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FOR HIRE 


HE 
Pi Portable 
also cutuck 

c eel a le) fot ae eel) tants ee 


cs Pee and Electric 
| ETL TUL Mi AEE 


CONTACT US FOR SERVICE 


CONTRACTORS SERVICES LTD 


65 EFFRA ROAD, LONDON S.W.2 oe), ie -1P aeel med 
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SITE HUTS 


rit | AA 


tis CUTTING - CONSTRUCTION 
MAINTENANCE 


Teams of expert diver engineers with specialised 
equipment are on hand to operate anywhere > 
Details of these and the United Kingdom ... or the world. Wri 
Si for full details, or put your problems direct. 
other Rabro Site Diving Equipment, Welding Generators, 
Buildings can be Compressors and other plant for HIRE. 
=a 
obtained from the 


manufacturers— 


at) 


eG cE a 


We work t 
Under Water 


eee 
ee t 


‘ML J 


( { 
























2 


UNDER WATER WELDERS 


& REPAIRERS LTD. 


ROATH BASIN «+ CARDIFF 





a Telephone: 29631-2-3 (After Hours: Gobion (Mon) 200 or Penarth 58131) | 
j. W. RAYLOR & CO. (ENGINEERS) LTD. Scottish Office: 3 Royal Street, Gourock, Renfrewshire 


59 Beavers Lane, Hounslow, Middx. Telephone Hounslow 8091/2 Telephone: Gourock 31635 


ACWORTH PLANT HIRE LTD 


BTD.6 4in1 DROTT SKID TRACTOR SHOVELS 
DINKUM DIGGER MAJORS 
BRISTOL DIESEL DIGLOADERS 


PRIESTMAN CUB V. EXCAVATORS 
MOBILE COMPRESSORS ' 
DIESEL SAW BENCHES 
VIBRATING ROLLERS 63-30 cwt. 





207 HIGH STREET, WALTHAM CROSS, HERTS. 


Telephone; WALTHAM CROSS 26211-6 
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Grab Cranes 


‘FOR PROFITABLE STOCKPILE HANDLING 






A Smith Crawler Crane operating 
a two-line grab on a colliery 


site near Sheffield 


K 
Mes 


f 
Ds; 


<-yimath;, 








Here are two of the many SMITH 
}GRABBING CRANES employed at the depots of 
» regional Gas Boards — a diesel crawler crane anda 
§ special gantry crane. Smiths also make diesel rail 
yeaa cranes for this and similar duties. 

Particulars of any type will be supplied on request. 


Smith Electric Gantry Crane of 140/110 cu. ft. grab capacity, 
mounted on a special runway to cover a wide stacking area. 


You can really SHUET AT with a SRUTHL 


THOMAS SMITH & SONS (RODLEY) LTD~ RODLEY - LEEDS - ENGLAND 
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PEEL’S 


Sectional Buildings 
quickest up! 

longest up! 

wi ie = 


i : 
- 
ee, H 
: 3 ne 
a 
- 


Gectiona/ BUI LDING® 
@ Easy to erect 


@ New timber throughout 

@ Extensive range of standard designs 
@ Individually designed if required 

@ Free delivery within 200 miles radius 


Send for PEEL’S comprehensive catalogue and 
price list, or ask for representative to call. 


H. PEEL LTD. 


Mearclough Works, Wakefield Road, Sowerby Bridge, 
Yorkshire. Telephone: Halifax 81211 


PLANT HIR 


Available For Long or Short Term Hire 


Cranes: Coles 5 ton and 22RB 


Rollers: 24 ton and 5 ton 
Bromag Vibrating Roller 


Bulldozers: Bristol 25, D4 with Scraper 
Digger: Dinkum Major Digger 


Loaders: Muir-Hill 2WL Loader with | cu. yd. 


Bucket 


Compressor: Consolidated 120 with 2 Tools, 
“500” with 6 Tools 


Pile Driver: Delmag D5 
Road Surfacer: Barber-Greene 
Pumps: 4” x 6’ 


Pneumatic Concrete Placer 


B. E. CONLIN 


9la MARTON ROAD, BRIDLINGTON, YORKSHIRE 
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CONTRACTORS’ 
SHOVELS 











Any type of Handle 
Supplied 


% Made from the best 
materials available 
and manufactured by 
Black Country Crafts- 
men. 


Catalogue and Prices on request. 


THE PHOENIX SHOVEL Co. Ltd. 
CRADLEY HEATH - STAFFS 


Serving CONTRACTORS and 
MUNICIPAL AUTHORITIES 


IN THE 


NORTH-EAST 


Phone: BRIDLINGTON 2331 


eee) 
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COSC 


The quality hardboard supplied in quantity. 


When the need is for hardboard, insist on Royal Board, the 
“Outstanding” board, identified by this mark on all sheets. 
Experience over a long period has proved to users that Royal 
Board is a well tried dependable sheet material. 

Available in all areas of Great Britain, it is supplied in a 
wide choice of sizes through local timber and builders’ 
merchants. 


For samples, particulars of types, sizes etc. write to:- 
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CONTRACTS 


ROYAL COUNTY OF BERKSHIRE. 
HIGHWAYS ACT, 1959—PART IX. 
PRIVATE STREET WORKS. 


TENDERS are invited for MAKING-UP ELLIS 
ROAD, Crowthorne. 

The works comprised in this Contract are as 
follows: Approx. 5,000 sq. yd. of Hardcore and 
Bituminous Macadam Carriageway; 3,500 sq. yd. of 
Bituminous Macadam and Asphalt Footways; 1,500 
lin. yd. of Kerbing; S500 lin. yd. of Highway Drain; 
and incidental works. 

Drawings may be inspected at, and Specification, 
Bills of Quantities and Form of Tender obtained 
from, the Office of the COUNTY SURVEYOR, Shire 
Hall, Reading, on payment of a deposit of £2. 

The deposit will be refunded on receipt of a 
bona-fide Tender. 

Tenders, in envelope provided, must be returned 
ae later than 12 Noon on FRIDAY, 7th October, 

The Council do not bind themselves to accept the 
lowest or any Tender. 


HOLLAND (LINCS.) COUNTY COUNCIL. 


RECONSTRUCTION OF TRUNK ROAD, A.17, 
FROM STIMPSONS enrear TO BRIDGEHOUSE 
' . 


TENDERS are invited for the VARIOUS WORKS in 
the CONSTRUCTION of a NEW BRIDGE of an approx. 
skew span of 21ft. Qin. (angle of skew 43° 30’), 
the RECONSTRUCTION and REALIGNMENT of 
approx. Half-mile of Approach Carriageways, and the 
Demolition of the Existing Bridge situated two miles 
east of Sutterton Roundabout on Route A.17. 

Contract documents and Drawings may be obtained 
from the County Surveyor upon payment of £5, 
returnable on submission of a bona-fide Tender. 

Tenders, in sealed envelopes endorsed ‘* Tender for 
Stimpsons Cross," must reach the undersigned not 
oe than 12 Noon on MONDAY, 24th October, 
1960. 

The County Council do not bind themselves to 
accept the lowest or any Tender. 

H. A. H. WALTER, 
Clerk of the County Council. 
County Hall, 
Boston, Lincs. 
13th September, 1960. 


COUNTY BOROUGH OF BURY. 
CLARENCE PARK EXTENSION. 


TENDERS invited for the LEVELLING, DRAINING, 
CULTIVATION and SEEDING of Nine Acres of 
PLAYING FIELDS, together with ancillary works, at 
Clarence Park. s 

Tender documents obtained from, and_ Drawings 
hr at, Borough Engineer's Office, Town Hall, 
ury. 

Tenders, in official envelope, must reach me not 
later than SATURDAY, 8th October, 1960. 

EDWARD S. SMITH, 
Town Clerk. 
Town Hail, 
Bury. 
13th September, 1960. 


COUNTY BOROUGH OF SOUTHPORT. 
STAVELEY ROAD HOUSING SITE EXTENSION. 


TENDERS are invited for the CONSTRUCTION of 
approx. 1,100 lin. yd. of 12in. and Qin. dia. 
CONCRETE SEWERS, together with ancillary works, 
for the ABOVE HOUSING SITE. 

Specification, Bill of Quantities and Form of Tender 
may be obtained from the Borough Engineer, Town 
Hall, Southport, and applications must be accom- 
panied by a deposit of £2 2s., which will be refunded 
upon receipt of a bona-fide Tender. Plans and General 
Conditions of Contract may be inspected at the 
Borough Engineer's Office during normal office hours. 

Last date for Tenders—First Post on SATURDAY, 


15th October, 1960. 
R. EDGAR PERRINS, 
Town Clerk. 


BROROUGH OF STRATFORD-UPON-AVON. 
ADDITIONAL BOREHOLE. 


TENDERS are invited from experienced borehole 
contractors for the SINKING of a BORFHOLE at 
HYON HILL, WARWICK ROAD, Stratfora-upon-Avon, 
and TESTING the SAME for yield. 

The Borehole will be lined with steel tubes, have 
a clear diameter of 15Sin., and will extend arprox. 
70O0ft. below ground level. 

General Conditions of Contract, Specification, and 
Form of Tender may be obtained on application to 
the undersigned, on receipt or a deposit of £3, made 
payable to the Stratford-upon-Avon Corporation, 
which will be refunded on receipt of a bona-fide 
Tender and ali documents issued by the Corporation. 

Tenders, in_ plain sealed envelopes endorsed 
“Tender for Borehole,” should be addressed and 
delivered to the Town Clerk, Municipal Offices, Rother 
Street, Stratford-upon-Avon, and received by not later 
than Noon on WEDNESDAY, 19th October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

P. C. SMART, M.1.C.E., 
Borough Engineer and Surveyor. 

Municipal Offices, 

Rother Street, 
Stratford-upon-Avon. 
September, 1960. 


CITY OF ROCHESTER. 
ADDED AREA EARL ESTATE—STAGE I(C). 


FIXED-PRICE TENDERS are invited for the 
CONSTRUCTION of approx. 5,000 sq. yd. of 
REINFORCED CONCRETE CARRIAGEWAY and asso- 
ciated Kerbing and Slab Paving, together with Foul 
and Surface Water Sewers, Street Lighting, and 
ancillary works at the ABOVE SITE. 

The Drawings and General Conditions of Contract 
may be inspected at the Office of J. A. PEEL, 
A.M.1.C.E., M.1.Mun.E., City Surveyor, 66 Maidstone 
Road, Rochester, during normal working hours. The 
Form and Conditions of Tender, Special Conditions 
of Contract, Specification and Bills of Quantities may 
be obtained at the above address on payment of a 
deposit of £2 2s., which will be refundable on receipt 
of a bona-fide Tender. 

Tenders, in a plain sealed envelope endorsed 
‘Added Area—Eari Estate—Stage 1(C),"’ must be 
received by the undersigned not later than 12 Noon 
on MONDAY, 17th October, 1960. 

The Corporation do not bind themselves to accept 
the lowest or any Tender. 


PHILIP H. BARTLETT, 
Town Clerk. 


Guildhall, 
Rochester. 
Sth September, 1960. 
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CONTRACTS 


BOROUGH OF PUDSEYY. 
CHASESIDE SHOVEL—HIGHWAYS DEPARTMENT. 


TENDERS are invited for the SUPPLY of a 
CHASESIDE SHOVEL and Attachments. 

Further details can be obtained from the Borough 
Surveyor, Town Hall, Pudsey. 

No Tender will be received except in a plain sealed 
envelope bearing the words ‘ Tender—Chaseside 
Shovel,’ but shall bear no name or mark indicating 
the sender. 

Tenders must be received by the undersigned not 
ote than 9 a.m. on WEDNESDAY, 12th October, 

The Council do not bind themselves to accept 
the lowest or any Tender. 

W. RICHARD CRUSE, 
Town Clerk. 
Town Hail, 
Pudsey. 


its GF SAL? OR BD. 


PROPOSED ADMINISTRATIVE OFFICES FOR THE 
HEALTH DEPARTMENT—CRESCENT, SALFORD, 5. 


FIRM-PRICE TENDERS are invited for the PRO- 
POSED MULTI-STOREY BLOCK OF ADMINISTRA- 
TIVE OFFICES at Crescent, Salford, 5. 

_ Conditions of Contract and Drawings may be 
inspected at, and Bill of Quantities and Form of 
Firm-price Tender obtained from, the City Engineer 
and Surveyor’s Department, Town Hall, Salford, 3, on 
payment of a deposit of £5 Ss., which will be returned 
on submission of a bona-fide Firm-price Tender. not 
subsequently withdrawn. 

_ Firm-price Tenders, on the prescribed form, sealed 
in the envelope provided, and bearing no other mark 
or identification, must be forwarded to the under- 
signed so as to be received not later than 10 a.m. 
on_ MONDAY, 24th October, 1960. 

The Council does not bind itself to accept’ the 
lowest or any Firm-price Tender. 

(Signed) R. RIBBLESDALE THORNTON, 
Town Clerk. 


‘THE URBAN DISTRICT COUNCIL OF 
ABERDARE. 


PRIVATE STREET WORKS. 


TENDERS are invited for PRIVATE STREET WORKS 
acai CWMAMAN, and its Approach 

Tender documents may be obtained from the 
Engineer and Surveyor to the Council on payment of 
Two Guineas, returnable on receipt of a bona-fide 
Tender and all loaned documents. 

Tenders, in plain sealed envelopes bearing no 
mark or indication of the sender but endorsed 
‘* Private Street Works,"’ must reach me on 20th 
OCTOBER, 1960. 

D. G. JAMES, 


Clerk of the Council. 
Town Hall, 
Aberdare. 
12th September, 1960. 


BEDWORTH URBAN DISTRICT COUNCIL. 


ERECTION OF CARETAKER'S BUNGALOW, 
GREENHOUSES, GARAGES AND _ ANCILLARY 
BUILDINGS—-MINERS' WELFARE PARK. 


TENDERS are invited for the CONSTRUCTION 
and ERECTION of: (a) CARETAKER'S BUNGALOW; 
(b) THREE GREENHOUSES (two 42ft. x 41ft., one 
42ft. x 14ft.); together with Ancillary Buildings ana 
Site Works. 

Tender documents for either part or the whole of 
the proposed works may be obtained from_ the 
Council's Consultants, MESSRS. RICHARD SUDELL 
AND PARTNERS, 2 Guildford Place, London, W.C.1, 
upon receipt of a cheque for Two Guineas, payable 
to Bedworth Urban District Council, which will be 
returned on receipt of a bona-fide Tender not 
subsequently withdrawn, and the return of all 
documents. 

The Drawings may be examined at the Urban 
District Council Offices during normal working hours. 

Tenders, in the envelopes provided, bearing no 
mark or indication of the sender, should be delivered 
to the undersigned not later than 10 a.m. on 
SATURDAY, 15th October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

S. G. DEEMING, 


Clerk of the Council. 
Council Offices, 
Bedworth, 
Nuneaton, 
Warwickshire. 


[RLAM URBAN DISTRICT COUNCIL. 
MAIN DRAINAGE SCHEME. 


The Council invite TENDERS for the Construc- 
tion of a Pumping Station and the LAYING of 
approx. 3'2 miles of PRECAST CONCRETE SEWER 
PIPES from 15Sin. to 45Sin. in dia., together with 
Manholes and other ancillary works. 

Copies of the Specification, Bills of Quantities and 
certain Plans may be obtained on application to 
FRANK KAY EMERSON, Engineer and Surveyor, 
Council Offices, Iriam, Lancashire, on payment of a 
deposit of Five Guineas, returnable upon receipt of 
a bona-fide Tender. 

Sealed Tenders, in the envelopes provided, should 
be delivered to the CLERK OF THE COUNCIL, 
Council Offices, Irlam, not later than 4th NOVEM- 
BER, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 


CHICHESTER RURAL DISTRICT 
COUNCIL. 


PAGHAM AND NYETIMBER SEWERAGE SCHEME— 
STAGE |. 


TENDERS, on a FIXED-PRICE BASIS, are invited 
for the COMPLETION of a PARTLY CONSTRUCTED 
SEWAGE PUMPING STATION, the CONSTRUCTION 
of about 1,350 lin. yd. of Qin. internal diameter 
ASBESTOS-CEMENT RISING MAIN, and ancillary 
Works at Nyetimber, in the Parish of Pagham, in 
West Sussex. 

Copies of the Drawings and Tender documents may 
be obtained from MR. J. K. LAWSON, F.R.I.C.S., 
Engineer and Surveyor to the Council, East Pallant 
House, Chichester, on receipt by him of a deposit 
cheque for Five Guineas, made out to Chichester Rural 
District Council. 

Tenders are to be submitted to the undersigned in 
the envelope provided, without any mark to indicate 
the sender, and are to be received by 10 a.m. on 
TUESDAY, 11th October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

(Signed) G. T. GILES, 
Clerk of the Council. 

Pallant House, 

Chichester. 
20th September, 1960. 





September 29 1960 


CONTRACTS 


MIDDLESEX COUNTY COUNCIL. 
EAST MIDDLESEX MAIN DRAINAGE. 
CONTRACT EMR.2. 


TENDERS are invited for the CONSTRUCTION OF 
WORKS at RAMMEY MARSH, near Enfield Lock, 
Middlesex. being a further stage in the development 
of a 120-acre site for use as a Sludge Disposal 
Works. 

The works will include the Construction of Sludge 
Drying Beds covering an area of approx. 26 acres, 
including Underdrains and approx. 5'2 miles of 
Concrete Walls, also approx. 8,000 lin. yd. of Cast- 
iron Pipework (6in. to 12in. dia.) and 4,500 lin. yd. 
of Stoneware and Concrete Drains (6in. to 12in. 
dia.); Roadworks, etc. 

Tendering documents will be available on 23rd 
September, 1960, from the Consulting Engineers, 
Jj. D. AND D. M. WATSON, MM.1.C.E., 67 Tufton 
Street, Westminster, S.W.1, upon payment of a 
deposit of Ten Guineas, which will be returned on 
receipt of a bona-fide Tender and the return of all 
documents. Cheques should be made payable to the 
Middiesex County Council. 

The Council does not bind itself to accept the 
lowest or any Tender. 

Tenders must be delivered in a plain package 
endorsed ‘Tender for Contract EMR.2," and 
delivered to the undersigned by Noon on MONDAY, 
31st October, 1960. 


KENNETH GOODACRE, 
Clerk of the County Council. 
County Council of Middlesex, 
Guildhall, 
Westminster, S.W.1. 


COUNTY © BOROUGH OF _ BRIGHTON. 
WATER DEPARTMENT. 
PATCHAM PUMPING STATION—CONTRACT 





SUPPLY OF SPUN-IRON PIPES AND SPECIAL 
CASTINGS. 


FIXED-PRICE TENDERS are invited for the 
SUPPLY and DELIVERY of approx. 400 lin. yd. of 
24in. dia., 450 lin. yd. 15in. dia., 300 lin. yd. 12in. 
dia. FLEXIBLE JOINTED SPUN-IRON PIPES, together 
with approx. 70 tons of Special Castings 8in. dia. to 
24in. dia. 

Conditions of Contract, Schedule and _ Tender 
documents can be obtained from the Chief Engineer, 
12 Bond Street, Brighton, upon deposit of £2 2s., 
which will be refunded on receipt of a bona-fide 
Tender and return of all documents supplied. 

Tenders, enclosed in plain sealed envelopes not 
bearing any name or mark indicating the sender, 
and endorsed ‘* Tender—Patcham Pipes,’ to be 
delivered to me before 1st NOVEMBER, 1960. 


Ww. 0. DODD, 
Town Clerk. 
Town Hall, 
Brighton, 1. 
September, 1960. 


COUNTY BOROUGH OF BRIGHTON. 
WATER DEPARTMENT. 


PATCHAM PUMPING STATION—CONTRACT 
CONTRACT NO. 8. 


SUPPLY OF SLUICE VALVES AND AIR VALVES. 


FIXED-PRICE TENDERS are invited for the SUPPLY 
and DELIVERY of the FOLLOWING FLANGED 
SLUICE VALVES: 

Four 18in. dia; Four 15in. dia; Six 12in. dia.; 
Nine Bin. dia., and Four Air Valves. 

Conditions of Contract, Schedule and_ Tender 
documents can be obtained from the Chief Engineer, 
12 Bond Street, Brighton, upon deposit of £2 2s., 
which will be refunded on receipt of a bona-fide 
Tender and return of all documents supplied. 

Tenders, enclosed in plain sealed envelopes not 
bearing any name or mark indicating the sender, 
and endorsed ‘ Tender—Patcham  Valves,’’ to be 
delivered to me before 1st NOVEMBER, 1960. 


Ww. 0. DODD, 
Town Clerk. 
Town Hail, 
Brighton, 1. 
September, 1960. 


CITY OF CAMBRIDGE. 
FOUL SEWER EXTENSION—LONG ROAD 


TENDERS are invited for the CONSTRUCTION of 
approx. 86 lin. yd. of Qin. dia. S.G.W. PIPES at a 
depth of approx. 20ft., together with One Precast 
Concrete Manhole. 

Applications for the Specification, Drawing, Bills 
of Quantities and Form of Tender must be made to 
the City Engineer and Surveyor, The Guildhall, 
Cambridge. 

Tenders must be received by 3 p.m. on the 14th 
OCTOBER, 1960. 

Applications must be accompanied by a deposit of 
Two Guineas, which will be returned on receipt of 
a bona-fide Tender. 

The lowest or any Tender will not necessarily be 


accepted. 
ALAN H. |. SWIFT, 
Town Clerk. 
The Guildhall, 
Cambridge. 


___ September, 1960, 0 ol 
Cc ee OF STOKE - ON - TRENT. 
(a) WATERLOO ROAD (A.50), COBRIDGE— 

IMPROVEMENT (NORTH _STAFFORD- 
SHIRE POTTERY FRONTAGE) 
(b) LONDON ROAD (A.5006), STOKE— 


IMPROVEMENT (HIDE STREET TO 
SPARK STREET FRONTAGE). 


The CORPORATION invite TENDERS for the 
ABOVE ROAD IMPROVEMENTS, including the 
FOLLOWING: 

1,000 sq. yd. Concrete Foundation. 

350 lin. yd. Sin. x 10in. Concrete Kerb and 
Channel. 

2,650 sq. yd. Bituminous Macadam Base Coat 
and Hot Rolled Asphalt Surface. 

1,150 sq. yd. Concrete Flag Paving. 
75 lin. yd. Qin. dia. Glaze S.W. Pipe Storm 
Sewer. 

Drawings and Conditions of Contract may _ be 
seen, and Specification and Bills of Quantities 
obtained, upon application to the City Engineer and 
Surveyor, Town Hall, Stoke-on-Trent, on payment of 
£2 deposit. Such deposit will be returned if a 
bona-fide Tender is received. 

Tenders must be delivered to the TOWN CLERK, 
Town Hall, Stoke-on-Trent, in the envelope provided, 
not later than 12 Noon, 12th OCTOBER, 1960. 


HARRY TAYLOR, 
Town Clerk. 





September 29 1960 


CONTRACTS 


DURHAM COUNTY COUNCIL. 


TENDERS are_ invited for the SUPPLY and 
DELIVERY of ONE SPREADER-FINISHER MACHINE, 
Two Second-hand Barber-Greene Spreader Finishers 
being offered in part exchange. Offers are also 
invited for the Purchase of the Second-hand Barber- 
Greene Machines only. Further particulars may be 
obtained from the County Surveyor, Aykley Heads, 
Ourham. 

Tenders or offers in plain sealed envelopes endorsed 
“Spreader Finisher,’’ are to reach the undersigned not 
later than Noon on FRIDAY, 7th October, 1960. 

The Council do not bind themselves to accept the 
lowest Tender or highest offer. 

J. K. HOPE, 


Clerk of the Count cil. 
Shire Halll, y Council 


Durham. 
CORPORATION OF BARKING. 
HEPWORTH GARDENS/SOUTHWOLD DRIVE. 


Applications are invited from contractors who desire 
to be considered to submit TENDERS as FOLLOWS: 
JOB NO. 288—One 9-storey Block of 32 Flats 
in Precast Concrete Frame _ Construction 
with Brick Infilling. 
JOB NO. 308—44 Fiats in 2-storey Traditional 
Brick Construction. 

Bills of Quantities will be supplied to selected 
applicants against a deposit of £5 5s., which will 
be returnable upon the receipt of a bona-fide Tender. 

Applications to tender, on a form to be obtained 
from the Borough Architect, should reach the under- 
sigees not later than MONDAY, the 10th October, 

E. R._ FARR, 


Tow 1 
Town Hall, in Clerk. 


Barking, Essex. 
LEEK RURAL DISTRICT COUNCIL. 
RUSHTON AND HEATON WATER SUPPLY. 
CONTRACT NO. 1. 


The Council invite TENDERS from. experienced 
public works contractors for the CONSTRUCTION 
of about 6,125yd. of Sin., 2,875yd. of 4in. and 
8,97Syd. of 3in. dia. SPUN-IRON WATER MAINS, 
together with Fittings for same; a MASS CONCRETE 
RESERVOIR of 75,000 gallons capacity at HEATON: 
a BOOSTER PUMPING STATION at RUDYARD: and 
other incidental works in the Parishes of Rudyard, 
Heaton, Rushton Spencer and Rushton James. 

Copies of the Plans, Conditions of Contract, 
Specification, Bills of Quantities and Form of Tender 
may be obtained from the Engineers, WILLCOX 
RAIKES AND MARSHALL, 33 Great Charles Street, 
Birmingham, 3, on or after the 28th September, 
1960, on payment to them of a deposit of Five 
Guineas by cheque drawn in favour of the above 
Council, which will be refunded on receipt of a 
bona-fide Tender and return of all aocuments. 

Applicants should forward details of their recent 
experience on this kind of work at the same time as 
they apply for the documents. 

The Tender, on form supplied, is to be delivered 
+o ~~, POC EEPaTes, mi the envelope provided, not 
ater an o'clock oon on WEDNESDAY, 
October, 1960. ’ — 

The Council do not bind themselves to accept the 
lowest or any Tender. 

Dated this 1Sth day of September, 1960. 

(Signed) M. DANIELS, 


Cleri; to the Council. 
6 Russell Street, 


Leek. 


CALNE AND CHIPPENHAM 
DISTRICT COUNCIL. 


TENDERS are invited for the CONSTRUCTION ot 
ate oy 3in. and 4in. ASBESTOS- 
AINS, at BOX, TTO 
and CORSHAM. ee 
Copies of the Plans, Specification and Bills of 
Quantities and Form of Tender can be obtained from 
the Council's Engineer at the address below, against 
a deposit of £2 2s., returnable on receipt of a bona- 
fide Tender not subsequently withdrawn. 
6 oe A ge sg in the envelopes provided, are to 
e elivere to the undersigned 
OCTOBER, 1960. ers ty Magen ines 
The Council does not bind itself to accept the 
lowest or any Tender. 
D. P. HARRISON, 
Clerk of the Council. 


RURAL 


Bewley House, 
Marshfield Road, 
Chppenham. 

1Sth September, 1960. 


HATFIELD RURAL DISTRICT COUNCIL. 


DIXONS HILL ROAD SEWERAGE. 


FIXED-PRICE TENDERS are invited for the 
CONSTRUCTION of approx. 250 lin. yd. Qin. and 
S40_ lin. yd. Gin. dia. GLAZED STONEWARE 
FLEXIBLE JOINTED SEWERS, together with 12 
Concrete Manholes and 450 lin. yd. of 4in. dia. 
Drain Connections to Residential Properties. 

The Specification, Bill of Quantities and Form of 
Tender may be obtained on payment of £2 2s. 
deposit, which will be refunded after receipt of a 
bona-fide Tender, from the Engineer and Surveyor, 
North Place, 82 Great North Road, Hatfield, where 
also the Drawings and General Conditions of Contract 
may be inspected during normal working hours. 

Tenders are to be submitted, in the envelope pro- 
vided, to the undersigned, not later than 12 Noon 
on MONDAY, 3rd October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

S. F. JAGO, 


Clerk of the it. 
Council Offices, Council 


16 St. Albans Road, 
Hatfield, Herts. 


SUFFOLK AND IPSWICH FIRE 
AUTHORITY. 
PROPOSED FIRE STATION—COLCHESTER ROAD, 
IPSWICH. 


TENDERS are invited for the ERECTION of a 
NEW FIRE STATION at Colchester Road, Ipswich. 
geen aeons for a Se and Tender 

re to reac e ces of the Architects, 
MESSRS. JOHNS, SLATER AND HAWARD, 
F/A.R.1.B.A., of 32 Foundation Street, Ipswich, not 
later than 17th October, 1960, and should be accom- 
panied by a £2 2s. deposit, returnable upon receipt 
of a bona-fide Tender. Plans can be inspected at the 
Offices of the Architects during the tendering period. 

Tenders, in plain sealed envelopes bearing the 
words ‘Tender for Colchester Road Fire Station, 
Ipswich,"" but with no name or mark to indicate the 
sender, must be sent to G. C. LIGHTFOOT, Clerk 
of the Authority, County Hall, St. Helen’s Street, 
Ipswich, not later than the 12th DECEMBER, 1960, 
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CONTRACTS 


SCOTTISH HOME _ DEPARTMENT. 


ABINGTON-LANARK-AIRDRIE-CUMBERNAULD 
TRUNK ROAD, A.73. 


CONSTRUCTION OF NEW BRIDGE OVER 
RAILWAY AT BRAIDWOOD, LANARKSHIRE. 


The SECRETARY OF STATE invites TENDERS for 
the CONSTRUCTION of this NEW PRESTRESSED 
REINFORCED CONCRETE BRIDGE, together with 
Roadworks associated with the Realignment of A.73 
for a distance of approx. '4 mile at Braidwood Station. 
The Structure consists of a 30ft. clear span bridge 
approx. 270ft. wide. The Roadworks _ include 
Embankments and Retaining Walls. ss 

Drawings of the proposed works may be inspected 
at the Offices of the Consulting Engineers, MESSRS. 
F. A. MACDONALD AND PARTNERS, 11 Woodside 
Terrace, Glasgow, C.3. 

Contract documents may be obtained from. the 
Consulting Engineers upon payment of a deposit of 
£15 made payable to the Queen's and Lord Treasurer's 
Remembrancer. Deposit will be returned if a bona-fide 
Tender is submitted and not subsequently withdrawn. 

Tenders, on the official form, which must be received 
before 4 p.m. on THURSDAY, 20th October, 1960, 
should be sent in a sealed registered envelope marked 
**Tender for Braidwood Bridge,"’ addressed to THE 
SECRETARY, Scottish Home Department, Broomhouse 
Drive, Saughton, Edinburgh, 11. 

The Secretary of State does not bind himself to 
accept the lowest or any Tender. 

BUXTON. 


BOROUGH OF 
RECONSTRUCTION—SPRING GARDENS. 


TENDERS are invited for the RECONSTRUCTION 
of approx. 3,300 sq. yd. of CARRIAGEWAY_ in 
REINFORCED CONCRETE, including Two Course Hot- 
rolled Asphalt Surfacing, total thickness 3'4in., and 
Re-kerbing for a length of approx. SOOyd. ; 

Specification and Bill of Quantities to be obtained 
from Borough Surveyor’s Department, Town Hall, 
Buxton, on payment of a deposit of £2 2s., which will 
be returned on receipt of a bona-fide Tender. 

Tenders, sealed and endorsed ‘Spring Gardens 
Reconstruction," to be sent to the undersigned not 
later than 12 Noon, MONDAY, 10th October, 1960. 


A. C. W. RYLAND, A.M.1.C.E., | 
Borough Engineer. 





Town Hall, 
Buxton. 
20th September, 1960. 


ETON RURAL DISTRICT COUNCIL. 
SURFACE WATER SEWER. 
LINK WAY AND SAVAY LANE, DENHAM, BUCKS. 


Civil engineering contractors wishing to be con- 
sidered for inclusion in a selected list of contractors 
to TENDER for the CONSTRUCTION of approx. SOOyd. 
SURFACE WATER SEWER in CONCRETE PIPES, with 
lengths in 15in., 27in. and 30in. diameters, respec- 
tively, are invited to apply_in_ writing to the 
ee by not later than FRIDAY, 7th October, 
1 . 

A plan of the proposed surface water sewer may 
be seen during normal office hours at the office of the 
Engineer and Surveyor, Windsor Road, Slough, from 
whom any further information may be obtained. 

G. L. BRIDGER, 
Clerk to the Council. 

Council Offices, 

Windsor Road, 
Slough, 
Bucks. 
20th September, 1960. 


AYLESBURY RURAL DISTRICT COUNCIL. 


WENDOVER SEWAGE DISPOSAL WORKS 
EXTENSIONS. 


READVERTISED. 


The above-named Council invite TENDERS from 
experienced and responsible contractors for the 
CONSTRUCTION of EXTENSIONS to the WENDOVER 
SEWAGE DISPOSAL WORKS, comprising Balancing 
Tank, Settlement Tank, Storm Tanks, Three Bacterial 
Filters, Humus Tanks, Sludge Drying Beds, Siudge 
Pumping Station, Garage, etc., and General Site Works. 

Drawings, Specifications and Bill of Quantities can 
be seen at the offices of the Council's Consulting 
Engineers, MESSRS. ELLIOTT AND BROWN, Stanley 
House, Pelham Road, Nottingham, and copies of the 
Plan, Specification and Bill of Quantities can be 
obtained from them, on deposit of Five Guineas (by 
cheque payable to the Aylesbury R.D.C.), which will 
be refunded on receipt of a bona-fide Tender, not 
afterwards withdrawn and the return of all documents 
loaned the contractor for the purpose of making up 
his Tender within seven days of a notice informing him 
that a Tender has been accepted. 

Sealed Tenders, endorsed ‘‘Wendover Sewage 
Works,” to be delivered to the undersigned in_a plain 
sealed envelope not later than the First Post on 
MONDAY, 7th November, 1960. 

The lowest or any Tender will not necessarily be 
accepted. i 7 

Copies of the Contract Drawings may be inspected 
at the offices of the Council's Surveyor during normal 
office hours by appointment. 

A. EDGAR TOY, P 
Clerk of the Council. 
Council Offices, 
43 Buckingham Street, 
Aylesbury, 
Bucks. 


MID - GLAMORGAN WATER BOARD. 
TENDERS WANTED. 


The Board wishes to know of reputable firms who 
would be interested in and capable of TENDERING 
COMPETITIVELY for the COMBINED DESIGN and 
CONSTRUCTION of the FOLLOWING WORKS:— 

Two Circular Prestressed Reinforced Concrete 
Water Tanks, each of 3 million gallons 
capacity and 25ft. depth of water. The 
tanks are to have flat roofs and are to be 
mounded around the walls and over the 
roofs. They are to be constructed on 
partially prepared foundations, the site 
excavation not forming part of this contract. 
Both the design and the construction are 
to be subject to the approval and super- 
vision of the Board's Engineers. 

Firms who are experienced in work of this kind, 
and who desire an invitation to tender, are asked 
to submit their names to the undersigned before 
Noon on FRIDAY, 21st October, 1960, with brief 
detais of similar works they have already designed 
and constructed, stating the location of the works 
and for whom they were constructed. A _ limited 
selection of suitably experienced firms will then be 
made, to whom further details of the requirements will 
be given, together with an invitation to submit designs 
and Tenders. 

Cc. BAKER, 


Clerk to the Board. 
8B Wyndham Street, 


Bridgend, Glam. 


SUPPLEMENT 1541 


CONTRACTS ‘ 


(COUNTY BOROUGH OF WARRINGTON. 


TO CIVIL ENGINEERING CONTRACTORS. 


The HOUSING COMMITTEE of the COUNCIL of 
the County Borough of Warrington is prepared to 
receive TENDERS for the CONSTRUCTION of ROADS 
and SEWERS on the ORFORD NEIGHBOURHOOD 
UNIT, Sites Nos. 11A and 12, comprising approx. 
1,200 lin. yd. of Pitched Carriageway and 1,700 
lin. yd. of 6in., Yin. and 12in. dia. Sewers. 

Drawings, Specifications, etc., may be seen, and 
Forms of Tender, Bills of Quantities and all further 
information obtained at the Office of the Borough 
Surveyor, Town Hall, on and after Friday, the 
16th September, 1960, at which place Tenders must 
be delivered before 12 o'clock on WEDNESDAY, 
the Sth day of October, 1960. 

A deposit of £2 2s., cheques to be made payable 
to the Borough Treasurer, will be required for the 
contract documents, and this will be refunded on 
receipt of a bona-fide Tender. 

The lowest or any Tender not necessarily accepted. 


J. YY. HUGHES, M.I.C.E., 
Borough Engineer and Surveyor. 
Borough Engineer and Surveyor’s Office. 
14th September, 1960. 


BOROUGH _= OF _ EASTLEIGH. 
30 OLD PEOPLE'S BUNGALOWS. 
VELMORE HOUSING ESTATE—STAGE X. 


The Corporation invite TENDERS for the ERECTION 
of 15 PAIRS of ONE-BEDROOM-TYPE OLD 
PEOPLE'S BUNGALOWS, together with Paths, Fences 
and various ancillary Works, at BELMONT ROAD and 
COW ROW, VELMORE HOUSING ESTATE (Stage X). 

Plans, Specifications and Forms of Tender may be 
obtained from £. J. TAPLEY, M.I.Mun.E., Borough 
Engineer and Surveyor, Town Halil, Eastleigh, on pay- 
ment of a deposit of Two Guineas, which sum will be 
refunded on receipt of a bona-fide Tender not subse- 
quently withdrawn, together with the return of all 
documents supplied. 

Tenders are to be sealed in the special envelopes 
provided, and are to be delivered to the office of the 
undersigned at or before Noon on MONDAY, 7th 


November, 1960. 
ROLAND J. RODDIS, 








Veuie-maie Town Clerk. 
Eastleigh, 
Hants. 
’ ___19th September, 1960. 
BOROUGH OF ILFORD. 


RECONSTRUCTION OF HIGH ROAD, A.118 (PART). 
BARLEY LANE—GROVE ROAD. 


The CORPORATION invites TENDERS for the 

RECONSTRUCTION of approx. 6,700 sq. yd. of 
CARRIAGEWAY, involving the Removal of Granite 
Sett Paving and the Preparation of the Existing 
Concrete Foundation for Asphaltic Surfacing, which 
will be carried out by a nominated sub-contractor, 
for Re-laying approx. 1,140 lin. yd. of Granite Kerb, 
and for the Provision of Additional Gullies, and for 
all ancillary works. 
_ Conditions of Contract and Drawings may be 
inspected upon application to the Borough Engineer, 
Town Hall, tlford, from whom the Special Conditions, 
Specification, Bills of Quantities and Form of Tender 
may be obtained on payment of a deposit of Two 
Guineas, which is returnable upon receipt of a 
bona-fide Tender not subsequently withdrawn. 

Sealed Tenders, in an envelope which will be pro- 
vided, bearing no indication of the tenderer and 
endorsed ‘‘ Tender for Reconstruction of High Road, 
A.118 (Part)—Barley Lane to Grove Road,"’ must 
be delivered to the TOWN CLERK, Town Hall, Ilford, 
not later than 4 p.m. on the 25th OCTOBER, 1960. 

The Corporation does not bind itself to accept the 
lowest or any Tender. 


CITY OF BIRMINGHAM. 
TO BUILDING CONTRACTORS. 


CONTRACT 716—20 BUNGALOWS—HOLLYBANK 
ROAD, KINGS HEATH. 

CONTRACT 725—11 TWO-STOREY DWELLINGS— 
ADAMS HILL, BARTLEY GREEN. 


The HOUSEBUILDING COMMITTEE invite FIRM- 
PRICE TENDERS for the ERECTION of the ABOVE. 

Bills of Quantities and Forms of Tender will be 
forwarded on payment of £2 2s. for each Contract at 
the Office of A. G. SHEPPARD FIDLER, City Archi- 
tect, Civic Centre, Birmingham, 1, to whom ail 
cheques should be made payable. Applications should 
be made by 4th October, 1960. Conditions of Contract 
(which include the usual Fair Wages and Conditions 
of Labour Clause) may be seen at the City 
Architect's Office during normal working hours. 

The deposits will be returned on receipt of bona- 
fide Tenders or on notification of inability to tender, 
together with the return of the documents not later 
than three days before the date for receipt of Tenders. 

Tenders, enclosed in the envelope. provided for 
the purpose, must be sealed and delivered to the 
Town Clerk's Office (Room No. 8.31), Council House, 
Birmingham, 1, not later than 12 Noon on 
WEDNESDAY, the 2nd November, 1960. Tenders 
received after that time will be rejected. 

The Committee do not bind themselves to accept 
the lowest or any Tender. 


T. H. PARKINSON, 
Town Clerk. 





Council House, 
Birmingham, 1. 


MATLOCK URBAN DISTRICT COUNCIL. 
DARLEY DALE SEWERAGE. 


CONTRACT D.D.5—PUMPING MACHINERY AND 
ELECTRICAL GEAR. 


TENDERS are invited, on a_ Fixed-price Basis, for 
the MANUFACTURE and COMPLETE INSTALLATION 
of NINE ELECTRICALLY DRIVEN SEWAGE PUMPS 
at Four Pumping Stations in Darley Dale. The Contract 
will include also the Electric Motors, Starters, 
Switchgear, Wiring, Steel Flooring, Stairs, Pipework, 
Valves, etc. 

The pumping rates will be 180, 90, 90, 80, SO, 
30, 20, 18 and 15 cu. ft. per minute. 

Tendering documents are obtainable from MESSRS. 
W. H. RADFORD AND SON, 57 Goldsmith Street, 
Nottingham, on receipt of a crossed cheque for 
Three Guineas, payable to the Matlock Urban District 
Council. Each deposit will be repaid after receipt 
of a bona-fide Tender. 

Tenders are to be delivered to my Office by 14th 
DECEMBER, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

J. OWEN HUNT, 


Solicitor and Clerk of the Council, 
Town Hail, 
Matiock, Derbys. 
September, 1960. 








“ 


1542 SUPPLEMENT 


; CONTRACTS 
HOLLAND ({LINCS.) COUNTY COUNCIL. 


RECONSTRUCTION OF SMITH'’S BRIDGE, DEEPING 
ST. NICHOLAS, AND APPROACHES. 


TENDERS are invited for the DEMOLITION of the 
EXISTING BRIDGE, the CONSTRUCTION of a THREE- 
SPAN PRECAST PRESTRESSED BRIDGE on PILED 
FOUNDATIONS of a total span of approx. 60ft., and 
the REALIGNMENT of APPROACHES for a total 
length of some 400 ft., the proposed Works being 
situated one mile from Littleworth Station on the 
Class II! Road to Deeping High Bank. s 

Contract documents and Drawings may be obtained 
from the County Surveyor, upon payment of £5, 
returnable on submission of a bona-fide Tender. 

Tenders, in sealed envelopes endorsed ‘Tender for 
Smith's Bridge,"’ must reach the undersigned not later 
than 12 Noon on MONDAY, 31st October, 1960. 

The County Council do not bind themselves to accept 
the lowest or any Tender. 

H. A. H. WALTER, 
Clerk of the County Council. 

County Hall, 

Boston, 
Lincs. 
20th September, 1960. 


COUNTY BOROUGH OF _ PRESTON. 


CONSTRUCTION OF RUNNING TRACK AND 
ATHLETIC GROUND. 


TENDERS are invited for the CONSTRUCTION of a 
RUNNING TRACK and ATHLETIC GROUND up to the 
standards of the Amateur Athletic Association 
Championship Specification, including all other 
incidental Works. 

Drawings may be inspected at the office of the 
Borough Engineer, Municipal Building, Preston, from 
whom the Specification and Bill of Quantities may be 
obtained on payment of a deposit of £2 2s., which 
will be refunded on receipt of a bona-fide Tender. 

Tenders, in the envelope provided, bearing no 
indication of the sender, must be delivered to the 
undersigned not later than 10.30 a.m., FRIDAY 
14th October, 1960. 

W. E. E. LOCKLEY, 


Town Clerk. 





Municipal Buildings, 
Preston. 


BOROUGH OF RAMSGATE. 
RESURFACING OF ROYAL PARADE FOOTWAY. 


FIXED-PRICE TENDERS are invited from experi- 
enced contractors for the RESURFACING of approx. 
3,000 sq. yd. of FOOTWAY at Roval Parade and 
Paragon, with HOT ROLLED ASPHALT Laid bv Hand. 

The Conditions of Contract, Specification, Bills of 
Quantities and Form of Tender may be obtained 
from the Borough Engineer and Surveyor, Municipal 
Buildings, Ramsgate, upon payment of £2 2s., which 
will be returned upon receipt of a bona-fide Tender 
not subsequently withdrawn. 

Tenders, in plain sealed envelopes not bearing any 
name or mark ndicating the sender, but endorsed 
“Royal Parade-——Resurfacing of Footway,'’ must reach 
the undersigned by not later than 12 Noon on 
SATURDAY, the 15th October, 1960. 

The Council! do not bind themse!ves to accept the 


lowest or any Tender. 
K. F. SPEAKMAN, 
Town Clerk. 
Municipal Buildings, 
Ramsgate. 
16th September, 1960. 


BOROUGH OF MANSFIELD. 


BULL FARM HOUSING ESTATE. 


CONTRACT 32— 
EIGHT TRADITIONAL BUNGALOWS. 


TENDERS are invited for the ERECTION of EIGHT 
ONE-BEDROOM TRADITIONAL BUNGALOWS. 

Drawings may be inspected and Bills of Quantities, 
Forms of Tender, General Conditions of Contract and 
other relevant documents obtained, from MR. E. T. 
CROWE, 8.Sc., A.M.I.C.E., Borough Engineer and 
Surveyor, Carr Bank, Mansfield, on payment of a 
deposit of Two Guineas (£2 2s.), made payable to 
the Town Council of Mansfield, which will be refunded 
on receipt of a bona-fide Tender not subsequently 
withdrawn, or the return of all loaned documents. 
Documents will be available on and after Friday, 
23rd September, 1960. 

Tenders will only be considered if they are submitted 
in the envelope provided, which will be suitably 
endorsed and addressed. This must be sealed and 
delivered to the undersigned not later than 12 Noon 
on WEDNESDAY, 19th October, 1960. 

The Corporation does not bind itself to accept the 
lowest_or any Tender, and the provisional acceptance 
of a Tender will be subject to the approval of the 
Ministry of Housing and Local Government. 


A. C. SHEPHERD, 


Carr Bank Town Clerk. 
eae Mansfield. . 
KIRKBYMOORSIDE RURAL DISTRICT 


COUNCIL. 
TENDERS FOR SEWERS AND SEWAGE DISPOSAL 
WORKS. 





The above-named Council Invite TENDERS for the 
CONSTRUCTION of WORKS of SEWERAGE and 
SEWAGE DISPOSAL in the Parish of Kirkbymoorside 
(N.R. Yorks.). 

Specifications, Quantities and Forms of Tender can 
be obtained, and Plans inspected at, the offices of 
the Council on a payment of a deposit of Two Guineas, 
won will be refunded upon the receipt of a bona-fide 

Tr. 

Further particulars can be obtained from the 
Consulting Engineer, D. H. MOORE, ESQ., B.Sc., 
A.M.1.C.E., 12 Valley Bridge Parade, Scarborough. 

Tenders must reach the undersigned in a sealed 
envelope endorsed ‘‘Tender for Sewage Works,"’ on 
or before TUESDAY, 25th October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 


WILLIAM STURDY, 


f 
Council Offices, Clerk of the Council. 


Kirkbymoorside, 
York. 
20th September, 1960. 


CRAVEN WATER BOARD. 
ELEVATED WATER TANK. 


PEOVIS'ION snd ERECTION -* an ELEVATED 
STEEL WATER TANK (16ft. x 16ft. x 8ft. deep) on 
3Aft. hinh STEEL TOWER on outckirts of SKIPTON, 
YORKSHIRE, under suneryvisinn -* Board's Engineer 
Manaaer, G. E. V. Boldry, M.I.C.E., M.I.W.E. 

Applications from firms who wish to tender (fixed- 
nrice basis) must reech the Clerk, CRAVEN WATER 
RO4RD, Belmont Bridge. Skioton, Yorkshire, by 
MONDAY, 19th Octoher. The Board will then seleat 
the firms to be invited. is : 
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CONTRACTS 
STAFFORDSHIRE COUNTY COUNCIL. 


COUNTY ROADS AND BRIDGES COMMITTEE. 
ORTON LANE (D.128), WOMBOURN. 
IMPROVEMENT FRONTING ORTON DALE ESTATE. 


TENDERS are invited for the IMPROVEMENT and 
RECONSTRUCTION of the ABOVE ROAD, which is 
situated half a mile north of Wombourn, Wolver- 
hampton. . 

The work comprises the Widening and Realignment 
of approx. 300yd. of Existing Road to provide a 
Carriageway 18ft. wide, with Footpath and Verges, 
and involves Excavation, Provision of Surface Water 
Sewer, Gullies, New Kerbs and Channels, Widening 
with Concrete and Wet-mix Foundations, and Making- 
up and  Resuriacing Road and Footpaths with 
Bituminous Macadam. 

Applications for Tender documents should be made 
to the undersigned and must be accompanied by a 
deposit of Five Pounds (£5), which will be refunded 
on receipt of a bona-fide Tender or the return of the 
documents before the closing date. 

Completed Tenders should be returned to_ the 
undersigned by not later than 10 a.m. on THURSDAY, 
20th October, 1960. 

T. H. EVANS, 


Clerk of the County Council. 
County Buildings, 
Stafford. 


BOROUGH OF LEOMINSTER. 


ERECTION OF OLD PEOPLE'S BUNGALOWS, ETC., 
SYDONIA SITE. 


Builders and contractors are Invited to TENDER for 
the ERECTION of 25 OLD PEOPLE'S BUNGALOWS, 
a LAUNDRY, BEDROOM BLOCK, COMMUNITY 
CENTRE and WARDEN'S FLAT on the ABOVE- 
MENTIONED SITE, in accordance with the Drawings 
and Specification prepared by the Borough Surveyor, 
MR. HY. SCHOFIELD, M.!.Mun.E. 

Applications for Tender documents should be made 
to the Borough Surveyor at the undermentioned 
address, accompanied by a deposit of Three Guineas, 
which will be refunded upon receipt of a bona-fide 
Tender and/or the return of all documents. 

Sealed Tenders, endorsed ‘‘Bungalows,"’ must be 
delivered to the undersigned not later than 12 o'clock 
Noon, on TUESDAY, the 25th October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender, and the acceptance of any 
Tender is subject to the sanction of the Ministry of 
Housing and Local Government. 

K. DOWNS, 


Town Clerk. 
Municipal Offices, 
Grange Court, 
Leominster. 
23rd September, 1960. 


OTLEY URBAN DISTRICT COUNCIL. 
EAST CHEVIN WATER MAIN. 


TENDERS are invited for the PROVISION and 
CONSTRUCTION of aporox. 1,200vd. of 3in. dia. 
CLASS “C*' WATER MAIN, together with Valves 
and Fittinas, in the Urban District of Otlev, Yorkshire 

Contractors wishina to tender shou'd aoply for the 
documents and Drawings to the Council's Consulting 
Engineers, JOHN H. HAISTE AND PARTNERS, 
Belmont House, 20 Wood Lane, Headingley, Leeds, 6, 
enclosing a deposit cheque value Three Guineas made 
pavable to the Otley U.D.C., such deposit to be 
retunded upon receipt of a bona-fide Tender and the 
return of all the documents and Drawings. 

Tenders, with the Bills of Quantities priced in ink, 
are to be submitted to the uwundersioned not later 
than 12 Noon on the 17th OCTOBER, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender they may receive. 

H. HALSTEAD, 
Clerk of the Council. 

Council Offices, 

North Parade, 
Otlev. 
19th September, 1960. 


HALIFAX CORPORATION. 


HEATING CONTRACTORS. 


FIXED-PRICE TENDERS are invited for CARRYING 
OUT the REORGANISATION of BO!ILERHOUSE, in- 
cluding Suvolvy of Cast-iron Sectional Boiler, at the 
HAUGH SHAW SECONDARY SCHOOL, Halifax. 

Applications for Form of Tender and Drawings, 
accompanied by a deposit of £2 (which will be re- 
funded on receiot of a bona-fide Tender and other 
Contract decuments), must be made to LEAKE AND 
WILSON at the undermentioned address not later 
than 12 Noon on the 10th OCTOBER, 1960. 

Cheques should be made payable to Halifax 
Corvoration. 

A covy of the Conditions of Tender, Conditions of 
Contract and Drawings may be inspected at the Office 
of LEAKE AND WILSON, or the Town Clerk, Town 
Hall, Halifax. 

Sealed Tenders, in an endorsed envelope, to be 
returned to the Town Clerk not later than 31st 


OCTOBER, 1960. 
LEAKE AND WILSON, 
Consulting Engineers. 
Oriel Chambers, 
27 High Street, 


Hull, 
RYEDALE JOINT WATER BOARD. 


NORTON RURAL DISTRICT COUNCIL. 
WATER MAIN EXTENSION (N.R. YORKS.). 


The above-mentioned Board and Council are _pre- 
pared to receive TENDERS for the LAYING of 
approx. 14,825 lin. yd. of Gin. dia. WATER MAIN, 
and ancillary works, from SCHOOLHOUSE HILL, 
MARISHES (near Ma'ton), to YEDINGHAM (within 
the district of the Board) and from YEDINGHAM 
to a point near KNAPTON STATION (within the 
district of the Council). 

Svecifications, Bills of Quantities and Forms of 
Tender may be obtained from the undersigned on 
deposit of a cheque for £2 2s. on and after the date 
of publication of this Notice, and further information 
can be obtained from the Consulting Engineer, D. H. 
MOORE, B.Sc., M.inst.C.E., 12 Valley Bridge Parade, 
Scarborough. 

Tenders must reach the undersigned on or before 
the 22nd OCTOBER, 1960, in a plain sealed envelope 
endorsed ‘* Yedinoham Extension." 

The deposit will be returned in full on the receipt 
of a bona-fide Tender not subsequently withdrawn, 
and the Board and the Council do not bind themselves 
to accept the lowest or any Tender. 


G. F. ARTHUR NEWEY, 
Clerk of the Board. 


4 Old Maltongate, 
Malton, Yorks. 
(Tel.: Malton 250), 
21st September, 19690, 
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CONTRACTS 


COUNTY BOROUGH OF BOURNEMOUTH. 


TENDERS are_ invited for SUPPLY of 288 
GALVANISED MILD STEEL DUSTBINS and Lids 
24in. x 18in. x 18Ib. Radius of bins should be 
24 gauge, M.S. corrugated and swaged. Top rims 
formed with 3i6in. minimum M.S. rod rolled into 
position. 

No Tender Forms are issued. 

Tenders, in plain envelopes marked ‘' Tender for 
Dustbins,"" to the HOUSING AND _ ESTATES 
MANAGER, Fairlight Glen, Avenue Road, Bourne- 
mouth, by 15th OCTOBER, 1960. 


(CCOUNTY BOROUGH OF BOURNEMOUTH. 


BOROUGH ENGINEER'S DEPARTMENT. 
BELLE VUE ROAD IMPROVEMENT. 


TENDERS are invited for the CONSTRUCTION of 
approx. 300 lin. yd. of NEW ROAD. 

Forms of Tender, etc., available from Borough 
Engineer, Town Hall, Bournemouth, where Drawings 
can be seen from 26th September, 1960, upon pay- 
ment of One Guinea, which will be refunded on 
receipt of a bona-fide Tender. 

Tenders to reach me by 13th OCTOBER, 1960. 

A. LINDSAY CLEGG, 


; Town Clerk. 
BOROUGH OF ERITH. 


HOLLY HILL ROAD, ERITH, KENT. 


TENDERS are invited for the MAKING-UP of the 
ABOVE-MENTIONED ROAD, which is some 235yd. 
long and 36ft. wide. The works include a 24ft. wide 
Hardcore and Tarmacadam Carriageway and 6ft. wide 
Artificial Stone Paving. 

Tender documents may be obtained from, and 
Conditions of Contract. may be inspected at, the 
Office of the Borough Engineer and Surveyor, Town 
Hall, Erith, on payment of a deposit of £2 2s., which 
will be refunded on receipt of a bona-fide Tender 
which is not subsequently withdrawn. 

Tenders must be on the form provided, enclosed 
in a sealed envelope endorsed ‘‘ Tender for Holly Hill! 
Road,"" and should be delivered to the undersigned 
en than 12 Noon on FRIDAY, 14th October, 

The contractor must be prepared to enter into a 
formal contract and bond with two sureties for the 
due performance of the Contract. 

The Council do not bind themselves to accept the 


lowest or any Tender. 
J. A. CROMPTON, 
Town Clerk. 





Town Hall, 
Erith, Kent. 


BOROUGH OF WESTON-SUPER-MARE. 


ERECTION OF FACTORIES— 
OLOMIXON INDUSTRIAL ESTATE. 

TENDERS will shortly be invited for the ERECTION 
of TWO FACTORIES, which will be erected 
simultaneously, but under separate Contracts. 

One factcry will be approximately 22,984 sq. ft., 
and will consist of a Single-storey Steel-framed Pro- 
duction Area with a Two-storey Office Building on the 
front. The other will be 8,042 sq. ft., of similar 
construction, but the ancillary units on the front of 
the Production Area will be Single-storey only. 

The sites are adjacent to each other on a new 
development area where roads and sewers will be 
available. 

Tenders will be required by the end of October, 
and those interested should apply for Conditions of 
Tender and Tender documents to the undersigned, 
enciosing a deposit of Two Guineas, which will be 
returned if a bona-fide Tender is submitted. 


R. G. LICKFOLD, 
Town Clerk. 





Town Hall, 
Weston-super-Mare. 
1Sth September, 1960. 


BOROUGH OF ROMFORD. 
FENCING WORKS. 


TENDERS are invited for the ERECTION of 
approx. 315 lin. yd. of 6ft. high CONCRETE PALI- 
SADE FENCE and 25 lin. yd. of 6ft. high CHAIN 
LINK FENCE, together with the Demolition of 
Underground Aijir-raid Shelters, Grading, and other 
incidental works. 

Contract documents may be _ obtained from the 
Borough Engineer and Surveyor, Town Hall, Romford, 
Essex, on deposit of a cheque for Two Guineas. 

Tenders must be delivered to the undersigned, 
in the enclosed envelopes provided, not later than 
10 a.m. on FRIDAY, 14th October, 1960. 

JOHN €. SYMONS, 
Town Clerk. 


BOROUGH OF SURBITON. 
CONSTRUCTION OF CAR PARK. 


TENDERS are invited for the DEMOLITION of 
NO. 4 THE CRESCENT, and CONSTRUCTION of a 
CAR PARK, in accordance with the Plans, Specifica- 
tion, Bills of Quantities and General Conditions of 
Contract, which may be obtained from the Office of 
MR. R. THIRLWAY, M.1.Mun.€., M.1.Struct.E., 
Borough Engineer and Surveyor, Council Offices, 
Ewell Road, Surbiton. 

Tenders, on the form provided, enclosed in the 
endorsed envelope provided, and bearing no name or 
mark indicating the sender, must be delivered to 
the undersigned and received by him not later than 
5 o.m., FRIDAY, 14th October, 1960. 

The Corporation do not bind themselves to accept 
the lowest or any Tender. 

JOHN H. A. CRUNDELL, 
Town C'erk. 


NNORTH EAST LINCOLNSHIRE WATER 
BOARD. 


TRIAL BOREHOLES NOS. 1 AND 3 AT 
COVENHAM AND MANBY. 





TENDERS are invited from experienced contractors 
for the SINKING, LINING and TEST PUMPING of 
TWO 12in. dia. TRIAL BOREHOLES. 

No. 1 Borehole is to be sunk near Covenham, 
approx. five miles N.N.E. of Louth, to an approx. 
depth of 350ft., and No. 3 Borehole at Manby, 
4'2 miles E. of Louth, to an approx. depth of 290ft. 

Application for Tender documents should be made 
to the undersigned, to whom completed Tenders 
should be delivered not later than First Post on 
WEDNESDAY, 12th October. 

The Board do not bind themselves to accept the 
lowest or any Tender. 

CYRIL COOPER, 


Engineer and Manager. 
Town Hall Square, 
Grimsby. 
20th September, 1960. 
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CONTRACTS 


BOROUGH OF WORKSOP. 


FIRM-PRICE TENDERS are invited from bona-fide 
building contractors for the ERECTION of 38 
HOUSES in KILTON HILL ESTATE, Worksop. 

Plans may _ be inspected, and copies of Conditions 
of Contract, Bills of Quantities and Forms of Tender 


may be obtained from the Borough Engineer, Park 
House, Worksop, upon payment of a deposit of 
£3 3s.; such deposit will be refunded upon the 
receipt of a bona-fide Tender, together with all! 
documents supplied. 

Fully priced Bills of Quantities, under separate 


cover, must accompany Tenders; they will be returned 
unopened to unsuccessful tenderers. 
Tenderers must reach the undersigned not later 
than Noon on MONDAY, the 24th October, 1960. 
The lowest or any Tender will not necessarily be 


accepted. 
RUSSELL C. PHARAOH, 
Town Clerk. 
Town Hall, 
Worksop. 


BOROUGH OF WORKSOP. 


PROPOSED CONSTRUCTION OF 18IN. AND 15SIN. 
DIA. FOUL WATER SEWER—GATEFORD ROAD, 
STANLEY STREET AND VALLEY ROAD, WORKSOP. 


TENDERS are invited from experienced civil 
engineering contractors for the REMOVAL of an 
EXISTING FOUL WATER SEWER and the CON- 
STRUCTION, in the same trench, of a NEW SEWER 
18in. and 15Sin. in dia. and approx. 1,256yd. in length. 

The work includes Excavation in Open Cut and 
Heading in a busy trunk road, and the Pumping of 
Sewage past work in progress. 

Plans may be insoected, and Conditions of Contract, 
Specifications and Bills of Quantities may be obtained 
from the Borough Engineer, Park House, Worksop, 
upon payment of a deposit of £5 5Ss., which will be 
refunded upon receipt of a bona-fide Tender and the 
return of all documents supplied. 

Tenders, in envelopes provided, must be delivered 
to the undersigned not later than Noon on MONDAY, 
the 24th October, 1960. 

The lowest or any Tender will not necessarily be 


accepted. 
RUSSELL C. PHARAOH, 
Town Clerk. 
Town Hall, 
Worksop. 


errs OF ROCHESTER. 


MAKING-UP OF OLD PATTENS LANE—-STAGE |! 
(City Way to Boundary Road.) 


CONSTRUCTION OF ROADS AND SEWERS 


TENDERS are invited for the CONSTRUCTION of 
approx. 850 sa. yd. of HARDCORE TARMACADAM 
CARRIAGEWAY, Kerbing, Precast Concrete Slab 
Paving, 100 Iin. yd. of Qin. dia. Surface Water Sewer, 
and ancillary works. 

Drawings and General Conditions of Contract may 
be seen at the Office of JAMES A. PEEL, A.M.1.C.E., 


M.!.Mun.E., City Survevor, 66 Maidstone’ Road, 
Rochester, during normal working hours, and from 
whom the Form and Conditions of Tender, Special 


Conditions of Contract, Specification and Bill of Quan- 
tities may be obtained on payment of a deposit of 
£2 2s., which will be refundable on the acceptance 
of a bona-fide Tender. 

Tenders must be delivered to the undersigned, in 
the manner detailed in the above documents, not 
later than 12 Noon on SATURDAY, 22nd October, 
1960 

The Corporation do not bind themselves to accept 
the lowest or any Tender. 

PHILIP H. BARTLETT, 
Town Clerk 
Guildhall, 
Rochester, 
Kent 
19th September, 1960. 


BEESTON AND STAPLEFORD URBAN 
DISTRICT COUNCIL. 


CULVERTING OF WATERCOURSES— 
CENTRAL AVENUE, STAPLEFORD. 


TENDERS are invited for the CULVERTING of 
Two WATERCOURSES. The work entails the Excava- 
tior, Provision and Laying of 526 lin. yd. of 33in. 
dia. Reinforced Concrete Pipes and 264 lin. yd. of 
Qin. dia. Concrete Pipes. 

Specification, Bill of Quantities and Form of Tender 
may be obtained from the Engineer and Surveyor, 
Town Hall, Beeston, Nottingham, upon payment of 
a deposit of Two Guineas, which will be returnable 
upon receipt of a bona-fide Tender not subsequently 
withdrawn. 

Tenders to be returned to the undersigned by 
10th OCTOBER, 1960, in plain envelopes, marked 
“Tender for Central Avenue Culverts.” 


H. D. JEFFRIES, 
Clerk of the Council. 


Town Hall, 
Beeston, 
= Nottingham. c a“ 
A SHBOURNE RURAL DISTRICT 
COUNCIL. 
WATER SUPPLY SCHEME. 
The above-named Council invite TENDERS from 
responsible contractors for the FOLLOWING:— 
CONTRACT No. 1.—Laying of Water Mains. 
The Laving of aporox. 6'2 miles of 8in., 


6in. and 3in. dia. Water Mains, with appur- 
tenant works, in the Parishes of Yeldersley, 
Bradley, Offcote, Kniveton and Hognaston. 

CONTRACT No. 2.—Construction of Reservoir. 
The Construction of Mass Concrete Reservoir, 
capacity 240,000 gallons, and appurtenant 
works, in the Parish of Hartington Nether 
Quarter. 

CONTRACT No. 3.— Laying of 


Water Mains. 


The Laying of approx. 2 miles Gin. and 
3in. dia. Water Mains, with appurtenant 
works, in the Parish of Hartington Nether 


Quarter. 

Drawings and Plans may be seen and Specification, 
Conditions of Contract and Bills of Quantities and 
Form of Tender may be_obtained on application to 
the Surveyor, Mr. H. LITCHFIELD, Compton Offices, 
Ashbourne, on payment of a deposit of £1 1s. in 
respect of each contract, which will be returned on 
receipt of a bona-fide Tender. 

Sealed Tenders, marked ‘'Contract No. .“* must 
be delivered to the undersigned not later than Noon 
on WEDNESDAY, October 19th, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

F. H. THOMAS, 


Clerk of the Council. 





Compton Offices, 
Ashbourne, 
Derbyshire. 
20th September, 1960. 
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CONTRACTS 


MINISTRY OF TRANSPORT. 


SEVERN BRIDGE—CONTRACT NO. 1. 


THE MINISTER OF TRANSPORT invites TENDERS 
for the CONSTRUCTION of the SUBSTRUCTURE of 
the MAIN BRIDGE in the ABOVE PROJECT. 

The work will include Piers to Main Towers and 
their Foundations; Anchorages to Main Cables: 
Foundations and Piers for Aust Viaduct; Access Road 
at Aust; Breakwater at Beachley. 

Copies of the Contract documents may be obtained 
from the Consulting Engineers, MESSRS. ' MOTT, 
HAY AND ANDERSON, 9 Iddesleigh House, Caxton 
Street, Westminster, London, S.W.1, on payment of 
a deposit of £50 by cheque, made payable to the 
Minister of Transport. The deposit will be returned 
if a  bona-fide Tender is submitted and not 
subsequently withdrawn. 

Tenders should be sent in a sealed, registered 
envelope endorsed ‘‘ Tender for Severn Bridge,"’ but 
not bearing any name or marking indicating the 
sender, addressed to the Assistant Secretary, High- 
ways Management and Services Division, Ministry of 








Transport, 21-37 Hereford Road, London, W.2, to 
arrive not later than 4 p.m. on TUESDAY, 20th 
December, 1960. 


The Minister does not bind himself to accept the 
lowest or any Tender. 
G. G. D. HILL, 


An Assistant Secretary. 


WILTSHIRE COUNTY COUNCIL. 


TENDERS are invited for the WIDENING and RE- 
ALIGNMENT of MELKSHAM-LYNEHAM ROAD, 
B.3102, between Westbrook Farm and Nonsuch. 

The works comprise the Excavation for, and Con- 
struction of, New Carriageway approx. 900 lin. yd., 


together with Surface Water Drainage, Fencing, 
Hedging, etc. 

Relevant documents obtainable from the County 
Surveyor, County Hall, Trowbridge, on payment of 
£2 deposit, returnable on receipt of a bona-fide 
Tender. Drawings may be inspected by appointment 


at the above address. 

Tenders, in envelopes provided, bearing no name 
or mark indicating origin, returnable by Noon on 
the 29th OCTOBER, 1960. 

R. P. HARRIES, 


. Clerk of the County Council. 
BOROUGH OF CHINGFORD. 


KINGS ROAD, A.110 (BALGONIE ROAD TO 
LARKSHALL ROAD). 
PROPOSED IMPROVEMENT OF FORECOURTS. 

Tenders are invited for the CONSTRUCTION of 

WALLED BEDS and Tarmacadam Footway, together 
with incidental works, on the ABOVE SITE. 
_ Forms of Tender, Specification and Bills of Quan- 
tities, etc., can be obtained, and Drawings inspected 
on application to the Borough Engineer upon pay- 
ment of a deposit of £2 2s., returnable in respect 
of a bona-fide Tender only. 

Sealed Tenders, in envelopes provided, are to be 
delivered to the undersigned not later than 12 Noon 
on WEDNESDAY, 12th October, 1960. 

The Council does not bind itself to accept the 
lowest or any Tender. 

c. G. DENNIS, 


Town Clerk. 
Town Hall, 


Chingford, €.4. 


BOROUGH _ OF 
ISLEWORTH. 

REPLANNING OF KITCHEN—CRANFORD 
SCHOOL. 


TENDERS are invited for ALTERATION WORKS 
to EXISTING KITCHEN at the ABOVE SCHOOL. 

Firms wishing to tender should make application to 
the Borough Engineer and Surveyor, 88 Lampton 
Road, Hounslow. 

Tender documents will be forwarded on or about 
3rd October. 

Tenders must be sealed in the envelope provided, 
and received by me not later than 10 a.m. on 24th 
OCTOBER, 1960. 


HESTON AND 


JUNIOR 


D. MATHIESON, 


Town Clerk. 
Town Hall, 


Hounslow, Middx. 


URBAN DISTRICT COUNCIL OF 
KIDSGROVE. 


SINK UNITS TO COUNCIL HOUSES. 


The Council invites TENDERS, from which the 
Surveyor will nominate suppliers for 24 SINK UNITS. 

Established builders’ merchants, desirous of tender- 
ing, are requested to make written application to 
the Engineer and Surveyor, Town Hall, Kidsgrove, not 
later than FRIDAY, 30th September, 1960, enclosing 
a deposit of £1 1s. The deposit will be returned 
to the merchant on receipt of a bona-fide Tender. 

Tenders are to be delivered to the undersigned 
by_12 Noon on 13th OCTOBER, 1960. 

The lowest or any Tender will not necessarily be 


accepted, and attention is drawn to the fact that 
the general contractor wil be responsible for 
payment. 
©. LLOYD HURST, 
Clerk of the Council. 
Town Hall, 
Kidsgrove, Staffs. 
September, 1960. 
KINGSWOOD URBAN DISTRICT 
COUNCIL. 
NEW CHELTENHAM STORMWATER RELIEF 
SCHEME. 
K26 CONTRACT 1. 
The Kingswood Urban District Council invite 


experienced firms of civil engineering contractors to 
register their names with the undersigned for the 
CONSTRUCTION of approx. 770yd. of 12in. to 15in. 
dia. SEWERS; 2,961yd. of 18in. to 27in. dia. and 
1,768yd. of 36in. to 42in. dia. SEWERS, together 
with Manholes and Storm Overflow Chambers. 

The Specification and Plans are now in the course of 
preparation and it is expected that they will be ready 
for issue to contractors in October, 1960. 

Contractors should set out briefly particulars of 
similar works on which they have been engaged, 
together with the names of the Engineers. under 
whose supervision the works were constructed. 

Further _information may be obtained from the 
Council's Consulting Engineers, MESSRS. HOWARD 
HUMPHREYS AND SONS, Victoria Station House, 
Victoria Street, London, S.W.1. 

1. H. DEARNLEY, 
Clerk of the Council. 

The Council Offices, 

Kingswood, 
Bristol. 


SUPPLEMENT 
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CONTRACTS 
BOROUGH OF WEMBLEY. 


RECONSTRUCTION OF PRESTON ROAD (PART). 


TENDERS, which must be received not later than 
Noon on 13th OCTOBER, 1960, are invited for the 
ABOVE WORK, which comprises the Reconstruction 
of 3,200 sq. yd. of the Above Road with 8in. of 
Reinforced Concrete and 312in. of Hot Rolled Asphait, 
and other ancillary works. 

Form of Tender, Bill of Quantities and Specifica- 
tion may be obtained from the BOROUGH ENGINEER 
AND SURVEYOR, Town Hall, Wembley, at whose 
Office Conditions of Contract and Drawings may be 


inspected. — = Se 
BOROUGH OF ACTON. 


EDUCATION COMMITTEE. 
BROMYARD AVENUE PLAYING FIELDS. 


TENDERS are invited for EXTENDING a RED 
SHALE PLAYING AREA and LAYING-OUT TENNIS 
COURTS. 

Forms of Tender may be obtained from the 
Borough Engineer, Town Hall, Acton, W.3, and must 
be returned to the BOROUGH EDUCATION OFFICER, 
in sealed envelopes endorsed ‘“ Playing Area and 
Tennis Courts,” by FRIDAY, 7th October, 1960. 

The Council does not bind itself to accept the 
lowest or any Tender, and canvassing will disqualify. 


BROMSGROVE URBAN _ DISTRICT 
COUNCIL. 








CHARFORD ROAD, BROMSGROVE—ROAD 


IMPROVEMENT. 
The Council invite TENDERS for the ABOVE 
WORKS; the approx. quantities are as _ follows: 


Excavation—-1,250 cu. yd.; 


; Carriageway Construc- 
tion—1,500 sq. yd.; 


Footpath Construction—950 


sq. yd.; together with Gin. Surface Water Sewer, 
and all ancillary works. 
Bills of Quantities and Specification may be 


obtained from the Engineer and Surveycr, Council 
House, Bromsgrove, on a deposit of £2 2s. The 
deposits will be refunded on receipt of a bona-fide 
Tender and the return of all documents. 

General Conditions of Contract may be inspected 


at the above office. 

Tenders, in_ plain sealed envelopes endorsed 
““Tender for Road Improvement—Charford Road," 
are to be delivered to the undersigned not later 
than FRIDAY, 21st October, 1960. 

The Council do not bind themselves to accept the 


lowest or any Tender. 
F. A. JESSOP, 


Clerk to the Council. 
Council House, 
Bromsgrove. 
20th September, 1960. 


[LOUTH RURAL DISTRICT COUNCIL. 
AREA WATER SCHEME. 


TENDERS are invited for the FOLLOWING: 

CONTRACT NO. 26: The Provision of Materials 
and the Laying of Water Mains and Specials 
as_ under: 

4,300 lin. yd. of Gin. dia. Class “C" in 
the Stenigot Area; 

3,000 lin. yd. of 4in. dia. Class “C™ in 
the Tetney Area; 

3,200 lin. yd. of Gin. dia. Class “B" in 
the Kenwick Area. 

Together with Nine Waste Water Meter 
Chambers in the Louth Rural District 
and a Water Pumping Station at 
Kenwick. 

CONTRACT NO. 29: The Supply and Erection 
at Kenwick Reservoir, near Louth, of 
Duplicate Horizontal Centrifugal Booster 
Pumps, each capable of delivering 18,750 
gallons per hour of clean water, together 
with Electric Motors, Starters, and 
Accessories. 

Contractors wishing to tender should apply for the 
documents and Drawings to the Council’s Consulting 
Engineers, JOHN H. HAISTE AND PARTNERS, 
Belmont House, 20 Wood Lane, Headingley, Leeds, 6, 
enclosing a deposit cheque value Three Guineas in 
respect of each Contract, made payable to the Louth 
R.D.C., such deposit to be refunded on receipt of 
a bona-fide Tender and the return of all the 
documents. 

Tenders, priced in ink, are to be submitted to the 
undersigned not later than 12 Noon on the 20th 
OCTOBER, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender they may receive. 


G. A. PITT, 
Clerk to the Council. 
Council Offices, 
Cannon Street, 
Louth, Lincs. 
20th September, 1960. 


(CRICKLADE AND WOOTTON BASSETT 
RURAL DISTRICT COUNCIL. 


IMPROVEMENTS TO 20 COUNCIL HOUSES AT: 
ASHTON KEYNES—16 (TYPE “A” 7, TYPE “B”™ 6, 
TYPE “C”™ 3); LYNEHAM—4. ; 


FIXED-PRICED TENDERS are invited for the 
ABOVE WORK, including Provision of New Bathrooms 
and W.C.s, Drainage and Hot Water Systems. 

Specifications and Plans may be obtained from the 
Engineer and Surveyor, MR. J. C. GRINDLEY, 
A.M.1L.C.E., on payment of a deposit of £2 2s., which 
is returnable on receipt of a bona-fide Tender. 

Tenders, in plain sealed envelopes endorsed 
‘‘ Improvements to Council Houses," bearing no mark 
or indication of the sender, must be delivered to the 
undersigned not later than 10 a.m. on TUESDAY, 
the 8th November, 1960. 

The Council reserves the right to accept Tenders 
for a single group of houses, or groups of houses, 
as considered necessary or desirable. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

J. HOSIER, 


Clerk of the Council. 
Manor House, 
Wootton Bassett, 
Swindon, Wilts. 


KENT RIVER BOARD. 
ST. MARY'S BAY OUTFALL. 


TENDERS are invited for the CONSTRUCTION of 
a REINFORCED CONCRETE TIDAL OUTFALL consist- 
ing mainly of a 7ft. x 6ft. 6in. Culvert_120ft. long, 
supported on Concrete Piles under the Thames River 
Wall about seven miles north-east of Rochester. 

Contractors wishing to submit Tenders should apply 
in writing to the ENGINEER TO THE BOARD, 78 
College Road, Maidstone, Kent, not later than 
MONDAY, 10th October, 1960. 
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CONTRACTS 
COUNTY BOROUGH OF WALLASEY. 


MORETON SECONDARY MODERN SCHOOL 
EXTENSIONS. 
HEATING INSTALLATION. 

TENDERS to reach the undersigned by 17th 
OCTOBER, 1960, are invited for the ABOVE. Speci- 
fication and Form of Tender obtainable from the 
Borough Architect, Town Hall, Wallasey. 

A. G. HARRISON, 
Town Clerk. 


BOROU GH OF BATLEY. 
TURFING—WILTON PARK, BATLEY. 


DERS are invited for PROVIDING and LAYING 
approx. 2,320 sq. yd. of TURF, together with Minor 
Site Preparation Work, in accordance with the 
Specification and Bill of Quantities prepared by the 
Borough Engineer, a copy of which may be obtained 
on application to the Borough Engineer, Hanover 
treet, Batley. 5 
. Tenders must be delivered to the undersigned by 
First Post on MONDAY, 10th October, 1960. 

The Corporation does not bind itself to accept the 


Tender. 
si ac ©. BOTTOMLEY, 
Town Clerk. 


City “AND COUNTY OF BRISTOL. 


AERIAL SURVEY. 


TENDERS invited for the CARRYING OUT of an 
AERIAL SURVEY along the proposed route of 
“THE PARKWAY,” approx. 3'2 miles in length and 
of variabe width up to age ee 

Experienced firms may _ obtain 
documents from CITY ENGINEER AND PLANNING 
OFFICER, Cabot House, Deanery Road, Bristol, 1. 
Tenders, enclosed in envelopes provided, endorsed 
“Aerial Survey—Parkway,"’ but bearing no mark 
indicating sender, must be delivered by 10 a.m., 


13th OCTOBER. 
Lowest or any Tender not necessarily accepied. 


RUISLIP -NORTHWOOD URBAN 
DISTRICT COUNCIL. 
RELIEF S.W. SEWER, LADYGATE LANE AREA. 


TENDERS are invited for the CONSTRUCTION of 
approx. 240 lin. yd. of 15in. CONCRETE SEWER, 
with MANHOLE and ancillary works. 

Documents from Engineer and Surveyor on payment 
of £2 2s. deposit, which is returnable on receipt of 
bona-fide Tender. Tenders to be returned to under- 
signed not later than MONDAY, 17th October, 1960. 

EDWARD S. SAYWELL, 
Clerk of the Council. 








Council Offices 
Northwood, Middlesex. 


FRIMLEY AND CAMBERLEY 
DISTRICT COUNCIL. 


ROAD SURFACING. 


TENDERS are invited for the SUPPLY and LAYING 
by mechanical spreader of the FOLLOWING 
MATERIALS on prepared road foundations within the 
Urban District:— 

Hot Rolled Asphalt (Granite Aggregate), approx. 
260 tons. 

Tarred Gravel Base Course (1'2 nominal size), 
approx. 350 tons. 

Single Course Bituminous Surfacing 
Aggregate), approx. 400 tons. 
Bituminous Macadam Wearing Course (Granite 

Aggregate), approx. 210 tons. 

Copies of the tender documents may be obtained 
from the Engineer and Surveyor, Municipal Buildings, 
London Road, Camberley. 

Tenders are to be delivered in sealed and endorsed 
envelopes to the undersigned not later than First Post 
on FRIDAY, 14th October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

S. HARVEY, 


Clerk of the Council. 


URBAN 


(Granite 


Municipal Buildings, 
London Road, 
Camberley, Surrey. 
16th September, 1960. 


CHISLEHURST AND SIDCUP URBAN 
DISTRICT COUNCIL. 


TENDERS invited for the FOLLOWING SCHEMES: 

(1) Longlands Road Foul Sewer Duplication 

Construction of 102yd. of 1Sin. dia. Sewer, 
Manholes, etc. 

(2) Shuttle Valley Foul Sewer Relief Scheme 
Construction of 476yd. of 15in. dia. Sewer, 
Manholes, etc. 

Documents from the Engineer and Surveyor, Manor 
House, Sidcup, on deposit of £2 per scheme. 
Closing date for Tenders—17th OCTOBER, 1960. 
T. W. FAGG, 
Clerk of the Council. 
Council Offices, 
Sidcup Place, 


Sidcup. 
EASTHAMPSTEAD RURAL DISTRICT 
COUNCIL. 
MARTIN'S LANE—DRAINAGE. 
BRACKNELL. 


TENDERS are invited from experienced civil 


engineering contractors for the LAYING of the 
FOLLOWING: 
(a) 301 lin. yd. of 6in. Glazed Stoneware Foul 
Sewer. 


(b) 133 lin. yd. of 15in. Concrete Tube Surface 
Water Sewer. 

(c) 89 lin. yd. of 12in. Concrete Tube Surface 
Water Sewer. 

(d) 102 lin. yd. of Concrete Tube Surface Wate: 
Sewer. 

(e) 25 lin. yd. of 36in. Spun-iron Surface Water 
Sewer, together with 16 Concrete Tube 
Manholes and Lateral Connections from the 
Sewer. 

Copies of the General Conditions of Contract, 
Specification, Bills of Quantities, Drawings and Forms 
of Tender may be obtained on payment of a Two 
Guinea deposit from the Offices of the Engineer and 
Surveyor, Church Road, Bracknell. All cheques should 
be made_ payable to Easthampstead Rural District 
Council. The deposit will be returned on receipt of 
a bona-fide Tender not subsequently withdrawn. 

Tenders, enclosed in the envelopes to be provided, 
must be sealed and delivered to the undersigned not 
later than First Post on MONDAY, 17th October, 


1960. 
D. H. M. SAUNDERS, 
Council Offices, Clerk of the Council. 
Church Road, 


Bracknell, Berks. 
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COUNTY COUNCIL OF DURHAM. 


TENDERS invited for SUPPLY of WOODWORK 
and METALWORK MACHINES and EQUIPMENT to 
various schools. 

Forms of Tender, returnable by 14th OCTOBER, 
1960, and details from undersigned. 

G. H. METCALFE, 
Director of Education. 
Shire Hall, 
Durham. 
19th September, 1960. 


COUNTY COUNCIL OF DURHAM. 


TENDERS invited for SUPPLY of PROTECTIVE 
CLOTHING for all County Council establishments 
(including Borough of Stockton-on-Tees) during period 
ending 31st October, 1961. 

Forms of Tender, returnable 12th OCTOBER, 1960, 
and particulars frcm School Meals Service, 58 Hallgarth 


Street, Durham. 
G. H. METCALFE, 
Director of Education. 





Shire Hall, 
Durham. 
19th September, 1960. 


BEDFORDSHIRE COUNTY COUNCIL. 
LEIGHTON BUZZARD-HEMEL HEMPSTEAD ROAD, 


IMPROVEMENT AT BILLINGTON HILL. 


TENDERS are invited for the WIDENING of the 
ABOVE ROAD over a length of 200yd. 

The works consist of Excavation in Banks and 
Haunching to Existing Road, using Broken Stone and 
Lean-mix Concrete Foundation with Tarred Macadam 
and Asphalt Surfacing, together with Kerbing, 
Drainage, and Fencing Works. 

Copies of the Conditions of Contract, Specification 
and Bills of Quantities can be obtained from the 
County Surveyor, Dents Road, Bedford, on payment 
of Two Pounds deposit, which will be refunded on 
receipt of a bona-fide Tender or return of the 
documents before the closing date. 

The Drawings may be examined at the above Office 
by appointment, during working hours. 

Tenders must be returned to the Clerk of the 
Council, Shire Hall, Bedford, by FRIDAY, 21st 
October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender which may be received. 

GEORGE BREWIS, 
Clerk of the County Council. 
Shire Hall, 
Bedford. 


THE URBAN DISTRICT COUNCIL OF 
HAVANT AND WATERLOO. 

TENDERS are invited for the IMPROVEMENT of 
MANOR ROAD, Hayling Isiand (8.2149), at HAM 
FARM CORNER, comprising the FOLLOWING WORK 

Demolition of Existing Barn. 

370 lin. yd. of Kerbing and Channelling. 

300 sq. yd. of Reinforced Concrete Haunch. 

620 sq. yd. Footway Construction with Hot 
Rolled Asphait. 

1,696 sq. yd. of Carriageway Surfacing with 
lin. thickness Hot Rolled Asphalt. 

Erection of Fencing as accommodation works. 

Conditions of Contract and Drawings may be 
inspected at the Office of the Engineer and Surveyor, 
1 Park Road North, Havant, from whom the 
Specification, Bills of Quantities and Form of Tender 
may be obtained. 

No Tender will be received except in a plain sealed 
envelope which must bear the word ‘* Tender,” 
followed by the subject to which it relates, but shall 
not bear any name or mark indicating the sender. 

Tenders must be delivered not later than 12 Noon 
on THURSDAY, the 13th October, 1960, to the 
CLERK OF THE COUNCIL, Town Hall, Havant. 


The Council do not bind themselves to accept the 
lowest or any Tender. 


RUNCORN RURAL DISTRICT COUNCIL. 
KINGSLEY SEWERAGE AND SEWAGE DISPOSAL. 


FIXED-PRICE TENDERS are invited for the 
CONSTRUCTION of about 7,000 lin. yd. of GLAZED 
STONEWARE PIPE SEWERS, Qin. and Gin. in dia., 
with Manholes and Storm Overflow Chambers; also 
SEWAGE DISPOSAL WORKS, comprising Screening 
and Detritus Tanks, Sedimentation Tanks, Storm 
Water Tanks, Dosing Chambers, Bacteria Bed, Humus 
Tanks, Pumphouses and Sludge Lagoons, with inci- 
dental works, all in accordance with the Drawings 
Specification and Bills of Quantities prepared by the 
Consulting Engineers, A. H. § WATERS AND 
PARTNERS, of 25 Temple Row, Birmingham, 2. 

The Drawings may be seen at, and the General 
Conditions of Contract, Specification, Bills of Quan 
tities and Form of Tender may be obtained from 
the Offices of the undersigned or of the Consuiting 
Engineers on or after 4th October, 1960, on pay- 
ment of a deposit of Five Guineas, which will be 
refunded upon receipt of a bona-fide Tender and the 
return of all documents. 

Sealed Tenders, on the form supplied and in the 
endorsed envelope provided, are to be delivered to me 
ant office not later than Noon on 4th NOVEMBER 

The Council do not undertake to accept the lowest 


or any Tender. 
R. PATRICK WILLIAMS, 
Clerk of the Council 








Council Offices, 
Castile Park, 
Frodsham, 

Via Warrington 


E AST DEVON WATER 


SHELDON PUMPING STATION 


BOARD. 


TENDERS are invited from pump manufacturers 
for the SUPPLY of DUPLICATE ELECTRICALLY 
POWERED PUMPS and ancillary equipment for the 
ABOVE STATION. 

The pumps will be operated automatically and will! 
be required to pump 1,800 galions per hour against 
a head of 286ft. 

Full details of the Contract, including the Speci 
fication, Drawings and Conditions of Contract, may 
be obtained from the Chief Engineer of the Board at 
the undermentioned address, and the completed 
documents must be returned to the Clerk of the 
Board not later than First Post on MONDAY, 24th 
October, 1960. 

The documents must be sealed in the envelope 
provided, which must bear no indication of the person 
tendering, and the Board do not bind themselves to 
accept the lowest or any Tender. 


D. G. BRUCE, 
Clerk of the Board 


The Laurels, 
46 New Street, 
Honiton, Devon 
September, 1960. 


September 29 1960 


CONTRACTS 
BOROUGH OF CHINGFORD. 
MATERIALS. 


TENDERS are invited for the SUPPLY of the 
UNDERMENTIONED MATERIALS during the year 
ending 31st December, 1961 

(a) Cold Asphalt; (b) Ballast, Washed Sand and 
Soft Sand; (c) Cement; (d) Cold Bitumen 
Road Emulsion; (e) Slag  Tarmacadam: 
(f) Concrete Paving Slabs; (g) Clinker; (h) 
Solid Fuel; (i) Brolac Paint. 

Forms of Tender and Specification may be obtained 
from the Borough Engineer, Town Hall, Chingford, 
E.4. Tenders will not be considered unless submitted 
on_the prescribed form. 

Tenders should be delivered to the undersigned, 
in the envelopes provided, not later than 14th 
OCTOBER, 1960. Tenders received after this date 
will not be considered. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

Cc. G. DENNIS, 


Town Clerk. 
Town Hall, 
Chingford, €E.4. 


CITY OF 


TENDERS ‘are invited for the CONSTRUCTION of 
183yd. of 21in. dia. SEWER and MANHOLES in 
HATFIELD STREET, HARPURHEY. 

Tender Forms, to be returned by 10th OCTOBER, 
1960, obtainable from the CITY SURVEYOR, Town 
Hall, Manchester, 2. 


WEM_ URBAN DISTRICT COUNCIL. 
HOUSING DEVELOPMENT—LOWE HILL ROAD, 
WEM. 


MANCHEST ER. 





FIXED-PRICE TENDERS are invited for the 
ERECTION and COMPLETION at Lowe Hill, Wem, 
of TWO 3-STOREY BLOCKS OF FLATS containing 
30 Units, 18 Owelling Houses and 12 Garages, 
together with Site Works comprising approx. 1,100 
super. yd. of Tarmac Carriageway and Footpaths, 
and 2,300 super. yd. run approx. of Qin., 6in. and 
4in. Sewers, etc. 

Form of Tender, Bills of Quantities and Drawings 
may be obtained from BIGGINS AND ASSOCIATES, 
Chartered Architects, Richmond House, 123 Bough- 
ton, Chester, on payment of a deposit of £5 Ss., 
which will be refunded on receipt of bona-fide Tender 

Tenders, in plain sealed envelopes endorsed 
** Tender—Lowe Hill Road,’ must reach the under- 
signed by 28th OCTOBER, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

A. PEARSON, 


Clerk of the Council 
Council Offices, 
Wem, 
Salop 


BISHOP'S STORTFORD URBAN DISTRICT 
COUNCIL 


SUPPLY OF DUSTBINS. 


TENDERS are invited for the SUPPLY of 500 
2'2 cu. ft. capacity GALVANISED DUSTBINS to 
B.S.S. 792:1947, embossed B.S.U.D0.C., delivered free 
to the Council Depot 

Tenders, endorsed ‘‘ Tender for Dustbins,”’ to be 
addressed to the undersigned not later than 
SATURDAY, 15th October, 1960. 

G. NORMAN DRINKWATER, 
Clerk of the Council 

The Council House, 

Bishop's Stortford, 
Herts 


MELFORD RURAL DISTRICT COUNCIL. 
WATER MAINS EXTENSION 
CONTRACT NO. 10 


FIXED-PRICE TENDERS are invited from respon- 
sible and experienced civil engineering contractors 
for the PROVISION and LAYING of about 8S50yd 
of 4in ASBESTOS-CEMENT WATER MAIN at 
HUMBLE GREEN, LITTLE WALDINGFIELD, about 
four miles N.E. of Sudbury, Suffolk 

Plans, Specification and Bills of Quantities may 
be seen at the Offices of the Council's Consulting 
Engineers, MESSRS. ELLIOTT AND BROWN, Staniey 
House, Pelham Road, Nottingham, and copies of the 
Specification, Bilis of Quantities and Form of Tender 
may be obtained from them on deposit of £4 4s. (by 
cheque, payable to the Melford Rural District Council) 
which will be refunded on receipt of a bona-fide Tender 
not afterwards withdrawn, and the return of all 
documents loaned to the contractor, within seven 
days of a notice informing him that a Tender has 
been accepted 

Sealed Tenders, endorsed ‘‘Humbie Green Water 
Supply, to be delivered to the undersigned, in a 
plain sealed envelope, not later than the First Post 
cn TUESDAY, the 8th November, 1960 

The lowest or any Tender will not necessarily be 
accepted 

Note: The works will be subject to the final 
approval of the Ministry of Housing and Local 
Gevernment after submission of an estimate based 
on a provisionally accepted Tender. Work will be 
commenced immediately approval is obtained 

J. A. SHAW, 
Clerk of the Council 
Council Offices 
Chilton House 
Newton Road 
Sudbury, Suffolk 
26th September, 1960 


TRENT RIVER’ BOARD. 


RIVER TRENT, GAINSBOROUGH 
CONSTRUCTION OF NEW STEEL SHEET PILED WALL 
AT ROSE BROS., LTD 
TENDERS are invited for WORK to be CARRIED 
OUT on the EAST BANK of the RIVER TRENT, in 
the WORKS of Messrs. Rose Bros. (Gainsborough) 

Ltd 

The work comprises the Driving of Steel Sheet 
Piling along the River Frontage of approx. 180ft., 
the piles being between 37ft. and SOft. in length 
All piles to be tied back to concrete anchor blocks 





and capped with a Owarf Reinforced Concrete 
Floodwall. 
Contract documents are obtainable from_ the 


Engineer, Trent River Board, 206 Derby Road. 
Nottingham, on payment of a deposit of £5 (cheque 
to be made payable to the Trent River Board), 
which will be refunded only on receipt of a bona-fide 
Tender which is not subsequently withdrawn, and 
the return of Contract documents 

Applications for documents must be received not 
later than Noon on the 10th October, 1960. 

1AN DRUMMOND, 
Clerk of the Board, 








September 29 1960 





CONTRACTS 
NOTTINGHAMSHIRE COUNT Y¥ 
COUNCIL. 





HIGHWAYS COMMITTEE. 


TENDERS are _ invited for the SUPPLY of the 
UNDERMENTIONED ITEMS OF PLANT: 
Three - Footpath Rollers; Two Lorries; One 
Roadsweeper /Collector; One Loading Shovel; 
Two Roadbreakers; 10 Trailer Gritters;: 
Two Snow Ploughs; Seven Mowing 
Machines for use with Ferguson Tractors: 
Four Tipping Trailers for use with Ferguson 
Tractors. 
Further particulars are obtainable 
County Surveyor, Shire Halil, Nottingham. 
Completed Tenders should be returned to the 
undersigned, in the official envelopes provided, by the 
22nd OCTOBER, 1960. 


fromthe 


A. R. DAVIS, 
Clerk of the County Council 
County Hall, 
West Bridgford, 
Nottingham. 


COUNTY BOROUGH OF NORTHAMPTON. 

TENDERS are invited for the RECONSTRUCTION 
and IMPROVEMENT of approx. 200 lin. yd. of 
BEDFORD ROAD, A.428. 

Contractors wishing to tender should apply to the 
Borough Engineer, Guildhall, Northampton, enclosing 
crossed cheque for £2 2s. (payable to Northampton 
Corporation). Returnable if a bona-fide Tender is 
received by 10 a.m. on TUESDAY, the 11th October, 
and not subsequently withdrawn. 

Cc. E. VIVIAN ROWE, 
Town Clerk. 


COUNTY BOROUGH OF SOUTHAMPTON. 


Southampton County Borough Council invites 
TENDERS for the FOLLOWING CONTRACTS on Bills 
of Quantities available early in October: 


CONTRACT 8.356.—95 Traditional Houses— 
Thornhill Estate. 

CONTRACT _ 8.354.—4 _ Traditional Houses— 
Gover Road, Millbrook. 

CONTRACT 8.357.—140 Fiats in Traditional 
Construction in_ Seven S-storey Blocks, 
Types A.S and B.5—Thornhill Estate. 

Application for Tender documents should be 


received by the BOROUGH ENGINEER, Civic Centre, 
Southampton, not later than 10 a.m. on MONDAY, 
10th October, 19600000 
BOROUGH OF KEIGHLEY. 


BOGTHORN_ ESTATE, BRACKEN BANK. 
ROADS AND SEWERS. 


TENDERS are invited from contractors for the 


CONSTRUCTION of the ABOVE ROADWORKS, 
approx. 7O00yd. in length, including Excavation, 
Carriageway and Footpath Construction, Sewerage, 
etc. 


Drawings and General Conditions of Contract may 
be seen at the Borough Engineer's Office, College 
Street, Keighley, during normal office hours. 
Specification and Bill of Quantities, which must be 
returned fully priced with the Form of Tender, will 


be forwarded on application to the Borough 
Engineer. 
Sealed Tenders, on the official form and in the 


envelope provided and endorsed ‘‘ Bogthorn Estate,"’ 
must be delivered to the undersigned not later than 
10 a.m. on MONDAY, the 17th October, 1960. 
H. W. SMITH, 
Town Clerk 
Town Hall, 


Keighley. 


URBAN 


COULSDON AND PURLEY. 
WIDENING OF HAYES LANE (PART OF), KENLEY. 


TENDERS are invited for the ABOVE WORKS. 

Bills of Quantities and Forms of Tender, prepared 
by H. M. COLLINS, A.M.1.C.E., may be obtained upon 
deposit of £3 3s., which will be refunded upon 
receipt of a bona-fide Tender. 

Plans, Specification and Conditions of Contract may 
be inspected at the Council Offices. 

Sealed Tenders, in the envelopes provided, must 
be delivered to the undersigned not later than First 
Post on MONDAY, 3rd October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

ERIC F. J. FELIX, 
Clerk of the Council. 

Council Offices, 

Purley, Surrey 


HEXHAM RURAL DISTRICT COUNCIL. 


TENDERS are invited for LAYING 620 lin. yd. of 
18in. dia. CONCRETE PIPE SEWER and the Construc- 
tion of Eight Manholes in AYDON ROAD, Corbridge. 

Plan, Specification, Bill of Quantities and Form 
of Tender can be obtained from the Engineer and 
Surveyor, Prospect House, Hexham, Northumberland, 
and the Tender and all documents must be returned 
to_ the undersigned, in a plain envelope marked 
‘* Tender—Aydon Road Sewer," on or before 
MONDAY, 17th October, 1960. 

G. NICHOLSON, 
Clerk to the Council. 

Prospect House, 

Hexham 
C'Ty OF BIRMINGHAM 
DEPARTMENT. 


CONTRACT NO. 269 
LAYING OF 24IN. MAIN 


TENDERS are invited for the LAYING and 
JOINTING of approx. 4,450yd. of 24in. dia. 
CONCRETE-LINED STEEL MAIN along BELLS LANE, 
DRUIDS LANE, MAYPOLE LANE and HIGH STREET, 
in Birmingham and Solihull, with the Construction 


WATER 


of Valve Chambers, Washouts, and other ancillary 
works. 
General Conditions of Contract, Specification, 


Drawings, Bill of Quantities and Form of Tender 
may be obtained from the undersigned upon pay- 
ment of a deposit of Five Pounds, which will be 
refunded on the return of a bona-fide Tender. 
Completed Tenders, in sealed envelopes endorsed 
269," must be delivered to the 
undersigned not later than 10 a.m. on FRIDAY, 
21st October. 


The Corporation does not bind itself to accept the 
lowest or any Tender. 
A. E. FOROHAM, 


General Manager and Secretary 
City of Birmingham Water Dept., 
Council House, 
Edmund Street, 
Birmingham, 3 
(P.O. Box 49.) 
September, 1960 


“Contract No. 


THE CONTRACT JOURNAL 


CONTRACTS 


BOROUGH OF HARROGATE. 
IMPLEMENT STORE SHED. 
The HARROGATE CORPORATION invites TENDERS 


for the ERECTION of a BUILDING (60ft. x 16ft. x 
11ft. to eaves), in connection with the ABOVE. 











The work entails approx. 115 sq. yd. of 6in. 
Reinforced Concrete Flooring, Precast Concrete 
Sectional Building, together with Big Six Asbestos- 


cement Roofing. 
Specifications and Forms of may be 
obtained from the undersigned. 


Tenders must be received not later than 9 a.m. 
MONDAY, 17th October, 1960. : 7 


The lowest or any Tender will not necessarily be 


accepted. 
c. E. FELLOWS, 
Borough Engineer. 


Tender 


Municipal Offices, 
Harrogate. 
____ 23rd September, 1960. 


BOROUGH OF BURY ST. EDMUNDS. 
MAIN OUTFALL SEWER. 


TENDERS are invited for the EXECUTION of the 
ABOVE WORKS, comprising the Provision and Laying 
of approx. 6,000 lin. yd. of Concrete Pipes from 
Stin. dia. down to 21in. dia., and approx. 300 lin. yd. 
of 24in. dia. Concrete Tubes in heading, together with 
Brick Manholes, and ancillary works. 

Drawings and Conditions of Contract may be seen, 
and the Form of Tender and Bill of Quantities 
obtained from the Borough Engineer and Surveyor, 
G. S. STANDLEY, A.M.I.C.E., M.I.Mun.E., at the 
address below, upon payment of a deposit of Five 
Guineas, which will be refunded on receipt of a 
bona-fide Tender and the return of all documents. 

Tenders, in plain sealed envelopes endorsed ‘* Main 
Outfall Sewer,’’ must be delivered to the undersigned 
not later than 3rd NOVEMBER next. 

The Council do not bind themselves to accept the 


lowest or any Tender. 
RICHARD R. HILES, 
Town Clerk. 








Borough Offices, 
Bury St. Edmunds. 


CITY OF CAMBRIDGE. 
TO BUILDERS. 


TENDERS are invited for EXTENDING the POLICE 
FOUND-CYCLES STORE, WARKWORTH TERRACE. 
The Contract comprises the Construction of a 
Concrete Base with Timber-framed Asbestos-sheet 
Cladded Superstructure and the Installation of 325 
Cycle Racks. Floor area 2,470 sq. ft. approx. 
Applications to the City Surveyor, The Guildhall, 
Cambridge, not later than Monday, 3rd October. 
Specification will be issued on the 10th October, 
5 news must be submitted by 31st OCTOBER, 


The Council is not bound to accept the lowest or 
any Tender. 











A. H. 1. SWIFT, 
a —— i Rie Town Clerk. : 
HAVERHILL URBAN DISTRICT 
COUNCIL. 


SCHEME FOR RE-TENDER. 


RECONSTRUCTION OF SEWAGE DISPOSAL 
WORKS—STAGE 2. 


TO CIVIL ENGINEERING AND PUBLIC WORKS 
CONTRACTORS. 


The Haverhill Urban District Council are prepared 
to receive TENDERS from experienced contractors for 
the RECONSTRUCTION of the EXISTING SEWAGE 
DISPOSAL WORKS, including a New Pumping Siation, 
Intet Works, Sedimentation Tank, Filter Beds, 
Humus Tanks and Sludge Drying Beds, together with 
the jmeamenten of existing Units, and other ancillary 
work. 

Plans may be inspected at the Council Offices, and 
particulars and Specifications may be obtained, and 
Plans may be inspected, at the Offices of the Council's 











Consulting Engineers, MESSRS. HOWARD HUM- 
PHREYS AND SONS, West Street, Epsom, Surrey, 
on and from Monday, 3rd October, 1960, until 


Friday, 21st October, 1960, between the hours of 
10 a.m. and 4 p.m., upon payment of a deposit of 
Three Guineas by cheque made payable to the 
Haverhill Urban District Council, which deposit, after 
the Council have reached a _ decision, will be 
returned to each contractor who has submitted a 
bona-fide Tender which has not subsequently been 
withdrawn, and returned all documents and Drawings. 

Tenders are to be on the official form and are to 
be delivered to the undersigned, in sealed envelopes 
endorsed ‘Tender for Reconstruction of Sewage 
Disposal Works (H46—Contract 2),"" but bearing no 
name or other mark indicating the sender, not later 
than 9 a.m. on FRIDAY, 28th October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

W. C. BLAKE, 


Clerk of the Council, 
Haverhill Urban District Council. 
Council Offices, 
Haverhill, 
Suffolk. 
September, 1960. 


HIUCKNALL URBAN DISTRICT COUNCIL. 
PAPPLEWICK LANE IMPROVEMENT. 


TENDERS are invited for the IMPROVEMENT and 
RECONSTRUCTION of PAPPLEWICK LANE (C.3213). 

The works comprise the Laying of approx. 1,950 
lin. yd. of Kerbs; 8,860 sq. yd. of Carriageway 
Surfacing; 5,400 sq. yd. of Footpath Suriacing, 
Stone and Macadam Foundation to Carriageway; the 
Provision of Verges; 760 lin. yd. of Reinforced 
Concrete Sewers varying from 6in. dia. to 15in. dia.; 
Street Gullies and Connections; 10 Manholes; 34 
Street Lighting Columns; together with other 
ancillary and accommodation works. 

Form of Tender, Specification and Bills of Quan- 
tities may be obtained from. and Drawings and 
Conditions of Contract inspected at, the Office of the 
Engineer and Surveyor, Watnall Road, Hucknall, on 
Payment of a deposit of £2 2s., which will be 
refunded on the receipt of a bona-fide Tender. 


Tenders, in plain sealed envelopes endorsed 
“ Papplewick Lane Improvement."’ but not bearing 
any name or mark indicating the sender, must be 
delivered to the undersigned not later than 5 p.m. 
on MONDAY, the 24th October, 1960. 

The Council does not bind itself to accept the 
lowest or any Tender. 

H. SHARP, 


Clerk of the Council. 
Council Offices, 
Watnall Road, 
Hucknall, 
Nottingham. 
23rd September, 1960. 


SUPPLEMENT 


CONTRACTS 
ROYAL BOROUGH OF NEW WINDSOR. 


ANNUAL CONTRACTS, 1961. 


TENDERS are invited for the SUPPLY and DELIVERY 
of the FOLLOWING MATERIALS and SERVICES for 
the year ending 31st December, 1961:— ‘ s 

(1) Coated Macadam; (2) Granite Chippings: 
(3) Refined Tar and Bituminous Compounds 
and Emulsions; (4) Kerbs and Paving Slabs; 
(5) River Ballast, Sand and __ Shingle; 
(6) Sanitary Supplies and Cleansing 
Materials; (7) Chlorine Gas and Liquid 
Sulphur Dioxide; (8) Stoneware _ Pipes; 
(9) Roadmen’s Tools and Brushes; (10) Dust- 
bins and Waste Food Bins; (11) Lorry Hire; 








(12) Window Cleaning; (13 Decorators’ 
Materials; (14) Ironmongery, Plumbers 
Materials and Chain Link Fencing; (15) 


Electric Lamps; (16) Petrol, Oil and Greases: 
(17) Cleansing of Street Gullies; (18) Pro- 
tective Clothing; (19) Builders’ Materials; 
(20) Coal and Coke; (21) Electric Fittings 
and Cable: (22) Towel Washing and 
Wrapping and General Laundering; (23) 
Garden Materials. 

Conditions of Contract, Schedules and Forms of 
Tender may be obtained from the Borough Engineer. 
Kipling Building, Alma Road, Windsor, upon receipt 
of a stamped addressed foolscap envelope. State 
Schedule Numbers required. - 

Tenders, sealed in the official envelope provided, to 





be endorsed ‘Tender for Items * (as the case 
may be), and bearing no other mark, name or 
indication of the sender, must be received by me 


not later than Noon on SATURDAY, Sth November, 
1960. 
The Council does not bind 


lowest or any Tender. 
T. TOWNDROW, 
Acting Town Clerk. 


itself to accept the 


Municipal Offices, 
Kipling Building, 
Windsor. 
September, 1960. 
BOROUGH OF 
ISLEWORTH. 


RECONSTRUCTION—BRIDGE ROAD DEPOT— 
STAGE Il. 





HESTON AND 


TENDERS are invited for the ERECTION of the 
SECOND STAGE of a NEW WORKS DEPOT, 
comprising Large Garage and Building Workshops. 

Firms wishing to tender should make application 
to Borough Surveyor, 88 Lampton Road, Hounslow. 
with a deposit of Two Guineas, which will be refunded 
on receipt of a bona-fide Tender not subsequently 
withdrawn. a 

Tender Form and Bilis of Quantities will be 
forwarded on or about 10th October, 1960. 

Tenders must be received by me, in the envelope 
provided, by 10 a.m. on FRIDAY, 4th November, 
1960. 

The Council are not bound to accept any Tender. 

D. MATHIESON, 
Town Clerk. 
Town Hail, 
Hounslow, Middx. 


[NCE-IN-MAKERFIELD URBAN DISTRICT 
COUNCIL. 


CHEMICAL FIELDS EXTENSION HOUSING SITE. 
FINAL ROADWORKS. 


TENDERS are invited for the FINAL ROADWORKS 
on the Chemical Fields Extension Housing Site. 

The work consists of Laying approx. 2,540 sq. yd. 
of Fine Cold Asphalt Surfacing and approx. 2,100 
sq. yd. of Precast Concrete Flags, together with all 
appurtenant works. ; : 

Copies of the Specification and Bills of Quantities 
may be obtained from the Surveyor, Town Hail, 
Ince-in-Makerfield, on payment of a deposit of Two 
Guineas, which will be refunded on receipt of a 
bona-fide Tender not subsequently withdrawn, and 
the Drawings may be inspected at the Office of the 
Surveyor. 

Tenders, in plain sealed envelopes endorsed 
“Final Roadworks,” must be delivered to the under- 
signed not later than MONDAY, 10th October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender received. 

T. B. BARNES, ° 
Clerk of the Council. 
Town Hall, 
Ince-in-Makerfield. 
22nd September, 1960. 


SAFFRON WALDEN RURAL DISTRICT 
COUNCIL. 


STANSTED MOUNTFITCHET SEWAGE DISPOSAL. 
CONTRACT NO. 5S. 
TO CONTRACTORS. 


The above-named Council invite TENDERS for the 
EXECUTION of SEWAGE DISPOSAL WORKS, com- 
prising the Construction of Cesspool Contents Tanks, 
Storm Water Tank, Sedimentation Tanks, Percolating 
Filters, Humus Tanks, Sludge Drying Beds, Sludge 
Pumping Station, and other appurtentant works. 

Contractors desirous of tendering are requested to 
send their names and addresses to D. BALFOUR 
AND SONS, MM.I.C.E., 131 Victoria Street, West- 
minster, S.W.1, together with a cheque deposit of 
£10, made payable to the Saffron Walden Rural 
District Council, not later than Tuesday, 4th October, 
1960, after which full particulars will be forwarded. 
The deposit will be returned on receipt of a bona-fide 
Tender and the receipt of all printed documents 
after the Contract has been let. 

It is essential that the contractor shall have had 
considerable experience in similar works and be 
prepared to furnish security with an approved society 
for the fulfilment of the Contract. , 

The lowest or ony — will not necessarily be 
accepted by the Council. 

- 5 A. W. OVERALL, 
Clerk to the Saffron Walden Rural 
District Council 





Council Offices, 
Debden Road, 
Saffron Walden, 
_ Essex. a ee “ln hile hs 
FYLDE WATER BOARD. 
BROUGHTON BOREHOLE SCHEME. 


TENDERS are invited for the FOLLOWING: 
(a) Two Submersible Pumps (1 m.g.d. 300ft.). 
(b) Two Submersible Pumps ('2 m.g.d. 300ft.). 
(c) Steel Rising Main 6in. and 8in. dia. 
(d) Electrical Cables. 
(e) Control Switchboard. 
Further particulars from ENGINEER TO THE 
BOARD, Sefton Street, Blackpool. 
Tenders to be received not than 18th 
OCTOBER, 1960. 





later 





1546 SUPPLEMENT 


CONTRACTS 


BAST SUFFOLK COUNTY COUNCIL. 


TENDERS are invited for SUPPLIES in BULK of the 
FOLLOWING GOODS:— 
(1) First Aid Materials 
(2) Percussion Band Instruments. 
(3) Needlework and Haberdashery. 
(4) Sports and Physical Training Equipment 
Firms desirous of submitting Tenders are invited 
to apply to the CHIEF EDUCATION OFFICER, Educa- 
tion Office, Rope Walk, Ipswich, for inclusion in the 
approved list of contractors. Firms accepted will be 
sent Tender Forms and Conditions of Contract. Closing 
date for receipt of Tenders, 19th OCTOBER, 1960 


BOROUGH OF BROMLEY. 


SEWER AND MANHOLES—NORMAN PARK. 


TENDERS are invited for the CONSTRUCTION of 
approx. 460 lin. yd. of Qin. dia. FOUL SEWER and 
Eight MANHOLES. 

Drawings and Conditions of Contract may be 
inspected at the Offices of the Borough Engineer, 
Municipal Buildings, Bromley, Kent. 

Contractors wishing to tender should apply to 
the Borough Engineer for the Specification, Bills of 
Quantities and Form of Tender, which should be 
returned in the envelope provided, to the undersigned 
not later than MONDAY, 17th October, 1960. 

The Council does not bind itself to accept the 
lowest or any Tender 

LIONEL KAYE, 


Town Clerk 
Municipal Buildings, 
Bromley, Kent 
19th September, 1960 


BOROUGH OF BROMLEY. 
3IN. WATER MAIN—NORMAN PARK. 


TENDERS are invited for PROVIDING and LAYING 
approx. 460 lin. yd. of 4in. dia. WATER MAIN. 

Drawings and Conditions of Contract may be 
inspected at the Offices of the Borough Engineer 
Municipal Buildings, Bromiley, Kent. 

Contractors wishing to tender should apply to 
the Borough Engineer for the Specification. Bills of 
Quantities and Form of Tender, which should be 
returned in the envelope provided, to the undersigned 
not later than MONDAY, 17th October, 1960. 

The Council does not bind itself to accept the 
lowest or any Terder. 

LIONEL KAYE, 


Town Clerk 
Municipal Buildings, 
Bromley, Kent 
19th September, 1960 


BOROUGH OF KEIGHLEY, 
HOT ROLLED ASPHALT SURFACING. 


TENDERS are invited for the SURFACING of 
SECTIONS of CARRIAGEWAY in HOT ROLLED 
ASPHALT 

General Conditions of Contract may be seen at the 
Borough Engineer's Office, College Street, Keighley, 
during normal office hours. 

Specification and Bill of Quantities, which must 
be returned, fully priced, with the Form of Tender, 
will be forwarded on application. 

Sealed Tenders, on the official forms and in the 
envelope provided, endorsed ‘*‘ Hot Rolled Asphalt 
Surfacing,"’ are to be delivered to the undersigned 
— than 10 a.m. on THURSDAY, 13th October, 

H. W. SMITH, 
Town Clerk. 
Town Hall, 
Keighley 


BOROUGH OF MAIDSTONE. 
HIGH STREET RESURFACING 


TENDERS are invited for the RESURFACING of 
HIGH STREET, Maidstone, area approx. 4,400sq. yd., 
in HOT ROLLED ASPHALT 

Specification and _ Bilis of Quantities may be 
obtained from the Office of the Borough Engineer, 
Palace Avenue, Maidstone. 

Tenders, in plain sealed envelopes endorsed ‘* High 
Street Resurfacing,"’ must reach the undersigned not 
later than 10 a.m. on MONDAY, 17th October, 1960 

The Corporation does not bind itself to accept the 
lowest or any Tender. 

T. SCHOLES, 
Town Clerk 
13 Tonbridge Road, 


tee OF STOKE - ON - TRENT. 
HIGHWAYS ACT, 1959. 
MAKING-UP OF PRIVATE STREETS 


(a) _—oe et: COBRIDGE — CONTRACT 
EDGWARE STREET, COBRIDGE — CONTRACT 
NO. 904 


WINDERMERE STREET (PART), COBRIDGE— 
CONTRACT NO. 905. 
(b) SERVICE ROAD, OFF 
MALTHOUSE ROAD, BUCKNALL—CONTRACT 


NO. 646. 
TRENTHAM — CONTRACT 


STUART AVENUE 
NO. 919. 

TIDESWELL ROAD, LONGTON — CONTRACT 

NO. 926 





The CORPORATION invite TENDERS for the 
MAKING-UP of the ABOVE STREETS 

Drawings and Conditions of Contratc may be seen 
and Bills of Quantities and Specifications obtained 
from the City Surveyor's Department, Town Hall, 
Stoke-on-Trent, on payment of £2 each in respect of 
(a) and (b), which will be returned on receipt of a 
bona-fide Tender. 

Tenders must be delivered to the Town Clerk, 
Town Hall, Stoke-on-Trent, in the séparate envelopes 


provided, not later than 12 Noon 
the 12th October, 1960. cn WEDNESDAY, 


HALE 


HARRY TAYLOR, 


Town Clerk. 
URBAN DISTRICT COUNCIL. 
PRIVATE STREET WORKS. 


FIXED-PRICE TENDERS are invited for MAKI - 
UP of ELMSWAY, HAWLEY DRIVE, THE AVENUE, 
GILBERT ROAD. Total approx. length 680yd. 

Tender documents and further information obtain- 
able from the Engineer and Surveyor, on payment 
of Two Pounds, which will be returned on receipt of 
a bona-fide Tender not subsequently withdrawn. 

B Ferdi Pe ae Oe aes envelopes endorsed 
ender—Private reet orks,’ and 
13th OCTOBER, 1960. a 


R. W. HORSFALL, 


Clerk of the Council. 
Council Offices, 


Hale, Cheshire. 


THE CONTRACT JOURNAL 


CONTRACTS 


COUNTY BOROUGH OF IPSWICH. 


NACTON ROAD RESURFACING WORKS. 


TENDERS are invited for the SUPPLY, DELIVERY 
and LAYING of approx. 1,000 sq. yd. of SINGLE 
COURSE HOT ROLLED ASPHALT (2in. _ thick), 
together with a small quantity of Balancing Material. 

Copies of Specification, Form of Tender and Bills 
of Quantities may be obtained from the Borough 
Engineer, 19 Tower Street, Ipswich. 

Tenders, bearing the words ‘' Asphalt Surfacing— 
Nacton Road,"’ but with no name or mark to indicate 
the sender, must be received by the undersigned not 
later than Noon on MONDAY, 31st October. 

The Council does not bind itself to accept the 
lowest or any Tender. 

J. C. NELSON, 

Town Hail, Town Clerk. 

Ipswich. 


BOROUGH OF GRAVESEND. 
CONSTRUCTION OF FOOTPATH—SUN LANE. 


FIXED-PRICE TENDERS, returnable by the 24th 
OCTOBER, are invited for the CONSTRUCTION of 
approx. 250 sq. yd. of FLAGGED FOOTPATH. 

Tender documents may be obtained and Drawings 
inspected at the Office of the BOROUGH ENGINEER 
AND SURVEYOR, 6 Woodville Terrace, Gravesend. 


STAINES URBAN DISTRICT COUNCIL. 


WIDENING OF FELTHAM HILL ROAD, ASHFORD, 
MIDDLESEX (PART). 


FIXED-PRICE TENDERS are_ invited for the 
WIDENING of PART of FELTHAM HILL ROAD, 
Ashford, over a length of approx. 400 lin. yd. 

Specification, Bill of Quantities, Form of Tender 
and Drawings may be obtained from the Engineer 
and Surveyor, 240 London Road, Staines, upon pay- 
ment of £2, which will be returned upon receipt of 
a bona-fide Tender not subsequently withdrawn. 

Sealed Tenders, in endorsed envelopes provided 
and free from any mark indicating name of sender 
shall be delivered to the undersigned not later than 
5 p.m. on THURSDAY, 3rd November, 1960. 

The Council does not bind itself to accept the 

or any Tender 
a . F. ENTWISTLE, 


Clerk of the Council 


Eimsleigh, 
73 High Street, 
Staines, Middx. 


BILLINGHAM URBAN 
COUNCIL. 


STREET LIGHTING 


DISTRICT 


TENDERS are invited from manufacturers and 
commune for ALL or ANY of the FOLLOWING 
CONTRACTS:— 

r 

~— . Supply of 15 Concrete Columns, A.19 
Supply of 69 Steel Columns, A.19 
Supply of 140-Watt Sodium Lanterns 
complete with Lamps and Auxiliary Gear 
Supply of 400-Watt Mercury Vapour 
Lanterns, complete with Lamps and 
Auxiliary Gear. 

Provision and Laying of Cables, including 
Servicing Columns and Lanterns, A.19 
Erection of 84 Columns and Lanterns, A.19 
Provision and Laying of Cables, including 
Servicing Columns, New Road. 
Erection of 33 Columns, New Road. 
Provision and Laying of Cables, including 
Servicing Columns, Haverton Hill Road 
L.10 Erection of 59 Columns and Lanterns 
Haverton Hill Road. 
L.11 Supply of 92 Concrete Columns, New Road 
and Haverton Hill Road. 

Tender documents can be obtained from the Engineer 
and Surveyor, Council Offices, Haverton Hill, Billingham, 
Co. Durham, on payment of a deposit of £1 1s. for 
each contract required 

Tenders, in plain sealed enveopes, endorsed ‘Street 
Lighting,"’ to be delivered to the undersigned not 
later than 10 a.m., MONDAY, 24th October, 1960. 

The Council do not bind themselves to accept the 


lowest or any Tender 
FRED M. DAWSON, 
Clerk of the Council 


roreee 
wn 
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Council Offices, 
Billingham. 
Co. Durham. 


AMERSHAM RURAL 


COUNCIL 
ENGINEER AND SURVEYOR'S DEPARTMENT 
CARAVAN S!TE—WHELPLEY HILL. 


DISTRICT 


In connection with the provision of services and 
amenities at the ABOVE CARAVAN SITE, the Council 
invite TENDERS for the FOLLOWING:— 

CONTRACT No. 1.—The Construction of Hard- 
core Roads, Paths and Hardstandings for 
76 Caravans, the Providing and Laying 
2,500yd. of Polythene Water Services, the 
Laying of 4in. and Gin. Pitch Fibre Drainage 
Pipes, and the Provision and Erection of 
Chain tink and Palisade Fencing, together 
with ancillary works. The Construction of 
an Underground Sewage Disposal Works to 
serve the site is also included. 

CONTRACT No. 2.—The Construction of an 
Ablution and Laundry Block, Bottle Gas 
Store, and the Erection of a Prefabricated 
Shop and Prefabricated Warden's Bungalow 

Plans, Bills of Quantities, Specifications, etc., may 
be obtained from Mr. J}. GODBEHERE, A.M.1.Mun.E., 
Engineer and Surveyor, Amersham Rural District 
Council, 42 High Street, Amersham, on payment of 
£2 2s. for each set of documents, which will be 
returned on receipt of a bona-fide Tender. Contractors 
should intimate which contract they are interested in, 
or if interested in both. 

Tenders will be required to be submitted on the 
form supplied by the Council, and in the envelope 
provided, endorsed ‘Caravan Site—Wheipley Hill— 
Contract No. 1 or 2,"' as the case may be, and be 
received not later than First Post on FRIDAY, 
October 21st, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender 

H. E. BUXTON 


Clerk to the Council. 
42 High treet, 
Amersham, Bucks 


COVENTRY CORPORATION. 


TENDERS are invited for the ERECTION of a 
SINGLE-STOREY LAUNDRY in BRICK and CONCRETE 
at LIVINGSTONE ROAD. 

£2 2s. deposit by 7th OCTOBER, payable to 
Coventry Corporation, for documents (refundable on 
= of documents and receipt of Tender by closing 
ate). 

Completed Tenders by 7th NOVEMBER to CITY 
ARCHITECT, Council House 
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CONTRACTS 


G LAMORGAN COUNTY 
HIGHWAYS ' ACT, 1959. 
TO PUBLIC WORKS CONTRACTORS. 


The Glamorgan County Council invite TENDERS for 
the MAKING-UP of the FOLLOWING PRIVATE 
STREET:— 

Beaconsfield Street, Cadoxton, Neath. 

The principal works comprise:— 

Storm Water Sewer, 6in., dia., 120 lin. yd. 
Carriageway Foundations and Surfacing, 650 


COUNCIL. 


super. yd. 
Footpath Foundations and Surfacing, 500 super. yd. 
Kerbing, 250 lin. yd. 


Together with incidental works. 

Specifications, Bills of Quantities and Forms of 
Tender can be obtained from the County Surveyor, 
County Hall, Cardiff, on payment of a deposit of 
£3, which will be returned (subject to_the Conditions 
of Tender) on receipt of a bona-fide Tender and the 
return of all the documents supplied. 

Generai Conditions of Contract, Drawings, etc., may 
be inspected a. the Offices of the County Surveyor 
during normal working hours. 

Contractors will be required to pay the recognised 
rates of wages and to observe the recognised hours 
of labour. 

Sealed Tenders, made out on the prescribed form 
and accompanied by the priced Bill of Quantities, are 
to be delivered, in the envelope provided, at the 
County Hall, Cardiff, by First Post on the 26th 
OCTOBER, 1960, addressed to the Clerk of the 
Glamorgan County Council. 

The Council will not necessarily accept the lowest 


or any Tender 
RICHARD JOHN 
Clerk of the County Council 
Glamorgan County Hall, 
Cardiff. 
23rd September, 1960 


BEDFORDSHIRE COUNTY COUNCIL. 


c.198, SUNDON ROAD. HOUGHTON REGIS— 
IMPROVEMENT FRONTING  L.C.C ESTATE 


TENDERS are invited for the ABOVE WORKS 
which consist of Site Clearance, Laying of approx 
720 lin. yd. of Gin., Yin. and 12in. Stoneware Pipes, 
together with Manholes, and the Construction of 
approx. 2,000 super. yd. of Tarmacadam Footpaths 

Orawings and Standard Conditions of Contract may 
be inspected at the Office of the County Surveyor, 
Dents Road, Bedford, during normal office hours, 
from whom copies of the Specification, Bilis of Quan- 
tities and Form ot Tender may be obtained on payment 
of a deposit of Two Guineas, which will be returned 
only on receipt of a bona-fide Tender and the return 
of all documents. 

Tenders, in the envelope provided, must be delivered 
to the undersigned not later than FRIDAY 
21st October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender 


GEORGE BREWIS 
Clerk of the County Council 





Shire Hall 
Bedford 
BEESTON AND STAPLEFORD URBAN 
DISTRICT COUNCIL 


CHILWELL VIADUCT— GUNITING® REPAIRS 





TENDERS are invited for ““GUNITING’ REPAIRS 
on 33 COLUMNS supporting CHILWELL VIADUCT 
on the NOTTINGHAM-BIRMINGHAM A.453. 

Specification, Bill of Quantities and Form of Tender 
may be obtained from the Engineer and Surveyor, 
Town Hall, Beeston, upon payment of One Guinea 
which will be returnable upon receipt of a bona-fide 
Tender, not subsequently withdrawn 


Tenders to be returned to the undersigned in a 
plain sealed envelope, marked ‘“‘Tender for Guniting 
Repairs,’ not later than Noon on the 18th OCTOBER 
1960 


H Do JEFFRIES 
Clerk of the Council 
Town Hali 
Beeston, 
Nottingham 


SEVENOAKS RURAL DISTRICT COUNCIL. 
PERMANENT HOUSING SITE 


CHAPMANS ROAD EXTENSION, SUNDRIDGE. 


TENDERS are invited from public works contractors 
for the CONSTRUCTION of a HARDCORE AND TAR 
MACADAM CARRIAGEWAY, TURNROUND, FOOT- 
PATHS and KERBING for a SITE for 32 Dwellings 

The work also includes the Provision of 11 New 
Gullies, a 6in. dia. Surface Water System with Four 
Brick Manholes and Two Brick Catchpits, the Laying 
out of Grass Areas and the Construction of Three 
Clinkered Garage Area Sites, together with Spile 
Boundary Fences. 

Documents may_ be obtained from, and Drawings 
inspected at, the Office of the Engineer and Surveyor 
during normal office hours on payment of a deposit 
of Two Guineas, which will be returned on receipt 
of a bona-fide Tender. 

Tenders, in plain sealed envelopes endorsed 
** Siteworks—-Sundridge,’’ must be received by the 
— by Noon on MONDAY, 24th October 
1 hi 

The Council does not bind itself to accept the 


lowest or any Tender 
B. H. EOWARDS, 
Clerk to the Council. 
Inglewood, 
Oak Hill Road, 
Sevenoaks, 
Kent. 


MANCHESTER CORPORATION 
TRANSPORT DEPARTMENT 


NEW HEAD OFFICE BUILDING 


The TRANSPORT COMMITTEE invite TENDERS for 
the DESIGN and SUPPLY of STEEL BAR REINFORCE- 
MENT for the reinforced concrete structure for new 
othce building, HYDE ROAD, Manchester, 12, having 
an aggregate floor area of some 50,000 sq. ft. 
distributed over five floors, designed with an in-situ 
reinforced concrete frame and precast and in-situ 
concrete floors. The extent of the work required to 
be covered in the Tender will be as follows:— 

(1) The Structural Design of the complete Frame 
and Floor System. 

(2) The Preparation of Schedules and Drawings 
in sufficient detail to allow the main con- 
tractor to fix the reinforcement. 

(3) The Supply only of Steelwork Bent and 
Prepared Ready for Fixing. 

(4) The Testing of Concrete Samples. 

Tenders will be on a fixed-price basis. 

Tender documents, obtainable from the General 
Manager, MANCHESTER CORPORATION TRANSPORT 
DEPARTMENT. SS Piccadilly, Manchester, 1, will be 
issued on or about 7th October, 1960, and are 
returnable by 10 a.m., 28th OCTOBER, 1960 
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CONTRACTS 
BEDFORDSHIRE COUNTY COUNCIL. 
LONDON TO HOLYHEAD TRUNK ROAD, A.5 


IMPROVEMENT AT JUNCTION WITH 
(TEBWORTH TURN) 

TENDERS are invited for the REPLACING of a 
CONCRETE ROAD by a NEW FLEXIBLE PAVEMENT 
at the ABOVE SITE 

The works consist of Scarifying the Existing Tarmac 
on the Old Concrete Bays; the Taking-out of the 
Bays: Excavating for an average depth of 6in. under 
the Bays, and Replacing this New Depth with a Road 
of Flexible Construction. 

The length of road to be improved is 140yd., the 
width being 30ft. 

Copies of the Conditions of Contract, Specification 
and Bill of Quantities can be obtained from the 
County Surveyor, Dents Road, Bedford, on payment of 
Two Pounds deposit, which will be refunded on 
receipt of a bona-fde Tender or return of the 
documents before the closing date 

The Drawings may be examined at the above Offic 
by appointment, during working hours. 

Tenders must be returned to the CLERK OF THE 
COUNCIL, Shire Hall Bedford, by FRIDAY, 21st 
October, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender which may be received 

GEORGE BREWIS. 
Clerk of the County Council! 





C.193 


Shire Hall, 
Bedford 

COUN TY BOROUGH OF NEWPORT. 

TENDERS are invited for the COMPLETION of 
ROADS, FOOTPATHS and ADVANCED PREPARA- 
TION WORKS on the RINGLAND TOP HOUSING 
DEVELOPMENT 

General Conditions Specifications and Bills of 
Quantities may be obtained from, and Drawings 
inspected at, the Office of the Borough Engineer, 
Civic Centre. Newport, Mon on production of the 


Borough Treasurer's receipt for a deposit of £2 2s. 
which will be returned on receipt of a bona-fide 


Tender 
Tenders, enclosed in the envelope provided and 
endorsed ‘' Ringland Top _ Housing Estate (Part)— 


Completion of Road and Footways Contract No. 5," 
and not bearing any name or mark indicating the 
sender, must reach the TOWN CLERK not later than 
1 p.m. on THURSDAY, 20th October, 1960. 


COUNTY BOROUGH OF _ HALIFAX. 
PRIVATE STREET WORKS 





TENDERS are invited, at Fixed-price Rates, for the 
MAKING-UP of the UNNAMED STREET leading from 
Burniey Road to Brow Foot Gate Lane, including 
Carriageway, Footway, and Drainage Works 

Details from the Borough Engineer, Crossley Street, 
Halifax, on receipt of One Pound (cheques made 
payable to Halifax Corporation). 

Tenders to be delivered to the 
14th OCTOBER, 1960 

RICHARD de Z 


undersigned by 


HALL, 
Town Clerk. 
Town Hall 

Halifax 


CHISLEHURST. AND SIDCUP 
DISTRICT COUNCIL. 


NORTH CRAY PLACE ESTATE— 
ROADS AND SEWERS 


URBAN 


Names and addresses of contractors desirous of 
TENDERING for the CONSTRUCTION of 6,000 sq. yd 





of CONCRETE ROADS and 1,650 lin. yd. of 18in., 
15in 9in. and Gin. SEWERS, to ENGINEER AND 
SURVEYOR, Manor House, Sidcup, Kent, with Two 
Guineas deposit, by 12th OCTOBER, 1960 

. se 7 OF NEW SARUM. 


invited for the CONSTRUCTION of 
10 HOUSES and Four FLATS, together with Out- 
buildings, Pavings, Drainage and ali ancillary works 
at STRATFORD ROAD. SALISBURY. 

Tenders are to be on a fixed-price basis and on 


TENDERS are 


Bills of Quantities. which will be available on 
SATURDAY, 8th October, 1960. Copies of the Bills 
of Quantities and Form of Tender can be obtained 
from the City Engineer, The Council House, Bourne 


Hill, Salisbury. 
Tenders, in plain sealed envelopes, must be delivered 


to the undersigned not later than Noon on TUESDAY, 
Ist November, 1960 


GEORGE RICHARDSON, 
Town Clerk 


For Contracts received too late for 
classification see page 1553 


— 
APPOINTMENTS VACANT 

B OROUGH OF CHELTENHAM. 

BOROUGH ENGINEER'S DEPARTMENT 


APPLICATIONS are invited for the FOLLOWING 
APPOINTMENTS 
(a) Senior Engineering Assistant, Special Grade 


(£785-£1,070) 


(b) Engineering Assistant Grade A.P.T it 
(£765-£880) 
(c) Junior Engineering Assistant, Grade 
A.P.T. | (£610-£765) 
Applicants for: (a) should have passed the Final 


Examination of the Institution of Civil Engineers or 
the Institution of Municipal Engineers, and be 
experienced in drainage, highways and constructional 
work; (b) must have passed Part 1 of the Institution 
of Civil Engineers Examination or the Intermediate 
Examination of the Institution of Municipal Engineers, 
and have had a good general training and experience 
in Municipal Engineering; (c) must have had a good 
general training in a Municipal Engineer's office. 
All appointments are subject to the National Joint 
Council's Conditions of Service; to one month's notice 
in writing on either side; to the successful applicants 
passing a medica’ examination, and contributing to 


the Council's Superannuation Fund. 
The Council will provide housing accommodation 
if required, for the successful applicants. 
Applications endorsed with the name of the 


appointment applied for, stating age, qualifications, 
experience, and giving the names of two referees, are 
to reach MR. W. E. C. BIRD, A.M.1.C.E., M.1.Mun.E., 
Borough Engineer, P.O. Box 12, Municipal Offices, 
Cheltenham, not later than SATURDAY, 15th October, 


1960 
F. D. LITTLEWOOD, 
Town Clerk 
Municipal Offices, 
Cheltenham 


THE CONTRACT JOURNAL 


APPOINTMENTS VACANT 


LINDSEY COUNTY COUNCIL. 
HIGHWAYS DEPARTMENT. 
(1) SENIOR ENGINEERING ASSISTANT RE- 


QUIRED primarily for the preparation and execution 
of extensive trunk road schemes now imminent. Salary 
within A.P.T. V (£1,220-£1,375). 

(2) ENGINEERING ASSISTANT, 


; with practical 
experience of highway design and 


construction. 


Salary within Special Grade (£785-£1,070). 

Applicants for either post must have final 
professional qualifications. S-day week. Travelling 
allowance. N.J.C. Conditions. 

Applications, _on_ forms obtainable from the 
COUNTY SURVEYOR, County Offices, Lincoln, must 
be received by the 10th OCTOBER, 1960. 

12th September, 1960. 

FLINTSHIRE COUNTY COUNCIL. 
HIGHWAYS DEPARTMENT. 
APPOINTMENT OF _ INSPECTOR — QUEENSFERRY 
BY-PASS SCHEME. 


APPLICATIONS are invited for the APPOINTMENT 
of INSPECTOR, salary £900-£1,000 according to 
qualifications and experience, to supervise the con- 
struction by contract of the road works, part of the 


above scheme, which includes 1.7 miles of dual 
carriageway. 
This appointment is to the Council's temporary 


staff for the duration of the work, which is expected 
to take 12 months, with a possibility of extension 
on other works. It is subject to one month's notice 

Separation or subsistence allowance will be paid 
in approved cases. 

Applicants should have a sound knowledge of work 
in all aspects of supervision and measuring up of 
large contract, heavy earthworks, drainage and road 
construction works of all types. 

Further particulars, conditions of service and apoli- 


cation form obtainable from the CLERK OF THE 
COUNTY COUNCIL, County Buildings, P.O. Box 
No. 1, Mold. 

ere? OF NEW SARUM. 


APPOINTMENT OF RESIDENT ENGINEER. 


APPLICATIONS are invited for the 
MENT of RESIDENT ENGINEER to 
construction of a new sewage treatment plant at 
Peter's Finger, Salisbury, and associated sewage 
works. Work will start during September, 1960, and 
will last for about 2'2 years. A Resident Engineer's 
Clerk will be appointed. 

The appointment will be superannuable and will 
be terminable by one month's notice on either side. 
A car allowance will be payable, but applicants 
should state the salary they require. 

Applicants should have had wide experience on 
similar works, and preference will be given to holders 
of a recognised civil engineering qualification. 

Applications, endorsed ‘‘ Resident Engineer,’’ and 
stating age, qualifications and experience, together 
with the names of two persons to whom reference 
can be made, must be delivered to the City Engineer, 
The Council House, Bourne Hill, Salisbury, not later 
than Noon on MONDAY, 3rd October, 1960. 


APPOINT- 
supervise the 


GEO. RICHARDSON, 
Town Clerk. 
BUCKS. WATER BOARD. 


MID BUCKS. SCHEME. 
ASSISTANT RESIDENT ENGINEER. 


The Board invite APPLICATIONS for the ABOVE 
TEMPORARY APPOINTMENT at a salary of up to 
£1,200 per annum, according to experience. Prefer- 
ence will be given _to applicants who have passed 
Parts “‘A" and “*B" of the Examination of the 
Institution of Civil Engineers. A car allowance will 
also be payable. 

The estimated value of the work to be supervised 
is £600,000, and the initial contract will involve the 
laying of over 10 miles of 24in. dia. main. Subsequent 
contracts—when approved—are likely to involve the 
laying of some seven miles of 18in. dia. main and 
the construction of a reinforced concrete reservoir. 
The Resident Staff will act under the direction of the 
Board's Consulting Engineers, MESSRS. A. H. S. 
WATERS AND PARTNERS. 

Applications, stating age, experience, professional 
qualifications, and the date when the applicant would 
be ab'e to commence duties, accompanied by the 
names of three referees, must reach A. H. S. WATERS 
AND PARTNERS, of 25 Temple Row, Birmingham, 2, 
not later than the 7th OCTOBER. 

H. A. FOLEY, 
Clerk of the Board 

7 Temple Square, 

Aylesbury. 


BUCKS. 


WATER BOARD. 


MID-BUCKS. SCHEME. 
PIPELINE INSPECTORS. 


The Board invite APPLICATIONS for TEMPORARY 
APPOINTMENTS of a number of PIPELINE 
INSPECTORS at a wage of up to £18 per week, 
according to experience 

The initial contract is for the construction of over 
10 miles of 24in. dia. water main. Subsequent 
contracts—when approved—will involve the laying of 
some seven miles of 18in. dia. main. 

Applicants should have had experience on construc 
tional works of a similar nature. 

Applications, stating age, experience, and the date 
when the appticant would be able to commence 
duties, accompanied by the names of three referees 
must reach the Consulting Engineers for the scheme, 
A. H. S. WATERS AND PARTNERS, of 25 Temple 
Row, Birmingham, 2, not later than the 7th 
OCTOBER 

H. A. FOLEY, 


Clerk of the Board 


7 Temple Square 
Aylesbury. 


COVENTRY 
APPLICATIONS are 


CORPORATION. 


invited for the FOLLOWING 


ARCHITECTURAL POSTS: 


(a) A.P.T. V. (EducationX—Member of Group 
on Primary, Boarding, and _ Residential 
E.S.N. Schools, Youth Centres, etc. 

(b) A.P.T. v (Housing)—Housing Estates, 


Multi-storey Building in 

Areas, and Welfare Homes. 
(c) Special or A.P.T. IV (Central Area)— 

Central Redevelopment: Multi-storey Shops, 

Flats, Offices, Car Parks and Central Baths 
(d) A.P.T. F/tb/ IE (Education). 

Housing accommodation in approved cases. Removal 
expenses loan available. S-day working week. Canteen 
facilties. 

Application Forms from DEPARTMENT OF 
ARCHITECTURE AND PLANNING, Council House 
Ear! Street, returnable 14 days publication 


Redevelopment 


SUPPLEMENT 1547 


APPOINTMENTS VACANT 


GOVERNMENT OF NORTH BORNEO. 
PUBLIC WORKS DEPARTMENT. 
EXECUTIVE ENGINEER. 


Qualifications: Candidates, preferably aged 25 to 
40, must possess a University degree, or equivalent, 
recognised by Institution of Civil Engineers and have 
had two years’ experience; or have passed, or be 
otherwise exempt from, Parts | and I! of the Final 
Examination of the Institution of Civil Engineers and 
have had not less than five years’ experience. 
Experience should be in general civil engineering, 
with particular reference to municipal works, including 
roads, water supplies and building, and, if possible, 
sewerage. 

Duties: Probably to supervise all administrative and 
construction work within a Divisional Area; to pre- 
pare contract deeds, plans and estimates, and be 
responsible for the control of local labour. 

Emoluments in Scale £1,386-£2,324 per 

Terms: On contract for three years 
instance, with substantial gratuity on 
completion of engagement. 


annum. 
in the first 
satisfactory 


Free passages. Taxation at local rates. Generous 
home leave. 

Apply DIRECTOR OF RECRUITMENT, Colonial 
Office, London, S.W.1. Give full name and brief 


details of age, qualifications and experience. Quote 
BCD112/21/09/D14. 


URBAN DISTRICT COUNCIL OF 
RAYLEIGH. 
AMENDED ADVERTISEMENT. 
ENGINEER AND SURVEYOR'S DEPARTMENT. 
APPOINTMENT OF BUILDING INSPECTOR. 


APPLICATIONS are invited for the ABOVE 
PERMANENT APPOINTMENT in the Engineer and 
Surveyor's Department at a salary in accordance 
with Grades | and I! of the A.P.T. Division (£610- 
£880). The commencing salary will be fixed according 
to the qualifications and experience of the successful 
candidate. 

Applicants should have had experience in the 
application of the Building By-laws, the execution of 
plans, and the inspection of building works, and 
preference will be given to holders of a recognised 








Building Inspector's Certificate. The appointment is 
subject to the National Scheme of Conditions of 
Service, the Local Government Superannuation Acts, 


and medical examination, and is determinable by one 
month's notice. A car allowance will be payable. 
Housing accommodation will be available if 
necessary. 
Considerable development is taking place within 


the Urban District, and the appointment offers scope 
for initiative. 


Applications, in 


: envelopes endorsed ‘ Building 
Inspector,” stating age, qualifications, full details of 
experience, present and previous appointments, 
together with the names of three referees, should 
reach the undersigned not later than Noon on 
WEDNESDAY, Sth October, 1960. 
Cc. &. FITZGERALD, 
: Clerk of the Council. 
Council Offices, 
Hockley Road, 
Rayleigh, Essex. 


21st September, 1960. i . 
HIALSTEAD URBAN DISTRICT COUNCIL. 
CLERK OF WORKS. 


APPLICATIONS are invited for the APPOINTMENT 
of CLERK OF THE WORKS for the Council's Schemes, 
at a salary in accordance with Grade 6 of the Scheme 
of Conditions of Service for the Miscellaneous Classes 
of Officers (present £715-£775 per annum). 

Candidates should be experienced in the super- 
vision and laying-out of advance preparation works 
for housing sites, supervision of building, and the 
construction of sewers and roads. 

The successful candidate will be required to provide 
his owf car, and travelling allowance will be paid 
on the Essential Users Scale. 

The appointment is subject to (a) one month's 
notice on either side; (b) the National Scheme of 
Conditions of Service; (c) the Provisions of the Local 
Government Superannuation Acts; and (d) the passing 
of a satisfactory medical examination. 

Applications, giving full details of qualifications 
and experience, and giving the names of three persons 
to whom reference may be made, should be sent to 
the undersigned not later than SATURDAY, the 
1Sth October, 1960. 

Applications should be in the candidate's own 
RONALD LONG, 


handwriting 
Clerk of the Council. 
Council Offices, 
Red House, 
Halstead, Essex. 
22nd September, 1960. 


WEAR AND TEES RIVER BOARD. 
SENIOR ASSISTANT ENGINEER—A.P.T. GRADE IV 
(£1,065-£1,220 P.A.). 


APPLICATIONS are _ invited for the ABOVE 
VACANCY from qualified Engineers. The commencing 
salary will be fixed in accordance with experience 
and qualifications. The successful candidate will be 
required to provide and maintain a car not exceeding 


10-h.p. (1,199 c.c.), with N.J.C. Essential Users’ 
Allowances. Assistance in the purchase will be given 
if required. 


The appointment is pensionable and will be subject 
to the Loca. Government Superannuation Act, 1953, 
and to medical examination. ; 

Aoplication forms are obtainable from the Chief 


Engineer, MR. C. CLAY, B.Sc., A.M.I.C.E., at this 
address, and should be returned to him not later 
than 15th OCTOBER, 1960. 

J. E. LAVEN, 


Clerk and Chief Financial Officer. 
Greencroft East, 
158 Coniscliffe Road, 
Darlington. 


UNIVERSITY “OF THE WEST INDIES. 


SUPERVISOR OF BUILDING SERVICES REQUIRED 
at the University College of the West Indies, on 
contract for three years, with possibility of extension. 

Considerable experience of construction and main- 
tenance of buildings, roads, services, kitchen and 
fixed laboratory equipment required. 

Salary £1,500-£2,000 p.a., dependent on qualifica- 
tions and experience. F.S.S.U. Unfurnished accom- 
modation at rental not in excess of 10 per cent. of 
basic salary. Passages for up to five persons on 
appointment and normal termination. - 

Duties to be assumed as soon as possible. 

Applications in triplicate, naming three referees, 
should be received by the REGISTRAR, University 
College of the West Indies, Mona, Kingston, 7, 
Jamaica, W.!., as soon as possible. 





SUPPLEMENT 


1548 


APPOINTMENTS VACANT 


GOVERNMENT OF SARAWAK. 


ENGINEER—PUBLIC WORKS 
DEPARTMENT. 


Candidates must be A.M.I.C.E. or have a University 


EXECUTIVE 


degree in Civil Engineering. Some training in soil 
mechanics would be of advantage, and adequate 
experience in the design of concrete structures 
desirable. 


Duties: To be Design Engineer in the Investigation, 
Survey and Design Branch, with control of site 
investigation work. To teach local staff and carry 
out the analysis of ali laboratory results for design 
and test purposes. 

Terms: On contract for one tour of three years 
in the first instance, with gratuity on satisfactory 
completion of engagement. 

Emoluments in Scale £1,386-£2,324 p.a. 

Free passages. Generous leave. Education allowance. 

Apply DIRECTOR OF RECRUITMENT, Colonial 
Office, London, S.W.1. Give full name and age, and 
brief details of qualifications and experience. Quote 


BCD.112/24/06/D14. na ; 
DURHAM COUNTY COUNCIL. 
COUNTY SURVEYOR'S DEPARTMENT. 


PERMANENT TECHNICAL POSTS are avai'able for 
a few suitable men as JUNIOR ENGINEERING 
ASSISTANTS on Grades up to, and including, the 
Special Grade (£785-£1,070 per annum). - z 

Applications will be welcomed from University 
Graduates in Civil Engineering. E 

Promotion to the Special Grade is automatic on 
obtaining qualifications and subject to satisfactory 
service. It is also the policy of the County Council 





to promote internally to fill vacancies for Senior 

Engineering Assistants on A.P.T. IV and above 

wherever possib‘e. s 
Successful candidates will be able to obtain 


valuable experience on road and bridge design and 
soil survey in connection with preparation and 
execution of major improvement schemes, including 
a large new motorway project, over 30 miles in 
length, for which the County Council are to act as 
agents for the Ministry of Transport. 

Rented housing accommodation at the New Town 
of Newton Aycliffe, in congenial surroundings, is 
normally availab'e. Day release facilities and financial 
assistance are given to officers wishing to continue 
their studies in order to complete their final 
professional qualifications. as 

Further information on the organisation of the 
Department, and Application Forms and Conditions, 
obtainable from the County Surveyor, Aykley Heads, 


Durham. \. % NOPE. . 
Clerk of the County Council. 
Shire Hall, 
Durham. 


21st September, 1960. 


[SLE OF ELY COUNTY COUNCIL. 


HIGHWAYS AND BRIDGES DEPARTMENT. 
APPOINTMENT OF ENGINEERING ASSISTANT. 


ESTABLISHED APPOINTMENT of ENGINEERING 
ASSISTANT. Salary within Special Grade (£785- 
£1,070) plus Essential User travelling allowance for 
car not exceedina 10-h.p. 

Experience in the design and layout of road and 
bridge improvement schemes desirable. 

Contribution towards removal expenses. 

Application Forms and_ particulars from the 
County Surveyor, County Hall, — ee Com 

: First Post on MONDAY, 10t ctober, ; 
—_— R. F. G. THURLOW, 4 

Clerk of the County Council. 

County Hall, 

March, 
Cambs. 


COUNTY BOROUGH OF WEST HAM. 


BONUS MEASURING) ASSISTANT REQUIRED. 
Must be experienced in measuring building works in 
all trades for incentive bonus. Salary Misc. Grade V 
(£650-£715 p.a.) plus London Allawonce of £25-£40 
p.a., according to age. 

Commencing _ salary 
according to experience. : : 

Applications in writing, giving full particulars of 
experience, age, etc., to BOROUGH ENG'NEER AND 
SURVEYOR, West Ham Town Hall, Stratford, E.15, 


immediately. 


within the above’ range, 





B OROUGH OF ROWLEY REGIS. 
APPOINTMENT OF SENIOR ENGINEERING 
ASSISTANT. 

APPLICATIONS are invited for the ABOVE 


APPOINTMENT in the Borough Engineer and 


Surveyor's Department. : 

Applicants should be Associate or Graduate 
M.1.C.E. or A.M.I.Mun.E., and have had at least five 
vears’ exoerience in civil and municival engineering. 
Salary wi'l be within A.P.T. Special Grade (£785 x 
£40—£1,070). The Council will consider the 
provision of housing accommodation if reauired. 

Applications, with covies of two recent testi- 
monials, or the names and addresses of two persons 
to whom reference can be made, should be sent to 
the Borough Engineer and Survevor at the address 


below not later than WEDNESDAY, 12th October, 
1960. 
JOHN HILTON, 
Town Clerk 
Municipal Buildings 
Old Hill, 
Staffs. 


BOROUGH OF BURY ST. EDMUNDS. 


MAIN OUTFALL SEWER. 
APPOINTMENT OF RESIDENT ENGINEER. 


APPLICATIONS are invited by the Council from 
persons of considerable experience for the APPOINT- 
MENT of RESIDENT ENGINEER. 

The work entai's the laying of a large-diameter 
outfall sewer along the river valleys, together with 
a section of tunnel and ancillary works. 

The salary offered is £1,100 per annum, and 
consideration will be given to additional expenses in 
connection with subsistence allowance. The appoint- 
ment is temporary, but will be for a minimum period 
of three years. 

The person appointed will be responsible to the 
Borough Engineer and Survevor, G. S. STANDLEY, 
A.M.1.C.E., M.1.Mun.E., to whom applications, giving 
full details of experience, age and qualificat'ons, 
together with the names and addresses of three 
referees, should be sent not later than 3rd NOVEMBER 


next. 
RICHARD R. HILES, 
Town Clerk 


Borough Offices, 
Bury St. Edmunds. 


THE CONTRACT JOURNAL 


APPOINTMENTS VACANT 


GOVERNMENT OF _ SARAWAK. 


WATER ENGINEER (DEVELOPMENT), 
PUBLIC WORKS DEPARTMENT. 


Qualifications: Candidates, aged 28-50, must be 
Corporate Members of the Institution of Civil 
Engineers and have at least 10 years’ water engineer- 
ing experience. A knowledge of rainfall analysis and 
well hydrology is desirab’e. 

Duties: To supervise 15 small Water Authorities 
controlled by the Department. Other duties include: 


Stream gauging; mainlaying, estimating, design of 
treatment works, storage tanks, river intakes; 
assessment of water rates; analysis of consumption 


statistics; and preparation of contracts. 

Terms: On contract for one tour of three years 
in the first instance, with gratuity on satisfactory 
completion of engagement. 

Emoluments in Scale £1,386-£2,324 p.a. Point of 
entry to the Scale dependent on age and experience. 


Free passages. Generous home leave. Education 
allowance. 
Apply DIRECTOR OF RECRUITMENT, Colonial 


Office, London, S.W.1. Give full name and age, and 
brief details of quatifications and experience. Quote 
BCD112/24/016/D14. 


NYASALAND. 
WATER DEVELOPMENT ENGINEER 


Qualifications: Candidates (not over 25) must 
either have a University degree, or equivalent, recog- 
nised by the Institution of Civil Engineers, together 
with two years’ subsequent practical experience; or 
have passed, or be otherwise exempt from, Parts | 
and Il of the Final Examinations of the Institution 
of Civil Engineers, and have had not less than five 
years’ practical experience. Experience in the control 
of water, either in irrigation or land drainage, is 
desirable. 

Duties: To work independently on small irrigation 
schemes and be responsible under the Director of 
Water Development for the survey, design and 
construction of water control works. 

Terms of Appointment: Permanent and pensionable, 
subject to satisfactory completion of probationary 
period, or on contract/gratuity terms for one tour 
of three years. 


(IRRIGATION) 


Emoluments: If permanent—in Scale £1,035- 
£1,950; if contract—in Sca'e £1,270-£1,950. 

Free passages. Generous home leave. 

Apply DIRECTOR OF RECRUITMENT, Colonial 


Office, London, S.W.1. Give full name and age, and 
brief details of qualifications and experience. Quote 


BCD.140/4/02/D14. 
BOROUGH OF PORT TALBOT. 
APPOINTMENT OF FINANCE AND COSTING 
ASSISTANT. 


BOROUGH ENGINEER'S DEPARTMENT. 


APPLICATIONS for the ABOVE APPOINTMENT 
are invited from suitably qualified persons having 
had extensive costing and administrative experience 
whilst holding a senior post with a local authority 
or large building or civil engineering contractor. 

_ Preference will be given to those holding the 
Final Examination Certificate of the Institute of Cost 
and Works Accountants. 

Salary Grade Special/A.P.T. 1V, commencing within 
the range £90S5-£1,220 p.a., depending on experience 
and qualifications. Housing available if required. 

Port Talbot is a rapidly developing South Wales 
Municipal Borough, part of which is being developed 
as a seaside resort, and the appointment offers an 


interesting and responsible opportunity for a keen 
and able candidate. 

Appiications, endorsed ‘Finance and Costing 
Assistant," stating age, qualifications, experience, 


present and previous appointments, and salary, and 
the names of two referees, must be forwarded to 


the undersigned not later than Noon on 10th 
OCTOBER, 1960. 
W. KING DAVIES, 
Town Clerk 
Municipal Buildings, 
Port Talbot. 
19th September, 1960. 

oe ee OF WAKEFIELD. 


CITY ENGINEER'S DEPARTMENT. 


SENIOR ASSISTANT ENGINEERS— 
(A) GRADE A.P.T. IV (£1,065- x £55 x £50(2)— 


£1,220). 
(B) SPECIAL GRADE (£785 x £40(3) x £45 x 
£40(3)—£1,070). 
APPLICATIONS are invited for the ABOVE 
SUPERANNUABLE APPOINTMENTS from persons 


having had experience in Municipal Engineering and 
being A.M.I.C.E. and/or A.M.1.Mun.E—. by examina- 
tion. 
Housing 
necessary. 
Applications, stating age, qualifications and experi- 


accommodation will be provided if 


ence, and the names of two persons to whom 
reference can be made, to be sent to the City 
Engineer, Town Hall, Wakefield, by the 10th 
OCTOBER, 1960. 
W. S. des FORGES, 
Town Clerk. 
Town Hall, 
Wakefield. 


21st September, 1960. 


CHEADLE AND_ GATLEY 
DISTRICT COUNCIL. 


APPOINTMENT OF HIGHWAYS SUPERINTENDENT 


APPLICATIONS are invited from suitable persons 
for the ABOVE POSITION. 

Applicants must have a good experience reiating 
to all highway and sewer construction and main- 
tenance, and labour supervision. Previous service with 
a loca! authority will be an advantage. 

The salary will be within the Grade A.P.T. Il 
(£765-£880), depending upon qualifications and 
experience, and applicants must hold a current driving 
licence. The nature of the duties of the post will 
call for hours of duty in excess of 44 hours per week, 
as conditions demand. 

The position is subject to one calendar month's 
notice on either side. 

Applications, endorsed *' Highways Superintendent,” 
stating age, present and previous appointments, 
experience, and giving the names and addresses of 
two referees, must reach the undersigned not later 
than SATURDAY, 15th October, 1960. 

The Council will consider the provision of housing 


accommodation. 
RICHARD ROBERTS, 
Clerk of the Council. 


URBAN 


Town Hall, 
Abney, 
Cheadie, Ches. 
22nd September, 1960. 





September 29 1960 


APPOINTMENTS VACANT 


ENIOR DESIGN ENGINEER REQUIRED on indus- 

trial construction contracts in South Wales area. 
Applicants should have experience in reinforced con- 
crete, steelwork and building design as applied to 
industrial construction work. Good prospects and 
permanent position with superannuation and bonus 
schemes in operation.—Apply to Personnel Officer, 
TARMAC CIVIL ENGINEERING, LTD., Ettingshall, 
Wolverhampton. 


UANTITY SURVEYORS REQUIRED on industrial 

construction contracts in North-East England. 
Applicants should have extensive experience of civil 
engineering and building construction work, with 
Particular reference to industrial work. Good pros- 
pects and pérmanent position, with superannuation 
and bonus schemes in operation.—Apply to Personnel 
Officer, TARMAC CIVIL ENGINEERING, LTD., 
Ettingshall, Wolverhampton. 


BRISTOL-BIRMINGHAM MOTORWAY 
BRIDGES SECTION 


WILSON LOVATT AND SONS, LTD., invite applications 
from fully trained men for the following positions. 
Good terms and opportunity for advancement within 
the company's expansion programme:— 

SITE ENGINEERS 

SECTION FOREMAN 

CARPENTER FOREMAN 

STEELFIXER FOREMAN 

GANGERS 
Apply to: 


Site Agent. Contractors’ Office, 
WILSON LOVATT AND SONS, LTD., 
Wychoold, near Droitwich, Worcestershire. 


ENIOR ENGINEER/SUB-AGENT REQUIRED for 
power station contract by major firm of civil 
engineering and building contractors. This is a per- 
manent appointment, with prospects of rapid pro- 
motion to Agent, and has ample scope for further 
advancement thereafter for the _ right applicant. 
Write Box V.2671, ‘‘ The Contract Journal.” 


ITE ENGINEERS. — If you are ambitious and 
' anxious for rapid promotion in position with 
responsibility and salary, and are young with a few 
years’ setting-out experience on contracts, we have 
several positions open and invite you to get in 
touch with us to discuss details, terms and conditions. 
WILSON LOVATT AND SONS, LTD., Clarence Street, 
Wolverhampton. 


IRM of national building contractors REQUIRE 
First-class REINFORCED CONCRETE GENERAL 
FOREMEN for work in Northern Area. Permanent 
and pensionable positions for right applicants.—Write 
to Box L.L.398, ‘* The Contract Journal.” 


SENIOR CIVIL ENGINEER 


RICHARD COSTAIN, LTD., have a vacancy for a 
SENIOR CIVIL ENGINEER for work in the U.K 
Applications are invited from men, preferably aged 
30-38, who are qualified civil engineers with at least 
five years’ site experience with contractors; this should 
include periods in control of contracts, or as section 
engineers on large sites. Excellent promotion pros 
pects exist in an expanding organisation, and frequen: 
opportunities arise for service abroad, if desired 
Please write to: 


Senior Personnel Officer, 
RICHARD COSTAIN, LTD., 
111 Westminster Bridge Road, London, S.E.1. 


UILDING ESTIMATOR.—if you are young and 
have H.N.C. or L.1.0.B. in building and some 
experience in building-up prices for estimating, we 
have a progressive vacancy and offer a good salary 
to a suitable applicant.—Please get in touch with 
WILSON LOVATT AND SONS, LTD., Clarence Street, 
Wolverhampton. 


GENTS (Building), Midlands area, for a leading 

building and civil engineering company with an 
expanding organisation. Must have carried out large 
scale contracts, including concrete-framed multi-storey 
structures. Able to adhere to progress schedules and 
be conversant with planning procedure. High salary 
superannuation and profit-sharing scheme. — _ Briet 
particulars to be sent, in confidence, to J. Wright, 
Director, C. BRYANT AND SON, LTD., Smal! Heath, 
Birmingham, 10. 


PAVIOR CONSTRUCTION CO., LTD. 


Invite applications for the following experienced civil 
engineering staff for work in the Yorkshire area 


AGENTS 
Preferably qualified and with extensive experience in 
the industry. 
SITE ENGINEERS 


To train as Sub-Agents and Agents, preferably with 
at least five years’ site experience on major projects 
GENERAL FOREMEN 
A number of General Foremen are required for 
contracts varying from major roadworks, deep sewers 


and bridgeworks. 

. . SUPERVISORS 

The surfacing department requires a number of Super 
visors experienced in road surfacing. Applicants must 
be capable of ordering their own materials via head 
office, planning continuity of work, and be able 
to measure and agree quantities with our clients 
These are intended to be permanent positions and 
carry with them an immediate entry into a first-class 
superannuation scheme. Excellent prospects, together 
with generous salaries and other financial benefits 
Apply in first instance, in writing, to 


PAVIOR CONSTRUCTION CO., LTD., 
Saltaire Road, Shipley, Yorkshire. 


ProRemAn REQUIRED to supervise outside work 
of plant hire and earthmoving contractors in 
the South-East. Should be conversant with most types 
of plant and have practical experience of them. Age 
ee 30-45.—Write Box V.2679, ** The Contract 
ournal."’ 


ENIOR and JUNIOR SITE 
QUANTITY SURVEYORS are REQUIRED for 
civit engineering and building contracts in England 
and Wales. These*are permanent appointments, with 
good prospects. Bonus and superannuation schemes 
in operation.—-Applications, which will be dealt with 
in strict confidence, must give details of age, experi- 
ence, qualifications, and salary required, and should 
be addressed to Personnel Officer, TARMAC CIVIL 
ENGINEERING, LTD., Ettingshalil, Wolverhampton. 


GErrinG-our ENGINEER REQUIRED, good wages 
to_ right man.—J. P. McCARTHY AND CO., LTD., 
22 Chantry Middlesex. 


ENGINEERS = and 


Close, Kenton, Harrow, 





September 29 1960 


APPOINTMENTS VACANT 


EEN ESTIMATOR/SURVEYOR REQUIRED for 
sportsgrounds and hard courts. Previous experi- 
ence in similar capacity essential. Able to take levels, 
prepare plans and estimate competitively, particularly 
on bulk excavation. Salary according to experience. 





Apply, with full details of previous experience, age, 
etc., to GRASSPHALTE, LTD., High Street, Hampton 
Hill, Middlesex. 


CcUusittTs 


HOLLAND & HANNEN AND CUBITTS (G.B.), LTD., 
wish to appoint a SENIOR WORK STUDY ENGINEER 
to set up a work study section on a large civil and 
structural engineering project. This appointment will 
be backed by a well established work study department 
at the company's head office. Applications are invited 
for this important appointment from men with experi- 
ence in the civil engineering industry. The salary 
will be commensurate with ability and experience, and 
will provide for future development. Accommodation 
will be provided and the successful applicant invited 
to join a superannuation scheme.—Please send full 
details of training and experience, with an indication 
of salary required, to: 


Personnel Manager (CJ /3496). 
HOLLAND & HANNEN AND CUBITTS (G.B.), LTD., 
1 Queen Anne's Gate, London, S.W.1. 


|B gees HAMPTON REQUIRES YOUNG ENGINEERS 
to measure earthwork quantities, assist Contracts 
Manager, and estimating. Permanent future in expand- 
ing, successful organisation.—DICK HAMPTON, LTD., 
Broadview Farm, Blacknest, Alton, Hants. Tel.: 
Bentley 2241-2. 


UILDING AGENT, SENIOR GENERAL FOREMAN, 
SITE ENGINEER, SURVEYOR (for ordering 
materials), CASHIER and TIMEKEEPER REQUIRED 
for large contract starting shortly at Sutton Coldfield, 
Birmingham Applications invited from experienced 
men, and the fullest details should accompany same. 
Write to Box V.2730, ‘* The Contract Journal." 


ITE CLERK for road and 
London area. Permanent 
man.—Apply, stating 

salary required, to Secretary, 
SON (CONTRACTORS), LTD., 
London, E.3 


UYVER REQUIRED for head office of medium-sized, 
progressive building and civil engineering con- 
tractors operating mainity in the South-West. Appli- 
cants must have knowledge of B.O.Q., drawings and 
office routine, and should be employed elsewhere in 
a similar capacity, although consideration will be 
given to Assistant Buyers in a large organisation. 
Apply in strict confidence to the Managing Director, 
giving details of age, experience, and salary required, 


sewer contracts in 
and pensionable for 
age, experience, and 
FITZPATRICK AND 
455 Old Ford Road, 


right 


DEVON CONTRACTORS, LTD., Venny_ Bridge, 
Whipton, Exeter. Tel.: Exeter 66216/8. 
THE PE. GROUP 


Appointments Division has been asked to assist with 
the appointment of a PIPE LINE ENGINEER with 
experience, required to take charge of site work 
at home and overseas on internal coating process. 
The post is based on North London, but a high degree 


of mobility is essential. Age about 35. Four-figure 
salary Applications, in confidence, to 
THE P.E. GROUP, 


Appointments Division, 
12 Grosvenor Place, London, S.W.1. 


SUPERVISOR WANTED by expanding London con- 

tractors. Should be fully conversant with all 
types of house and flat construction, and roads and 
sewers. Successful applicant will take contro! of 
several contracts under direct contact with construc- 
tional director. Excellent opportunity for the right 
man. Car supplied. Pension scheme.—Write, giving 
details of oast experience, and salary required, to 
Box V.2757, ‘‘ The Contract Journal." 


Cre SURVEYORS REQUIRED for 
buildng and C.E. contracts in the Manchester 
area Good prospects and conditions.—Reply, with 
full details of age, experience and when available, to: 
M. |. GLEESON (CONTRACTORS), LTD., C.E. Dept., 
Haredon House, London Road, North Cheam, Surrey. 


XPERIENCED SITE ENGINEERS/SURVEYORS RE- 

QUIRED by civil engineering contractors based 
in Hull. Fully experienced § setting-out measuring, 
valuations and final accounts, and able to work with 
minimum supervision. Pension and life assurance 
scheme in operation. Excellent prospects for right 
man.—Write, giving full details, in strictest con- 
fidence, to Box V.2746, ‘The Contract Journal." 


GENT SURVEYOR REQUIRED for building pro- 
ject in Derbyshire. Must be fully experienced 


large 


in all aspects of construction, including roads and 
sewers, and be able to measure sub-contractors up 
to final account. Excellent opportunity for the right 


man with expanding London contractors. — Write, 
giving full details and salary required, to Box V.2755, 
The Contract Journal." 


MUIR-HILL EXPORT SALES 


WANTED, young (21-25 years) SALESMAN at present 
engaged in selling in any intensively competitive field, 
to train as OVERSEAS SALES REPRESENTATIVE 
based on Manchester.—Particulars of selling experience 
and any relevant language, commercial or mechanical 
knowledge, to 


J. L. Sturrock, Sales Director, 


—. BOYDELL AND CO., LTD., 
Manchester, 16. 


‘ASSISTANT QUANTITY SURVEYOR of intermediate 


to final standard, capable of taking-off and 
dealing with final accounts. Good opportunity for 
widening experience. Professional office, West- 
minster. 5-day week. Luncheon vouchers and 
pension scheme.—Write, stating experience and 
salary required, to Box V.2753, ‘The Contract 
Journal." 

ATERIALS CLERK, able to read drawings, and 


with site experience on civil engineering con- 
tracts, REQUIRED for estimating department in the 
London office of civil engineering contractors.-—Write 
Box V.2754, ‘‘ The Contract Jour al." 


TORES OFFICE MANAGER. Must be fully con- 
versant with stores procedure, able to control 
male and female staff, manual and clerical. Know- 
ledge of contractors’ tools, plant and vehicle spares 
essential. Good prospects for right man to assume 
full control of section.—Write details of experience 
and salary to Box V.2751, ‘' The Contract Journal.” 


THE CONTRACT JOURNAL 


APPOINTMENTS VACANT 


Bere for London office of civil engineering con- 
tractors. Initial position is a Senior Assistant 
to Chief Buyer. Must have good knowledge of 
materials for road and sewer department and be 
able to work on _ own initiative. Permanent position. 
Good prospects. Opportunity given to carry out site 
pre-tender investigations.—Write details and salary 
to Box V.2750, ‘* The Contract Journal." 
EPRESENTATIVE WANTED to sell 
plant and spare parts. Salary £1,000 p.a. plus 
commission, expenses and car. Only men with first- 


class connection in the trade need apply.—Write Box 
V.27S52, ** The Contract Journal." 


ENIOR ESTIMATOR REQUIRED.—Applications are 
invited from men who are fully experienced in 


contractors’ 


estimating for all types of civil engineering and 
building works. Pension scheme in operation, and 
car provided.—Apply in writing, stating age, full 


particulars of experience, previous empioyers, salary 
expected, and when free to commence, to Managing 
Director, CURRALL, LEWIS AND MARTIN, LTD., 
11 Booth Street, Birmingham, 21. 


JOINERS REQUIRED immediately for C.E. form- 
work. Subsistence and bonus on results payable. 


Occasional Sunday work.—Apply: SIR ALFRED 
McALPINE AND SONS, LTD., Greenbooth Road, 
Norden, Rochdale, Lancs. 

ARMAC ROADSTONE, LTD., REQUIRE OFFICE 


MANAGER for surfacing department, Wolver- 
hampton. Applicants should have good experience with 


surfacing or civil engineering contractors. Permanent 
position and superannuation scheme available. 
Surfacing Manager, Economac House, Dunstall Road, 


Wolverhampton. 


ASSISTANT SURVEYOR 


REQUIRED for the head office of building and civil 
engineering contractors in Westminster. Age 20-25. 
Applicants must be experienced in all phases of 
building surveying, from site measuring to assisting 
with preparation of final accounts.—Apply in writing, 
Giving age, complete details of training and salary 
required, to: 


BOX V.2749, “THE CONTRACT JOURNAL.” 

ONSULTING ENGINEERS in Westminster RE- 

QUIRE ENGINEER to take charge of site 
investigations and soil mechanics laboratory. The 


post offers excellent scope for a well-qualified, ener- 
getic man. —— Write full details to Box V.2712, 
“The Contract Journal." 


STIMATOR, experienced in 
sewer works, REQUIRED by reputable company 
of civil engineering contractors for work in their 
London Office. Alternatively, a young man, partially 
experienced, who is looking for wider scope and 
opportunity, would be considered. Good opportunity 
and permanent position.—Write, giving full details, 
to Box V.2723, ‘* The Contract Journal.” 


IVIL ENGINEERING contractors REQUIRE SITE 
ENGINEERS with a minimum of two years’ site 


road construction and 


experience, for various contracts throughout the 
country. Permanent and _ progressive positions for 
suitably qualified applicants. Superannuation scheme. 
Write full details of age, qualifications and experi- 
ence to Personnel Manager, Jj. L. KIER AND CO., 
se 7 Lygon Place, Grosvenor Gardens, London, 


c= for builder's general office. Costing, invoices, 
etc., experience preferred but not essental. 
Opportunity for advancement.—wWrite fu!l particulars, 


age, salary required, etc., to Accountant, W. H. 
GAZE AND SONS, LTD., 19/23 High Street, 
Kingston-on-Thames. 

SENIOR ESTIMATOR 
REQUIRED for City head office. Applicants, aged 


between 30 and 45, 
experience 


should have had considerable 
in estimating for major civil engineering 
works. The appointment offers scope and interest 
in’ an organisation with world-wide commitments. 
Good progressive salary. Pension fund. Five-day week. 
Luncheon Club.—Write details age and experience: 


(1.A.M./248), 
BALFOUR, BEATTY AND CO., LTD., 
Bow Belis House, 
Bread Street, Cheapside, London, E.C.4. 


GENT/ENGINEER REQUIRED by civil engineering 


contractors, Southern Counties. Age 30/40. 
Must be fully experienced in road improvement 
schemes and major road _ construction. Permanent 


position with salary range £1,300/£1,500 per annum. 
Car provided. Contrbutory pension scheme in opera- 
tion.—Write in confidence, stating age, experience, 
past employers, and salary expected, to Box V.2732, 
“The Contract Journal." 


Qasr CLERK REQUIRED, with knowledge of road 
surfacing work, to deal with inquiries, orders, 
pricing and deliveries. Alternate Saturday mornings 
off. Pension scheme.—ASPHALTE CARPETS, LTD., 
38 Buckingham Palace Road, S.W.1. 


ENERAL FOREMEN REQUIRED for sites in and 

around Home Counties. Should be fully experi- 
enced in house and flat construction. Excellent 
opportunities exist for the right men.—wWrite, giving 
details and salary required, to Box V.2756, ‘“ The 
Contract Journal.” 


CONTRACT MANAGER 


A CONTRACT MANAGER with a background of 
experience in industrial building and civil engineering 
is REQUIRED for a position with British contractors 
overseas. The successful applicant must have previous 
foreign experience and will preferably be qualified. 
A degree would be an advantage. He should be aged 
35-45 and should already have been in charge of a 
turnover of at least half a million pounds per annum. 
A very good salary will be offered, together with 
married accommodation, car and other benefits. 
Write, with full details, to: 


BOX V.2704, “THE CONTRACT JOURNAL.” 


IVIL ENGINEERING contractors REQUIRE ASSIST- 

ANT CIVIL ENGINEERS for North-West Scotland. 
Must be prepared to stay away from home. Attractive 
prospects. State experience and salary.—Write 1991, 
Wm. Porteous and Co., Glasgow. 


ANTED, Skilled FITTERS, experienced in over- 


haul and maintenance of excavators and bull- 
dozers.—Aoply |. CLUBB (PLANT HIRE) CO., LTD., 
Church Hill, Wilmington, Dartford, Kent 


SUPPLEMENT 


1549 


APPOINTMENTS VACANT 


yr ENGINEER REQUIRED for office of con- 
tracts company in Essex. Should have experience 
in costing, preparing of tenders and quantities in 
sportsground and engineering contracts. Salary 
according to qualifications and experience. — Write 
Box V.2758, ‘“ The Contract Journal.” 

UANTITY SURVEYORS for civil engineering 

contracts.—RICHARD COSTAIN, LTD., have 
vacancies for Quantity Surveyors who have had 
experience of civil engineering measurement and con- 
ditions of contract. There are two immediate 
vacancies: (1) in the Manchester area; (2) on the 
eastern outskirts of London.—Applications for both 
appointments should be addressed to Senior Personnel 
Officer, 111 Westminster Bridge Road, London, S.E.1. 





A RAPIDLY EXPANDING 


Civil engineering division has opportunities in the 

following positions— 
ESTIMATORS : 
ENG!INEERS—Senior and Junior 
AGENTS—Senior and Intermediate 
BUYERS 

Apply to 


THYSSEN, 
Ref. C.G.P.., 
Wesleigh House, 
42 Coombe Road, New Malden, Surrey. 


OST CLERK REQUIRED for building and civil 
engineering contractors at Crouch End, N.8. 
Must be experienced.—wWrite or telephone: CAWOOD 
WHARTON AND CO., LTD., 75 Crouch Hall Road, 
N.8. MOUntview 3477. 


ENERAL BUILDING FOREMAN REQUIRED for 

medium-sized contracts in the North. Must be 
fully conversan: with all trades.—Apply, in writing, 
giving full particulars of previous employment, salary 
required, and any relevant information, to CAWOOD 
WHARTON AND CO., LTD., Constructional Depart- 
ment, Southiands, Harrogate. 


UILDING ESTIMATOR.—An opportunity exists for 

a man experienced in estimating for all types 

of building works and preferably having A.1.B.E., 
L.1.0.B. or H.N.C. qualifications. Should you be a 
suitable applicant, we can offer a _ good salary 
and favourable conditions.—Please get in touch with 
WILSON LOVATT AND SONS, LTD., Clarence Street, 
Wolverhampton. 


BUYER (BUILDING AND CIVIL 
ENGINEERING INDUSTRIES) 


SCOTTISH SPECIAL HOUSING ASSOCIATION, LTD., 
invite applications for the superannuable appointmen: 
of BUYER at an annual salary of £1,450. Candidates 
must be keen and energetic and have sound admini- 
strative ability, allied to extensive experience of 
large-scale bulk buying for the building and civil 
engineering industries, including multi-storey flats. 
An intimate knowledge of ali materials used in the 
building and civil engineering industries and of their 
markets and available sources is essential. A house 
to rent in Edinburgh is available, if required.—Appli- 
cation forms obtained from: 


The Secretary, 
SCOTTISH SPECIAL HOUSING ASSOCIATION, 
15/21 Palmerston Place, Edinburgh. 


LTD., 


PPLICATIONS are invited for the following posi- 

tions in the structural engineering section of 
a maior building and civil engineering contractor: 
CONTRACTS MANAGER — preferably a qualified 
Structural Engineer who has had good experience in 
charge of large contracts; SITE ENGINEER—prefer- 
ably qualified and experienced in setting-out on large 
contracts. A knowledge of concrete control would 
be an asset; ENGINEER/DRAUGHTSMAN—-with good 
experience in temporary works design and design of 
shuttering. The appointments are to the permanent 
staff and offer excellent opportunities for advance- 
ment. Good salary and conditions. Bonus and super- 
annuation schemes are in operation.—Please send full 
details to Box C.M.3877, A.K. Advertising, 212a 
Shaftesbury Avenue, London, W.C.2. 





TURRIFF CONSTRUCTION 
CORPORATION, LTD. 


Invites applications for two important appointments: 
(1) BUILDING/CIVIL ENG'NEERING CONTRACTS 
MANAGER 

(2) SENIOR BUILDING AGENT 3 

We have no need to state qualifications. The right 
men know their capabiities and experience. We want 
at least ‘‘half-million’’ minded men. Operate princi- 
pally in the Midlands, based at Warwick. Salary to 
match the man. Car, bonus, pension scheme. Per- 
manency and prospects are assured with T.C.C.—Write 
for interview: 


Group Personnel Manager, 
TURRIFF CONSTRUCTION CORPCRATION, 
Budarooke Road, Warwick. 


LTD., 


EPRESENTATIVE for Scotiand. REQUIRED by 

well-known manufacturer of top-quality contrac- 
tors’ plant. Salary, expenses and commission. Car 
provided. Pension scheme. Applicants should give 
full details of experience and background. — All 
replies, which will be treated with strict confidence, 
to be addressed to the Secretary, C. H. JOHNSON 
(MACHINERY), LTD., Adswood, Stockport, Cheshire. 


IVIL ENGINEERS REQUIRED. Experience to include 

instruments, measuring, accounts and estimating. 

Car provided. Office situated 10 miles West of 

London.—Write, stating past similar employment, 

and aoiery required, to Box V.2762, ‘ The Contract 
Journal.” 


o=— SURVEYOR REQUIRED by British civil 
engineering contractor, for large public works 
contract in West Africa. — Write brief details of 
experience to Box Cj853 LPE, Romano House, 399/ 
401 Strand, London, W.C.2. 


SSISTANT ENGINEER/SURVEYOR REQUIRED for 
land surveys, design of roads and sewers. 
setting-out and supervision of roadworks by direct 
labour. Applicants should have received professional 
training and have had site experience. Age preferred, 
25-35. Current driving licence essential. This is a 
new post in an expanding department and provides 
excellent prospects for the right man. Nonr- 
contributory pension scheme.—Applications in writing, 
stating age, qualifications (if any), experience, and 
present salary, to the Engineer and Surveyor, A. J. 
WAIT AND CO., LTD., Wellington Crescent, 
New Malden, Surrey 
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APPOINTMENTS VACANT 


ALES MANAGER REQUIRED. We wish to increase 

our sales still further in the Southern Counties 

and can offer a really progressive position to an 

individual who can produce good results. Naturally, 

all applications will be treated in the strictest con- 

fidence. —-GREENHAM EQUIPMENTS, LTD., Clayton 
Road, Ruislip Road, Greenford, Middx. 


cLAUGHLIN AND HARVEY, LTD., 24 Highbury 

Grove, N.5, REQUIRE WAGES CLERK. Experi- 
enced man by North London builders. Must have 
good knowledge P.A.Y.E. and W.R.A.—Apply, giving 
full details of experience, to the above. 


CEMENT AND CONCRETE ASSOCIATION 


Roads Advisory Staff.—The Association wishes to 
appoint an additional MEMBER to its roads advisory 
staff, for work which will include visiting road sites 
to advise on construction methods and assisting in 
practical research on roads and related matters. 
Previous experience with a local authority contractor 
or other body responsible for road work would be 
an advantage.—The post is permanent and pensionable 
and further information can be obtained from 


The Director of Research, 
CEMENT AND CONCRETE ASSOCIATION, 
52 Grosvenor Gardens, London, S.W.1. 


ITE FITTER REQUIRED. Must be fully conversant 

with Caterpillar equipment of all types; prepared 

to travel. Good wages and caravan accommodation 

supplied. Permanent position for a conscientious man. 

Write full particulars of previous employers, refer- 

ences and age, to Box V.2769, ‘The Contract 
Journal."’ 


M. JONES AND SONS, LTD., REQUIRE CIVIL 
* ENGINEER to contro! civil engineering division. 
The successful applicant will be required to reorganise 
and develop the division. Progressive appointment 
with staff pension and life assurance, and assistance 
with housing if necessary.—Apply with details of 
general and technical education, qualifications, and 
details of experience, and state commencing salary 
required, to the Secretary, J. M. JONES AND SONS, 
LTD., Highway Works, Maidenhead. 


ECHNICAL ORDER SURVEYOR. — Permanent 
vacancy for fully trained Surveyor, age range 
26-38 years, with H.N.C. in Building, and experienced 
with bills, specifications, drawings, and can take-off 
material schedules and make joinery detail drawings 
for all classes of work. The position will be based 
at head office in Wolverhampton. Applicants should 
get in touch with us to discuss terms and conditions. 
WILSON LOVATT AND SONS, LTD., Clarence Street, 
Wolverhampton. 


AING HOUSING CO., LTD., has vacancies for 
ASSISTANT BUYERS. Good prospects within an 
expanding organisation, including a pension scheme 
and other progressive benefits. —- Applications in 
writing, giving brief details of past experience, to 
Personnel Manager (LHB3), John Laing and Son 
(Holdings), Ltd., London, N.W.7. 


TECHNICAL OFFICER is REQUIRED by THE 

BRITISH GRANITE AND WHINSTONE FEDERA- 
TION. His duties will be to undertake technical 
reading and research. Engineering qualifications and 
some experience in highway construction are essen- 
tial.—Applications, giving the fullest details, should 
be sent to the Director, The British Granite and 
we Federation, 55-58 Pall Mall, St. James's, 


ANAGER REQUIRED ffor building and. civil 
engineering contractors, Birmingham. Com- 
mencing salary £2,000 per year plus Car. Good 
prospects. Only fully experienced and good-class men 
need apply. All replies treated in strictest confidence. 
Write, giving full details, to Box V.2780, ‘ The 
Contract Journal." 


ANTED.—Experienced QUANTITY SURVEYOR 

for contractors’ head office in Cumberland. Must 
have sound knowledge of site measuring, valuations, 
final accounts, etc.—Write, stating age, experience, 
and oer required, to Box V.2779, ‘* The Contract 
Journal.” 


IVIL ENGINEER REQUIRED for civil engineering 
contracts in reinforced concrete bridgeworks and 
sewage disposal works. Successful applicant would be 
required to work under the control of a Civil Engineer- 
ing Agent, and previous experience in this type of 
work is essential. Excellent prospects are offered in a 
well-established and expanding organisation. We have 
a progressive staff policy operating superannuation, 
profit-sharing schemes, and assistance in car pur- 
chase.—For further details and application form, apply 
in confidence, giving brief particulars, to A. C. 
Bryant, Managing Director, C. BRYANT AND SON, 
LTD., Small Heath, Birmingham, 10. 





GEORGE WIMPEY AN® CO., LTD. 


Invite applications from CIVIL or MUNICIPAL 
ENGINEERS for appointments in their London and 
Newcastle offices. Applicants should have considerable 
general experience in municipal engineering, particu- 
larly the design and construction of roads and sewers 
and attendant works, and should hold either the 
Testamur Examination of the Institution of Municipal 
Engineers, or A.M.I.C.E. Applicants should be within 
the age limits of 35-45. Corporate Membership of 
the Institution of Civil Engineers or Municipal 
Engineers is essential. The successful applicants would 
be responsible for all matters in connection with the 
advance preparation of housing sites, together with 
the direction and control of staff engaged upon the 
design of such matters. Commencing salary range 
£1,200-£1,500 per annum. A car will be provided 
—_ Staff pension scheme is in operation.—Applications 
Cc: 


Establishment Officer (2G), 
GEORGE WIMPEY AND CO., LTD.. 
27 The Grove, Hammersmith, London, W.6. 


DPDRAUGHTSMEN REQUIRED, preferably with archi- 
an a eee ann Precast concrete and 

iling.—Apply UCESTER STONE 7 
LTD., 203 Barnwood Road, Gloucester. - 


ASSISTANT RESIDENT ENGINEER REQUIRED for 
long-term coke oven and bi-product contract in 
Yorkshire. Age 25/30 years. Graduate Civil Engineer 
or A.M.I.C.E. preferred. Must be interested in the 
construction of complete industrial plants, including 
structural steelwork, pipework, heavy vessels and 
refractory brickwork. Should be prepared to travel at 
the end of the present contract. This is a permanent 
staff appointment, with pension rights, and carries 
good prospects. Salary will be in accordance with 
qualifications and experience.—Applications, quoting 
Ref. AR.115, in confidence, to Contract Labour 
So hate sat SIMON-CARVES, LTD., Cheadle Heath, 
ckport. 


THE CONTRACT JOURNAL 


APPOINTMENTS VACANT 


STIMATOR REQUIRED by Bristol firm of civil 
engineering and building contractors.—Write in 
confidence, stating age, experience, and_ salary 
required, to Box V.2778, ‘‘ The Contract Journal." 


ORKS MANAGER REQUIRED to take complete 
charge of new concrete factory shortly to be 
opened by ANGLIAN BUILDING PRODUCTS, LTD., 
Lenwade, Norwich. Only first-class and experienced 
men need apply. The position offers great scope and 
remuneration commensurate with responsibility and 
experience.—Apply in first instance, in writing, giving 
full details, to Managing Director. 


SSISTANT QUANTITY SURVEYOR, age about 26, 

REQUIRED for one tour, with possible extension, 

for harbour construction work in Ghana.—Apply, 

giving full particulars experience, to SIR WILLIAM 

HALCROW AND PARTNERS, Alliance House, Caxton 
Street, London, S.W.1. 


LERK OF WORKS REQUIRED on the construction 

of a large impounding reservoir embankment near 
Manchester. Applicants should have had _ previous 
experience in this type of work, and in checking-up 
and measuring work. Use of level an advantage; 
also experience in masonry. Salary will be in accord- 
ance with qualifications.—Apply, stating age, etc., to 
G. H. HILL AND SONS (MANCHESTER), S51 Mosley 
Street, Manchester, 2. 


ENERAL FOREMEN REQUIRED. Mainly reinforced 
concrete sewage disposal works, etc.—KOTTLER 
AND HERON, LTD., Northampton. 


ONTRACTS SUPERVISORS REQUIRED for build- 
ing contracts in Southern England. Values of 
contracts range from £'4m. to £1m. Permanent 
appointments with good prospects and top salary: 
bonus and superannuation schemes _in_ operation. 
Applications to Personnel Manager, T.G. CONSTRUC- 
TION CO., LTD., Ettingshall, Wolverhampton. 


YORKSHIRE PRESTRESSED 
CONCRETE MANUFACTURERS 


Progressive prestressed and precast manufacturers 
REQUIRE WORKS MANAGER, preferably with know- 
ledge of this industry. though not essential if appli- 
cant has proven record in the civil engineering industry. 
He must be a first-class organiser and administrator, 
capable of controlling labour and production to a 
highly competitive standard. Generous salary and car 
to the right man.—wWrite in first instance, giving age, 
qualifications, experience and indication of salary 
range, to: 


BCX V.2784, “THE CONTRACT JOURNAL." 


Tor-cLass GENERAL FOREMAN REQUIRED for 
medium- and large-sized building contracts in 
Southern England. High-calibre men _ required for 
good salary with bonus scheme in operation.—Apply 
to Personnel Manager, T.G. CONSTRUCTION CO., 
LTD., Ettingshall, Wolverhampton. 


UANTITY SURVEYOR REQUIRED by civil 

engineering contractors, for permanent appoint- 
ment at head office. This is a senior appointment. 
and applicants must have wide experience of civil 
engineering and building work, with a knowledge of 
estimating.—Apply, giving full details of experience, 
to Managing Director, THOMAS FLETCHER AND 
CO., LTD., Mansfield, Notts. 


RGENTLY NEEDED.—Man with smal! capital for 

a limited company, demolition and haulage, that 

has been in existence for nine months. Have plenty 

of work and good connections. Must be able to 

keep books, accounts, and do all office work.—Write 
Box V.2781, ‘* The Contract Journal." 


Geren SITE ENGINEERS REQUIRED for road- 
works and main drainage contracts in the 
Oxfordshire area. Salary range of £1,000 £1,250 p.a 
Permanent and progressive post, with superannuation 
scheme.—Write in confidence, stating age, full details 
of experience, and past emp'oyers, etc., to Box 
V.2788, ‘‘ The Contract Journal." 


ERE RADE eS TARLETON RTCA 
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NS AR it RAN AN NIE I RN ANSI 
APPOINTMENTS WANTED 


1Vit ENGINEER, 52, qualified, REQUIRES 

APPOINTMENT as DIRECTOR GENERAL 
MANAGER. Wide and varied association with the 
industry. Good commercial background. 

Write Box W.2641, ‘The Contract Journal." 


IVIL CONTRACTOR, 36, single, good education. 
has recently sold his business (owing to accident), 
wishes to Join a reputable comoany of earthmoving 
equipment, etc., as AREA REPRESENTATIVE. Wide 
experience of most types of contractors’ plant, buying 
and selling. Also aood contacts in Midiands area. 
Write Box W.2782. ‘The Contract Journal."’ 


UPERVISOR, mastic asphalt, felt roofing. Capable 
of estimating, supervising of contracts, measuring 
and final invoicing. Seventeen years’ experience 
SEEKS CHANGE 
Write Box W.2799, ‘The Contract Journal." 





WORK REQUIRED 


'TE CLEARANCE, BULK EXCAVATION. 
JANES AND CO., LTD., Trading Estate, Slough. 
Telephone: Slough 20361—Ext. 4. 


AM BOOTH, LTD., Perrymount Chambers, 

Haywards Heath. Sussex. Tel.: Haywards Heath 

1126 and 1258. SUB-CONTRACT or HIRE: DQs, with 
Bulldozer and Caterpillar 463 Scrapers 


‘OR HIRE, One Drott and Six TIPPER LORRIES. 
SITE CLEARANCE. Direct or sub-contract. 

|. W. DOYE AND CO., Demoiltion Contractors, 
188 Plumstead H'gh Street, S.E.18. Woolwich 6318. 


PROOTING.—TREES, STIJMPS, HEDGES, etc. We 

have the most experience and all modern 
equipment.—T. GRAVESON, LTD., Warton, Carnforth, 
Lancs. Telephone: Carnforth 381 and 382. 


ULK EXCAVATIONS, any quantity quoted for. 
Own plant and lorries. 
COFF AND SON (EXCAVATIONS), LTD., 
Buckhurst Hill, Cheapside, Ascot, Berks. 
Ascot 1026/7/8. 


PECIALIS ED EXPLOSIVES SERVICES. 
U.K. and OVERSEAS MOBILE UNITS coverage on 
ex-service streng points, sea walls and dangerous 
structures, etc.—124 Old Shoreham Road, Southwick, 
Sussex. Tel.: Southwick 3791 or Shoreham 4193. 


September 29 1960 


WORK REQUIRED 


ULK EXCAVATION WANTED.—wWe have our own 
staff of qualified Civil Engineers, and _have_ the 
following machines ready for work: D9s, D8s, D6s, 
D4s, with Dozers, Scrapers and Rooters. Also Ruston 
Excavators with all equipments, and a fleet of new 
Tipping Lorries. No job is too small or too large. 
SMITHS PLANT HIRE AND CONTRACTORS 
(CHELTENHAM), LTD., Southam Court, 98 Prestbury 
Road, Cheltenham, Gios. Tel. 52021/56419/56473. 


XCAVATION SUB-CONTRACTS. Technical staff 

availabl. to analyse, programme and price 
complex projects. Particular attention given to 
finish and compaction. O09, D8, TD18 and TD14 
Scrapers, Excavators, Loading Shovels and Lorrles 
available with competent and Imaginative supervision 
for execution of work.—DICK HAMPTON, Broadview 
Farm. Blacknest, Alton, Hants. Tel.: Bentley 2241. 


Ateen OXFORD GRADERS tor HIRF. 
GRASSPHALTE, LTD., 
Hampton Hill, Middlesex. Telephone: Molesey 4343. 


ULK EARTHMOVING, direct contract or sub- 
contract. Also BULLDOZERS and SCRAPERS 
for HIRE.—FRANK R. WALPOLE, LTD., 126 Wing 
Road, Leighton Buzzard, Beds. Leighton Buzzard 3351. 


WANTED. EXCAVATION, SITE CLEAPANCE and 
DEMOLITION WORK. 
R. BARKER (PECKHAM), LTD., New Cross 3337. 


F TREES, ROOTS or UNDERGROWTH feature In 
your contract, we would be pleased to quote for 
their economical disposal. 
BAGSHOT SAWMILLS, LTD., 
32 London Road, Cemberley, Surrey. Telephone 14. 


ANTED, HIRE or CONTRACT WORK 

for modern fleet of DW21s, D9s, D8s, 15-ton 
Rear Dump Euclids and 38RB_ Face Shovel.—Apply: 
BRODERICK AND RYAN, LTD., 421 Nottingham 
Road, Ilkeston, Derbys. Telephone 4381/2. 


F GRADING, SEEDING, TURFING and PLANTING 

form part of your CONTRACT, we will be pleased 
to quote you.—HOLORUP, 139 Bells Hili, Barnet. 
Telephone 9111. 


ARMACADAM AND BITUMINOUS MACADAM 


SURFACING WANTED. — Barber-Greene (new 
1960) and full Roller range to 10 tons. HIRE, 
CONTRACT or SUB-CONTRACT. — D. S. O'BRIEN 


AND CO., Olive Mount, Birkenhead. Tel.: Birkenhead 
6605. 


ROTT SKID SHOVEL BTD6, fitted with Boughton 

Winch, for HIRE at keenest rate. — JAMES 

COOPER, LTD., 28 Kensington Church Street, London, 
W.8. Tel.: Western 3412. 


ITE CLEARANCE CO., LTD., specialists in removal 
of trees and roots. Explosion Engineers and 
Demolition Contractors.—Delph Dene, Quarry Lane, 
Appleton, Warrington. Telephone: Stockton Heath 309. 


ULK EXCAVATIONS and SITE WORKS 
undertaken. DIRECT or on SUB-CONTRACT basis. 
Quotations given for large or small contracts any- 
where.—S. AND L. BULL BROS., LTD., 126A High 
Street, Winchester. Telephone: Winchester 2264. 


ONTROLLED EXPLOSIVES, LTD., specialise in the 

fragmentation of mass and reinforced concrete 
inside or outside buildings. Demolition of bridges 
and chimneys, mass rock, trenching, sewage beds, 
engine beds, etc., and deep drilling for quarries. 
Particulars from 11 Church Street, Oldbury, Bir- 
mingham. Telephone: BROadwell 3117. 


ARTHMOVING, LEVELLING, LAND DRAINAGE, 

RECLAMATION, etc. Consult the Surface Special- 
ists. — SURFACE MAINTENANCE SERVICES, LTD., 
124 Old Christchurch Road, Bournemouth. Tel. 
24673. Branches throughout the country. 


M°*ise BOAT OWNERS REQUIRE 

CONSTRUCTIONAL WORK, ATTENDANCE, 
PERSONNEL, GOODS, TOWAGE, etc. Craft and labour 
supplied.—Apply: THOMAS BROS., 62 Sussex Road, 
East Ham, London, E.6. Telephone: GRA. 6697/3151. 


. EE EXPLOSIVES" specialise in the BLASTING 

of HEAVY MACHINERY, DEMOLITION, ROCK 
or CONCRETE, TREE ROOTS, etc. Anywhere in the 
U.K. or overseas. —Head Office: Sealand Road, Chester, 
Cheshire. Telephone 26765. 


ill CLEARANCE, BULK EXCAVATION 
and DEMOLITION 
W. EDWARDS AND SONS (CONTRACTORS), LTD, 
56 Thuristone Road, Ruislip 9844. 


RECTION and DISMANTLING.—Structural Steel- 
4 work and all types of Prefabricated Components. 
Speedly and efficient service.—ERECTORS, 80 Bulwell 
Crescent. Cheshunt, Herts. Waltham Cross 22564. 


VAILABLE in the North-West, SITE or WORKSHOP 
REPAIRS to all types of BUILDING CONTRAC 
TORS’ PLANT. Skilled operatives specialist in this field 
AINTREE GARAGE AND TRADING CO., LTD., 
136 Altway, Liverpoo!, 10. Telephone: Aintree 8317. 
Comprehensive fleet for HIRE at competitive rates. 


VAILABLE FCR IMMEDIATE HIRE. 
BTD6 Drott SHOVELS.—HARFORD ENGINEER- 
ING CO., LTD., Whiting Road, Norwich. Tel. 20207. 


Sire CLEARANCE, __ EXCAVATION. 
MOBILE HAULAGE, LTD., 
230 Tottenham Court Rd., London, W.1. Lan. 7833-5. 


eAaeeneoeens in south-west carried out by modern 

fleet of machines—hire or contract. Traxcavators, 
motor scrapers, bulldozers, excavators and mobile 
cranes.—GRANGE PLANT, LTD., Honiton, Devon. 
Telephone: Broadhembury 330-355. 


ULK EARTHMOVING, OVERBURDEN STRIPPING, 
EXCAVATIONS for _ roads, airfields, etc., 

with large fleet of Caterpillar O08 and O7 Tractors. 
Keenest prices for work anywhere in the country. 
CONTRACTORS’ PLANT HIRING CO., LTD., Barkby 
Road, Leicester. Tel.: Leicester 66631 (4 lines). 
NORTHERN REPRESENTATIVE: 91 Shaw Road South, 
Shaw Heath, Stockport. Telephone: STOckport 3082. 


BtAst THAT STUMP.—Tree Stumps, Concrete, etc 
REMOVED by EXPLOSIVES. Efficiently, Expedi 
tiously, Economically. Customers include county 
councils and prominent contractors. —- DALLOW 
(formerly Clivedale), “‘Hawthorns,’’ Springvale Road, 
King’s Worthy, Winchester. Telephone 2097. 


IVIL engineering company taking delivery of new 

Drott and D4 on November 7th, 1960, REQUIRE 

LUMP SUM or DAYWORK CONTRACT of minimum 
duration two months, Midland area 


Write Box X.2774, ‘‘The Contract Journal.” 


LL types of DEMOLITION UNDERTAKEN— 
Factories, Churches, Houses, etc. — Write or 
‘phone: BENIAMIN LOMAX, 21A Gaskell Street, 
Bolton, Lancs. Telephone: Higher Bolton 43962, 8895 


JAMES MILLER AND PARTNERS, LTD.. invite 
inaviries fram ALL TRADES for work on ESTATE 
DEVELOPMENTS in Southampton, Berks., Kent, 


Worthing and Clacton areas. Work available now 
and through 1961 and 1962.——Write Pump Lane, Hayes 


ETBALL and TENNIS COURTS MARKED to anv 
4 SPECIFICATION. — Apply: PEMBROKE (WHITE 
LINE) CO., 28 Pembroke Road, Muswell Hill, London, 
N.10. Telephone: Waltham Cross 24093. 
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PROFESSIONAL SERVICES 


IVIL ENGINEERING CLAIMS.—Director/Consultant 
Engineer, with long and varied experience in 
high-level negotiation of contractors’ claims, OFFERS 
SERVICES on a_ fee/commission basis. 
Write Box P.P.392, ‘‘The Contract Journal." 


XPERT PLANNING AND PROGRESSING is pro- 

vided by CONTRACT TECHNICAL SERVICES. 

Why not write for our Prospectus to 158 Bishops- 
gate, London, E.C.2? 


IXED-FEE QUANTITY SURVEYING SERVICE 
available to consulting engineers and contractors 
in civil engineering and building industriess Efficiency 
and accuracy ensured. 
Write Box X.2708, ‘* The Contract Jornal." 


IVIL ENGINEERING ESTIMATES prepared from 

Bills of Quantities or Drawings. Complete service 

with personal attention.—Write for details, 43 Cecil 
Park, Pinner, Middlesex. 


EINFORCEMENT DETAILS and BENDING 

SCHEDULES PREPARED. Qualified staff experi- 
enced in all types of structures. Quick service. 

Write Box X.2790, ‘‘The Contract Journal.” 


Beene OF THE NORTH.—Stop your evening 
ESTIMATING Free-lance Yorkshire Builder's 
Surveyor PREPARES QUANTITIES from drawings and 
specifications pricing, etc.—Send letterhead NOW 
for details, Box X.2796, ‘‘The Contract Journal.’ 





AGENCIES 
GENCIES WANTED by well-known South Coast 
plant hire and sales company Distributorships 


for heavy and light contractors’ plant. Full sales, 
service available, with servicing facilities. . 
Write Box X.2727, ‘The Contract Journal.” 





BUSINESSES—SALE OR WANTED 


ONCRETE PRODUCTS BUSINESS, with leasehold 
factory, modern equipment. Audited accounts. 
Substantial profits, sales £22,000. Property, goodwill, 
fixture and equipment, £11,500 Substantial loan 
arranged.—Further details on application to: O'HARES, 
55 Bradford Street, Walsall, Staffs 





HORTICULTURAL 


orp sOiL. — 200,000 cubic yards available, 
delivered in large and small quantities. Soll 
supplied ex site in approved cases.—LATHAM AND 
CO. (CONTRACTORS), LTD., Westward House, Gulid- 
ford Rd., Lightwater, Surrey. Bagshot 2037 and 2400. 


A KEEN QUOTATION for your TURFING, 
SEEDING and HEOGING CONTRACTS: London 
and Home Counties.—R. J}. ENSTONE & SON, LTD., 
Head Office: 34 Aima Road, St. Albans. Tel. 55528. 


Teserss — SEEDING — HEDGING. 
Quotations for all branches of landscape work, 
anywhere in the U.K. C.&. contracts a speciality. 
WEBSTER BROS., Horsforth, Leeds. Horsforth 2364. 


ASSEY-FERGUSON 65 TRACTORS for HIRE, 
also comprehensive range of ATTACHMENTS, 
including Tipping Trailers, Loaders, Rotavators, 
and ali Land Cultivation Implements, Turt-cutting 
Machines, etc. C.€. contractors catered for.—RING- 
WAY CONTRACTORS, LTD., Horsforth, near Leeds. 
Telephone: Horsforth 4805S. 


URVES.—Machine-cut, 3ft. x Ift., close mown, 

weed-treated, 60/- per 100. Keen trade rates. 

We would be pleased to quote for your levelling and 

laying. —€. R. RANCE, LTD., 24 Sheepcot Lane, 
Watford. Telephone: Garston 2725. 


OTARY CULTIVATORS available for HIRE or 
CONTRACT WORK. Grading, Levelling, Earth- 
moving undertaken.—JAMES COOPER, LTD., 28 Ken- 
sington Church Street, London, W.8. Western 3412. 


P. LANDSCAPES, Perry Street, Chislehurst, Kent. 
¢ New garden design and construction specialist, 
turfing, stone work. London and Home Counties. 


UICKTHORN HEDGING PLANTS.—Strong, trans- 
planted, fibrous rooted, 1'2/2ft. high: two/three- 
year old: 250/- per 1,000 carriage paid for c.w.o. 
BLAKEDOWN NURSERIES, LTD., Blakedown, 
— Worcs. ‘Phone: Blakedown 410 and 
468. 


EST QUALITY TURF, machine cut, 3ft. x Tft.. 

weed-treated, 60 - per 100 delivered. Distance 
no object. Keen trade rates.—LANDSCAPE AND 
TURF CO., LTD., Orchard Dene Nursery, Hadlow, 
Tonbridge, Kent. Telephone: Hadlow 416. 


OUR THORNY PROBLEMS SOLVED.—Thorn Quick 

supplies will be low. Order your next season's 
and future season's plants now. Lowest quotations 
and best deliveries—ALFRED }. COX (GARDENS), 
LTD., Stoke Poges, Slough, Bucks. 


OILING, SEEDING and TURFING. Site Clearance, 

Excava'ion and Levelling Work undertaken in 

any part o* the U.K. at competitive prices.—GILLIAM, 
Purley, Surrey. UPLands 9222/6. 


ULK TURF and TOP-SOIL DELIVERIES, 24-hour 
quotations given for London and Home Counties. 

J}. P. TOMLINSON, Longlands Nursery, Blackness Lane, 
Keston, Kent. Telephone: Farnborough (Kent) $1000. 
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SALES BY TENDER 


NATIONAL COAL 
DISPOSAL OF RED SHALE 


THE 


BOARD. 


The National Coal Board, through their No. 1 
(North Staffs.) Area of the West Midlands Division, 
invite TENDERS for the EXCLUSIVE RIGHT to WORK 
and CARRY AWAY RED SHALE contained in a 
disused spoil heap at MADELEY COLLIERY, in the 
County of Stafford. 

This spoil heap comprises an area of about 11 acres, 
with access to main roads. 

The whole of the spoil heap is required to be 
removed down to original ground level in a period 
ot three years from the date of the commencement of 
the licence. 

“" are to be submitted by 17th OCTOBER, 

For further particulars and for a copy of the 
tender documents and other information, please apply 
to the AREA PURCHASING AND STORES MANAGER 
of the Board's No. 1 Area (North Staffs.) at York 
Chambers, Kingsway, Stoke-on-Trent, Staffs. (Tel.: 
Stoke-on-Trent 44086). 

The Board have deposits at other collieries in the 
area, and inquiries are invited. 


COUNTY BOROUGH OF WIGAN. 
BOROUGH AND WATER ENGINEER'S DEPARTMENT. 
DISPOSAL OF PLANT. 


OFFERS are invited for the FOLLOWING ITEMS 
of PLANT, which may be inspected during normal 
working hours (excluding Saturdays) at the Works 
Department, Frog Lane, Wigan:— 

(a) Roller Pan Mortar Mixer, Winget, 4ft. 6in. 
dia. First purchased October, 1953. 

(b) Dumper, Thwaites Tusker, 1 cu. yd., Regis- 
ee No. C/P258. First purchased August, 

(c) Dumper, Thwaites Tusker, 1 cu. yd., Regis- 
tered No. CJPS29. First purchased Decem- 
ber, 1956. 

(d) Dumper, Thwaites Tusker, 1 cu. yd., Regis- 
tered No. C)PS30. First purchased Decem- 
ber, 1956. 

Tenders should be endorsed ‘‘Plant—Works Depart- 
ment," and forwarded to the undersigned not later 
than WEDNESDAY, 12th October, 1960. 


ALLAN ROYLE, 


Town Clerk. 
Municipal Buildings. 


Wigan. 
BOROUGH OF STRATFORD-UPON-AVON. 


The CORPORATION has for DISPOSAL various 
items of SURPLUS and REDUNDANT WATERWORKS 
PLANT, including Motors, Starters, Pumps, etc. A 
detailed schedule of this plant, together with a Form 
of Tender, may be obtained from the undersigned, 
and must be returned to the Town Clerk, Municipal 
Offices, Rother Street, Stratford-upon-Avon, not later 
than THURSDAY, 20th October, 1960. 


P. C. SMART, M.I.C.E., 


Borough Engineer and Surveyor. 
Municipal Offices, 


Rother Street, 
Stratford-upon-Avon. 

BOROUGH OF ABINGDON. 

TENDERS are invited for the PURCHASE of One 
Aveling-Barford Multi-cylinder Petrol-engined Three- 
roll MOTOR ROLLER, equipped with sprinkiers, Type 
GBX, weight 2'2 3 tons. The roller, which is in 
good running order, was first registered in April, 
1949, and is now surplus to the Council's requirements. 

The roller may be inspected at the Wootton Road 
Depot. Abingdon, by arrangement with the General 
Foreman (Tel.: Abingdon 1266). Tenders must be 
received bv the undersigned not tater than the 
10th OCTOBER, 1960, the envelope to be endorsed 
‘Tender for Roller." 

The Council does not bind itself to accept the 
highest or any Tender 

E. W. J. NICHOLSON, 


Town Clerk. 
The Abbey House, 


Abingdon, Berks 
21st September, 1960. 


erry O F LIVERPOOL 
TENDERS invited for PURCHASE and REMOVAL 
of VEHICLES and PLANT. Documents from City 
Engineer and Surveyor, Municipal Buildings, Liver- 
pool, 2. Tenders returnable by 14th OCTOBER, 1960. 
THOMAS _ALKER, 
().6408) Town Clerk. 


erry OF LIVERPOOL. 


TENDERS invited for the PURCHASE and REMOVAL 
of MONORAIL EQUIPMENT and a_ Twin Hopper 
WEIGHBATCHER from North Sewage Disposal Works. 
Documents from City Engineer and Surveyor, Municipal 





Buildings. Liverpool, 2 Tenders returnable by 
14th OCTOBER, 1960. 
THOMAS  ALKER, 
(1.6412) Town Clerk. 
TRENT RIVER BOAR D. 
FOR SALE 


The Board offers for SALE the FOLLOWING:— 
(a) A Ransomes and Rapier Type 423 Excavator, 
purchased new in 1949. 
(b) A Ransomes and Rapier Type 440 Excavator, 
purchased in 1948. 
(c) A Dorman Type 6LB Direct Injection Diesel 
Industrial Unit, purchased new in 1957. 
(d) No. 18 Size Priestman Fixed-type Grab 
Dredging Crane, Jib _and Engine. 
Inquiries to the Engineer, TRENT RIVER BOARD, 
206 Derby Road, Nottingham, by THURSDAY, 
6th October, 1960. 





FINANCE 


IRE PURCHASE FINANCE avaliable for all types 
of MACHINERY, etc.—Apply: D. EVERARD 
LTD., 62 Oxford Street, London, W.1. MUSeum 0811. 





ACCOMMODATION 


ARAVANS TO RENT for men with families. 

Rent £7 to £17 per month. Delivery anywhere. 
LANDSMAN’'S SERVICES, 

Buckden, Huntingdon. Telephone: Buckden 287. 


CCCMMODATE YOUR EMPLOYEES in a 4-berth 
CARAVAN, fully equipped with heating, lighting. 
cooking and washing facilities. Hire rates from 50/- 
per week for four persons. Also MOBILE OFFICES. 
Delivered anywhere.—-NORTHERN CARAVAN _ ODIS- 
TRIBUTORS, Handforth, Ches. Tel.: Mercury 4255/6. 





SUPPLEMENT 1551 


FULLER HORSEY 


sOnS @ CASSBLE 


AUCTIONEERS AND VALUERS 
OF 
PLANT,MACHINERY AND 


FACTORIES 
Since 1807 
10 LLOYDS AVENUE 
LONDON E-C:8 


TELEPHONE: ROYAL 4861 
fothbore 


SALE BY AUCTION 





By Direction of the Minister of Agriculture, Fisheries 
and Food. 
E _ a — R 


MINISTRY OF AGRICULTURE DRAINAGE DEPOT, 
WING AIRFIELD 
(near Leighton Buzzard, Beds.) 
SALE BY AUCTION OF THE 


GOVERNMENT SURPLUS DRAINAGE 
EQUIPMENT 


— viz. — 
International TO18 Crawler Tractor; Two Priestman 
Cub Excavators; Five Roteho Howard_ Trenchers: 
Three Fordson Major Diesel Tractors; Three 5-ton 
Low-loading Trailers; 3-ton Low-loading Trailer; Two 
Tipping Trailers; All-steel Trailer; Rice Fuel Trailer: 
Three Mole Ploughs: Trewella Winch; Five Priestman 
Scoops; Avery Hardol Petrol Pump, etc.; Spare Parts 
for TD14 and TO18 Crawlers, Bulldozers, Priestman 
Cub Excavator, Fordson Tractors, Horndraulic Loaders, 
Trailers, Roteho Trenchers, Mole Ploughs, Vehicles: 
WORKSHOP) MACHINERY: Progress Allar_ Drill: 
Wolf Valve Refacer; Gas Welding Set: Pedestal Grinder: 
1-ton Floor Crane; Electric Forge; Trolley Jacks; 
Engineers’ Tools; Taps and Dies; Stenor Vulcaniser, 
etc.; and the 7,200 Agricultural Tiles, 4in., Gin. and 
9in.; 1,300 Concrete Tiles, 4in. to 30in.; Barbed Wire: 
Timber Iron _ Bar; Hand Tools; Rubber Boots: 
Excavator Mats, etc., etc. 


By 
MIDLANDS MARTS, LTD, 
on MONDAY, 10th OCTOBER, 1960. 
Sale to commence at 11.30 a.m. prompt. 

View days, Thursday and Friday, the 6th and 7th 
October, 1960, 9 a.m. to 4.30 p.m., and on the 
morning of the Sale 8.30 a.m. to 11.30 a.m. 
Catalogues may be obtained from the Auctioneers, 
Market Square, Bicester. Telephone 73. 


S HIRLAW, ALLAN AND CO, 
AUCTIONEERS, HAMILTON. 
SALE OF QUARRY PLANT AND MACHINERY, 
2-TON ALL-STEEL ELECTRIC DERRICK CRANE, 
CONCRETE MIXER, BELT LOADER, 2'2-TON DIESEL 
ROAD ROLLERS, CONCRETE WEIGHBATCHER, 
VERTICAL STEAM BOILER, ELECTRIC MOTORS, 
ERECTIONS, RAILS, PIPING, SCRAP IRON, ETC., 
— including — 
Butters 2-ton All-steel Electric Derrick Crane, SOft. 
Jib; Winget-Johnson 2.000Ib. Concrete Weighbatcher: 
Parker 20in. x 30ft. Type EL Portable Petrol driven 
Belt Loader; Two Aveling-Barford and Greens 2'2-ton 
Diese! Road Rollers; Winget 14/10 Portable Petrol 
driven Tilting Drum Concrete Mixer; Hecla Size 24 
Disc Stone Crusher; Baxter 16in. x Qin. Stone 
Crusher; Three Baxter Rotary Screens, 6ft. x 3ft., 
3ft. x_3ft. and 12ft. Gin. x 2ft. 9in.; Cyclone 30in. 
Dust Extraction Fan, with Collector and Dust Hopper; 
Sentinel Size No. 2 Series 18B Vertical Single- 
cylinder Air Compressor, with Receiver, 7ft. x 2ft. 6in.; 
Two 40-b.h.p. A.C. Slip Ring Motors, with Ellison 
Starting Gear; 30-b.h.p. A.C. Squirrel Cage Motor, 
with Starting Gear; S-h.p. Electrically driven Endless 
Rope Haulage, with Croft's Geared Motor; 6'2 tons 
F.B. Rails, from 40ib. to 14!b. per yd.; Nine Side- 
tipping Earth Wagons, 24in. gauge; 340ft. of 2in. 
Flanged Steel Piping; Farrar Vertical Steam Boiler, 
Qft. x 4ft. for 100ib. w.p.; Tar Mixing Plant; 
E.E. Boiler Tank, 15ft. x 4ft.; Steel and Wood-framed 
Corrugated tron Erections. from 40ft. x 32ft.; 
Belting; Fire Extinguishers; Two Sets 4-ton and 
10cwt. Chain Lifting Blocks; Scrap tron, etc. 
At. BARNTON QUARRY, CLERMISTON ROAD 
NORTH, off QUEENSFERRY ROAD, BARNTON, 
EDINBURGH, 4, on TUESDAY, 11th OCTOBER, 1960, 
at 11 o'clock prompt. 


SHIRLAW, ALLAN AND CO, 
AUCTIONEERS. HAMILTON, 
have received instructions from Edinburgh Corporation, 
owing to abandonment of quarry, to sell, by AUCTION, 
as above. 
On view day prior to Sale. 
Catalogues from Auctioneers. 
Hamilton, September, 1960. 





DIVING 


IVERS and FROGMEN at immediate notice. 


DIVING SPECIALISTS, LTD., Dartford 24139. 
Night—Farningham 2452. 


IVERS IMMEDIATELY AVAILABLE. Welding, 
cutting, construction, etc. Any part of world. 
UNDER WATER WELDERS AND REPAIRERS, LTD., 
Cardiff. Tel. 29631. (After hours: Penarth 58131.) 








INVENTIONS 


NDUSTRIAL ENGINEERS OF REPUTE invite, 

In strict confidence, DETAILS of INVENTIONS, 

with object of manufacturing and world distribution. 
Write Box K.L.S17, ‘* The Contract Journal.” 





LAND AND PROPERTY 


OR SALE, FREEHOLD PLANT DEPOT, London, 
S.E.2, site area approx. 2,700 sq. yd.. two 
steel-framed workshops total area 5,800 sq. ft., 
brick office block. stores and other ancillary buildings. 
Write Box X.2728, “The Contract journal.” 
OR SALE, FREEHOLD BUILDING SITE for 
16 houses with full planning approval and all 
services, centrally situated for schools, shops, etc., 
in prosperous East Midland town. 2 
Write Box X.2777, ‘The Contract Journal. 
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FOR BETTER CONCRETE 


%& FREQUENCY 10,000 R.P.M. LARGE AMPLITUDE 


FOR HEAVY DUTIES. 


w& AVAILABLE IN FIVE INTERCHANGEABLE SIZES, 
RANGING FROM I§” UP TO 33” DIA. 


we FLEXIBLE SHAFTS AND VIBRATORS INTER- 


CHANGEABLE WITH ALL OTHER 
INTERNAL VIBRATORS. 


we QUICK RELEASE FLEXIBLE SHAFTS. 
%& NO GEAR TROUBLES. 


w PERMANENTLY LUBRICATED 
BEARINGS. 


ONE MAN 


he te fe 
“ele Oy bey 


COMPLETE MACHINE CAN BE LIFTED BY 


MOTOR MAY BE HUNG OR 
STOOD AT ANY ANGLE 


FOR ALL CONCRETE WORK 


THE CONTRACT JOURNAL 


HIGH FREQUENCY ELECTRIC 
INTERNAL VIBRATORS 








ALLAM 


MOTOR 






UY Cs 
Oe 


E-p- Ter, ECO. LTD. 


ve 135 SLC 
SCOTLAND 


OANE STREET. S.W.! 


39 CAVENDISH STREET 


ene 








TELEPHONE 
[\S61@) GE 


SLOANE 


TELEPHONE 


9976 (5 lines) 
SOUTH 0186 





September 29 1960 


STRANGFORD, LTO., Belfast and 

A. GUNN AND CO., Altrincham, 

O. L. DAVIES, Port Talbot, 

J}. LEWIS (MACHINERY), LTO., 
Stoke-on-Trent. 


CONCRETE ENGINEERING SERVICES, 


Cheshire. 
Glam. 
Bursiem, 

























Dublin. 






York 





Road Industrial Estate, Wetherby, Yorks. 
JOHN ROULSTONE, LTD., Newcastle upon 
Tyne. 
W. R. SELWOOD, Chandler's Ford, Hants. 


MODERN PLANT SALES, 
Worcs. 


LTD., Oldenbury, 
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METROPOLITAN BOROUGH OF 
ST. MARYLEBONE. 
ST JOHNS WOOD ROAD GROVE END ROAD 
IMPROVEMENT 
TENDERS are invited, on a Fixed-price Basis, for 
ROADWORKS at the ABOVE JUNCTION, comprising 
the Widening and Reconstruction of the Carriageways, 





and other’ incidental works. Total area approx 
4,000 sq. yd. 
Copies of the Contract documents and Drawings 


may be obtained from the Council's Consulting 
Engineers, MESSRS. BRASSEY EDWARDS AND 
STOWELL, Maxwell House, Arundei Street, London, 
W.C.2, on receipt of a deposit of Five Guineas pay- 
able to the St. Marylebone Borough Council, which 
will be refunded on receipt of a bona-fide Tender not 
subsequently withdrawn 


Tenders, on the form supplied and in the envelope 


provided, are to be delivered to the undersigned not 
later than 12 Noon on MONDAY, 17th October, 1960 
Ss. J. RUTTY 
Town Hall Town Clerk 


St. Marylebone, W.1 


BOROUGH OF NEWCASTLE - UNDER - 
LYME 


THISTLEBERRY AVENUE HOUSING SITE 


PRELIMINARY ROAD AND SEWER WORKS 


TENDERS are invited for the FOLLOWING WORKS 
on the Thistleberry Avenue Housing Site 
(a) Excavation for, 


and Provision of, 11,000 
sq. yd. Carriageway Foundation, etc 
(b) Excavation for and Provision of 300 
lin. yd. of Gin. to 2in. Sewers 
(c) Ancillary Works 
Plans may be inspected and Tender documents 
obtained from the Office of the Borough Engineer 
and Surveyor Lancaster Building, High Street 
Newcastle, Staffs 
Tender Forms, in duplicate, and Bill of Quantities 
must be completed and returned to me not later 
than 12 Neon on MONDAY, 17th October, 1960, 
in a_ plain sealed envelope endorsed ‘** Tender— 
Thistleberry Avenue Housing Site—Preliminary Road 
and Sewer Works.’ 





C. J. MORTON, 

Town Clerk 
B OROUGH OF PORT TALBOT. 
CONSTRUCTION OF CONCRETE EMBANKMENT— 


LITTLE WARREN, SANDFIELDS ESTATE 


TENDERS are invited for the 





ABOVE SCHEME, 


which will be a Reinforced Concrete Embankment 
laid at a gradient together with a 20ft wide 
Promenade 

The wall is approx. SOO yd. long and will require 


a total of 1,500 cu. yd. of Reinforced Concrete and 
3,600 sq. yd. of Surfacing, together with ancillary 
works 

Specifications, Bill of Quantities and Form of Tender 
may be obtained from the Borough Engineer, MR. 
G. V. GRIFFITHS, Borough Engineer and Surveyor, 
on payment of a deposit of £2. 2s., which will be 
refunded on receipt of a bona-fide Tender not 
subsequently withdrawn, and return of Contract 
documents 

Plans may be inspected by appointment 
the Borough Engineer's Department 
Completed Tenders, in plain envelopes endorsed 
Construction of Concrete Embankment—Little 
Warren, must be returned to the undersigned not 
later than Noon, 17th OCTOBER, 1960. 
The Council do not bind themselves to 
the lowest or any Tender. 


only at 





accept 


W. KING DAVIES, 


Municipal Buildings Town Clerk 


Port Talbot 
Ist October, 


WHITCHURCH 


STREET 


1960 


URBAN 
COUNCIL 


LIGHTING SCHEME—PHASE 1 
TENDERS are invited for DISMANTLING EXIST 
ING LIGHTING POINTS, SUPPLYING, DELIVERING, 
ERECTING WIRING and FITTING cf 45 25ft 
CONCRETE COLUMNS with 140-W Sodium Discharge 


DISTRICT 


Lamps: 59 15ft. CONCRETE COLUMNS with 85-W 
Sodium Discharge Lamps; in the Urban District of 
Whitchurch, in accordance with the Plan, Schedule 
and Specification prepared by the Council's Engineer 


and Surveyor from whom Tender documents are 
obtainable upon receipt of a cheque for Two Guineas 
being a deposit which will be returned upon receipt 


of a  bona-fide Tender and the return of all 
documents 

Tenders, in plain sealed envelopes endorsed 
Street Lighting,’" to be delivered to the Clerk of 


the Council not later than 12 Noon on WEDNESDAY, 
26th October, 1960. 
The Council do not bind themselves to accept the 


lowest or any Tender 
FRANK CLAYTON 
Pauls Moss, Clerk of the Council 
Dodington, 
Whitchurch, 
Shropshire. 
26th September, 1960 


ONSULTING ENGINEERS REQUIRE an ENGINEER- 





ING ASSISTANT with experience of water 
supply, sewerage and reinforced concrete design 
Progressive position contributory pension scheme 
Applicants must have Parts “A’’ and “B" of 
A.M.1.C.E., or at least four years’ experience of 
work of this type. Salary in accordance with age 
and = qualifications Apply in writing to MESSRS 


JOHN DOSSOR AND ASSOCIATES, S4 Broad Street 
Worcester. 


VERSEAS SALES ENGINEER.—Due to 

expansion of export business, an 
SALES ENGINEER is REQUIRED to operate with 
overseas distributors and to maintain contact with 
present customers and assist in the development of 
new business. The appointment requires the ability 
to speak French and or German, knowledge of modern 
earthmoving equipment, and experience of work of 
similar nature. Age limit 25/35, preferably single 
Only detailed applications will be considered.—F. E. 


continuous 
OVERSEAS 


WEATHERILL, LTD., Tewin Road, Welwyn Garden 
City, Herts. 
W. SHANKS, LTD., Building and Civil engineer- 
* ing Contractors, Hunstanton, Norfo'k, have a 


vacancy on their permanent staff for an ESTIMATOR 
SURVEYOR. Applications are invited from men aged 
25-45 who, preferably, have gained experience with 
medium-sized firms in both building and civil 
engineering work.—Written applications must give 
age, fullest details of education, training and experi- 
ence, with salary required, indicating when free to 
accept appointment 


BOROUGH OF MAIDSTONE. 


PROPOSED RESTAURANT—MOTE PARK. 


TENDERS are invited for the SUPPLY, ERECTION 
and COMPLETION of the ABOVE in the form of a 
Prefabricated Demountable Sectional Timber Building. 


Specification, Drawing and Form of Tender may 
be obtained from the Borough Engineer, Palace 
Avenue, Maidstone. 

The Tender for the work is to be enclosed in a 
plain sealed envelope endorsed ‘* Restaurant—Mote 


Park,’' and bearing no other mark, and is to be sent 
to the undersigned so as to be received not later 
than 9 a.m. on 20th OCTOBER, 1960. 
The Corporation do not bind themselves to accept 
the lowest or any Tender. 
T. SCHOLES, 


13 Tonbridge Road, Town Clerk 


Maidstone. 
HORNCHURCH URBAN 
COUNCIL. 


EXTERNAL REDECORATION OF COUNCIL HOUSES. 


CONTRACT NO. 1—105S HOUSES. 
CONTRACT NO. 2—128 HOUSES. 


TENDERS are invited for the REDECORATION of 
233 COUNCIL HOUSES in two Contracts. 

Contractors wishing to submit such Tenders are 
requested to make application to the Engineer and 
Surveyor, Council Offices, Billet Lane, Hornchurch, 
indicating which Contract(s) they wish to price, and 
forward a deposit of Two Guineas for each set of 
documents. This deposit will be refunded on receipt 
of a bona-fide Tender or the return of all documents. 


DISTRICT 


Applications should be made before MONDAY, 
10th October, 1960 
P. L. COX, 
Clerk of the Council. 
[LEATHERHEAD URBAN DISTRICT 


COUNCIL. 


FOOTPATH RESURFACING IN LEATHERHEAD 
URBAN DISTRICT. 


TENDERS are 


invited for 
SURFACING 


FOOTPATH RE- 


WORKS, comprising approx. 9,200 
sq. yd. Bituminous Surfacing. 

Documents obtainable from the Engineer and 
Surveyor's Department, Red House, and should be 
returned to the undersigned by Noon, 17th 
OCTOBER, 1960 

J. EDE, 

Ccuncil Offices, Clerk of the Council. 

Leatherhead. 


F.LLESMERE RURAL DISTRICT COUNCIL. 


WELSHAMPTON AREA WATER SUPPLY. 
CONTRACT NO. 3. 


TENDERS are invited for the CONSTRUCTION of 
about 6,900 lin. yd. of SPUN-IRON WATER MAINS, 
3in. and Sin. in diameter, and incidental Works, in 
accordance with the Drawings, Specification and Bills 
of Quantities prepared by the Engineers, MESSRS. 
A. H._S. WATERS AND PARTNERS, of 25 Temple 
Row, Birmingham, 2. 

The Drawings may be seen at, and the General 
Conditions of Contract, Specification, Bills of 
Quantities and Form of Tender may be obtained from 
the offices of the undersigned, or of the Eng!neers, on 
or after the 10th October, 1960, on payment of a 
deposit of Five Guineas, which wili be refunded upon 
receipt of a bona-fide Tender and the return of al! 
documents. 

Sealed Tenders, on the form supplied and in the 
endorsed envelope provided, are to be delivered to me 
at my office not tater than Noon on the 4th 
NOVEMBER, 1960. 

The Council does not undertake to accept the lowest 


or any Tender. 
E. G. D. HEALEY, 


Clerk of the Council. 
Council Offices, 


Ellesmere, 
Salop. 
26th September, 1960. 
OAD CONTRACTORS REQUIRE experienced 


ESTIMATOR-AGENT to establish and run a 


section to deal with small genera! roadworks in 
Metropolitan area. Permanent, pensionable position. 
Car provided. Full details in confidence.—Write Box 


V.2617, ‘* The Contract Journal.” 


ITE MEASURING AND COSTING SURVEYORS and 
SURVEYORS’ CLERKS REQUIRED for contracts 

in the Newport, Hertfordshire and Lincolnshire areas. 
Local men preferred but opportunities to travel later. 
Age apprcximately 21 to 30. Shou'd have had pre- 
vicus site experience and knowledge of standard 
methods cof measurement.—Apply in confidence to the 


Contract Labour Dept., SIMON-CARVES, LTD., 
Cheadie Heath, Stockport, Cheshire, quoting Ref. 
$c.112. 

EN!IOR ENGINEER - QUANTITY SURVEYOR 


REQUIRED, with experience in preparing claims. 


Initially based in south-west England. Excellent 
opocrtunitv.—Applications to: CLEVELAND BRIDGE 
AND ENGINEERING CO., 123 Pall Mall, London, 


S.W.1 


ITE MEASURING SURVEYORS REQUIRED for 
Harwell and Aldermaston. Interesting work on 
long-term contracts. — State age, experience, and 
salary required, to Managing Director, W. €E. 
CHIVERS AND SONS, LTD., Devizes, Wilts. Tel.: 
Devizes 121. 


TAVERTON CONTRACTORS (WALES), LTD., 
REQUIRE the services of an AGENT/GENERAL 
FOREMAN for a large contract in the Swansea area. 
Must be used to reinforced concrete construction and 
handling contracts to the value of £150,000. 
Continuity of empilcyment for the successful applicant, 
who will, after a probationary period, be invited 
to participate in our profit-sharing and superannuation 
schemes.—Write, giving fullest possible details, to 
the Contracts Manager. Staverton Contractors 
(Wales), Ltd., Imperial Buildings, 69-74 St. Mary 
Street, Cardiff. All applications treated in confidence. 


GENT REQUIRED immediately for large road and 
sewer contract, Birmingham area.—EGAS, LTD., 
Coleshill Road, Sutton Coldfield 4271. 


OUNG ENGINEER, with practical experience for 

setting-out and supervising road and foundation 
werks.—Apply to J. GERRARD AND SONS, LTD., 
Swinton, Manchester. 


AL DE TRAVERS ASPHALTE REQUIRE CON- 

TRACTS SUPERVISOR’ experienced in_ rolled 
asphalt and tarmacadam works.—Replies, treated in 
strictest confidence, to Midland Area Manager, 5 
Lower Temple Street, Birmingham, 


B OROUGH OF ALTRINCHAM. 
HIGHWAYS ACT, 1959—PART IX. 
CODE OF 1892. 
the MAKING-UP of 





TENDERS are _ invited for 
GERRARD AVENUE (736ft.), LEICESTER AVENUE 
(802ft.), PRINCESS STREET (part) (235ft.), and 
DEANE AVENUE (246ft.), Altrincham. 

Specification, Bill of Quantities and Form of Tender 
may be obtained from, and Drawings inspected at, the 
office of the Borough Surveyor, Town Hall, Altrincham, 
upon payment of a deposit of Two Guineas, made 
payable to the Borough Treasurer. 4 

Tenders must be enclosed in the envelope provided 
endorsed ‘Private Street Works,"’ and delivered to 
the undersigned not later than 12 Noon on MONDAY, 
31st October, 1960. 

The Council does not bind itself to accept the 
lowest or any Tender. 

E. GRAHAM THOMAS, 


Town Hall, Town Clerk. 
Altrincham. 
September, 1960. ; = 
BR IDGNORTH_ RURAL DISTRICT 


COUNCIL. 
HIGHLEY SEWERAGE AND SEWAGE DISPOSAL. 
CONTRACT NO. 3. 


TENDERS are the CONSTRUCTION of 


invited for 


about 1,550 lin. yd. of SPUN-IRON and GLAZED 
STONEWARE PIPE SEWERS, Gin. and 12in. in 
diameter, with Marnholes, and EXTENSION of the 


SEWAGE DISPOSAL WORKS, comprising an additional 
Sludge Lagoon; also the Extension of the Road on 
Highley Estate, and incidental Works, in accordance 
with the Drawings, Specification and Bills of Quantities 
prepared by the Engineers, MESSRS. A. H. S. WATERS 
AND PARTNERS, of 25 Temple Row, Birmingham, 2. 

The Drawings may be seen at, and the Genera: 
Conditions of Contract. Specification, Bills of 
Quantities and Form of Tender may be obtained from 
the offices of the undersigned, or of the Engineers, on 
or after the 20th October, 1960, on payment of a 
deposit of Five Guineas, which will be refunded upon 
receipt of a boma-fide Tender and the return of all 
documents. 

Sealed Tenders, on the form supplied and in the 
endorsed envelope provided, are to be delivered to me 
at_ my office not iater than Noon on the 18th 
NOVEMBER, 1960. 

The Council does not undertake to accept the lowest 


or any Tender. 
G. C. HARRIS, 
Clerk of the Council. 
Bridgnorth. 


26th September, 1960. 
PERSHORE RURAL DISTRICT COUNCIL. 
REGIONAL SEWERAGE AND SEWAGE DISPOSAL. 
CONTRACT NO. 1. 


TENDERS, on a FIXED-PRICE BASIS, are invited 
from experienced public works contractors for the 
CONSTRUCTION of approx. 360 lin. yd. of Qin. and 
6in. diameter IRON SEWERS, 12'2 miles of 21in. to 
9in. diameter CONCRETE, and 6in. diameter GLAZED 
STONEWARE PIPE SEWERS, together with Concrete 
Tube Manholes, Five Sewage Pumping Stations. 
approx. three miles, 12in. and 4in. diameter tron and 
Steel Rising Main, and Sewage Disposal Works, 


Westgate, 


com- 
prising Detritus. Tanks, Settling Tanks, Bacterial 
Filters, Humus Tanks, Sludge Drying Beds, Sludge 


Pumping Station, and other incidental Works. 
The Specification, Bills of Quantities and Form of 
Tender may be obtained from the Council's Consulting 
Engineers, MESSRS. WILLCOX, RAIKES AND 
MARSHALL, 33 Great Charles Street, Birmingham, 3. 
where the Drawings may be inspected on or after 
19th October, 1960, upon payment of a deposit of 
£15 15s. (cheque only, made payable to the Council), 
which will be refunded on receipt of a bona-fide 
Tender supported by Priced Bills of Quantities, if 
requested, and the return of all documents. 

Tenders, in. the envelopes provided, should be 
delivered to the undersigned not later than 12 Noon 
on MONDAY, Sth December, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

W. G. TRAPP, 


Clerk of the Council. 
Rural District Council Offices, 
Pershore, 
Worcs. 
26th September, 1960. 


ENIOR ESTIMATOR REQUIRED by firm of civil 
engineering contractors. Head office appointment, 
Reading area. Permanent and progressive post with 
superannuation scheme in operation.—Write in con- 
fidence, stating age, full details of experience, with 
past employers, and salary required, to Box V.2789, 
“The Contract Journal." 


ITE ENGINEERS REQUIRED for building contracts 

London area. Must have considerable experience 

in multi-storey concrete-framed buildings. Good salary 

for men with initiative—Apply in writing, stating 

age and experience, to M. J. GLEESON (CONTRAC- 

TORS), LTO., Haredon House, London Road, North 
Cheam, Surrey. 


OST AND BONUSING CLERK REQUIRED for 
interesting work in flooring specialist's office. 
With knowledge of the building industry. Good pros- 
pects in progressive company.—Write, with details 
of age, experience, and salary required, to Box 
V.2783, ‘‘ The Contract Journal.” 


ONTRACTS MANAGER REQUIRED by firm 

engaged on lightweight concrete contracts. 
Should have previous site experience and be capable 
of estimating and supervising contracts and pre- 
paring final certificates. This is a progressive appoint- 
ment and is based in Middlesex. — Write. giving 
details of age, experience, salary required, and when 
available, to Box V.2787, ‘‘ The Contract Journal." 


VACANCIES exist for PLANT AND MACHINERY 





INSPECTORS. Applicants must be _ time-served 
and fully conversant with asphalt surfacing plant. 
Successful applicants will be required to _ travel 
extensively. — Apply in writing, giving details of 
experience, to AMALGAMATED ASPHALTE COM- 
PANIES, LTD.. Pear Tree Wharf, Horn Lane, 
Greenwich, S.E.10. me 

UB-AGENTS, with sound site experience, RE- 


QUIRED to assist on civil engineering contracts. 
Successful applicants will be given every opportunity 
of gaining promotion to Agent.—Full_ particulars, in 
confidence, to A. JACKAMAN AND SON, LTD., 
Highfield, 9 Bath Road, Slough, Bucks. 


Ase RESIDENT ENGINEER and CLERKS OF 
WORKS REQUIRED on mine shaft reconstruc- 
tion offering unique experience in this field.—Written 
applications, with details of experience, to Box 
V.2785, ‘The Contract Journal.” 
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CONTRACTING IN AN 
EXPANDING ECONOMY 


(CONTRACTING and economic growth may not be entirely synonymous 
/ but they are closely linked. So far-reaching is the impact of contracting 
that it is inevitable that changes in the country’s national product must 
automatically react either to its advantage or disadvantage. Particular im- 
portance is therefore attached to the conclusions of the latest review by the 
independent Institute of Economic and Social Research. 


The Institute is concerned that exports have failed to rise since the 
beginning of the year, and states bluntly that the cure for recurrent crises 
is not deflation (from which the British economy has suffered too often 
in recent years) but a faster rate of economic growth. What is wanted, 
it is argued, is a method of accelerating the growth of productivity and . 
thus strengthening the country’s competitive position. 


Obviously, the contracting industry must sit up and take notice, 
particularly when Sir Roy Harrod, the well-known economist, lends his 
support to the Institute’s proposal and gives it some precision. After referring 
to the increasing habit of international surveys to cite Britain as the industrial 
country with the lowest growth rate as “rather shaming,” he suggests that 
a definite figure should be named, say 4 per cent., for the growth in the 
gross domestic product per annum. Sir Roy acknowledges that Government 
spokesmen provide evidence from time to time that they recognise the 
need for an expanding economy. But he argues that this is altogether too 
vague. The objective of an expanding economy requires to be made into 
something specific rather than a loose aspiration. A number, he considers, 
makes the thing practical and precise; for it is one thing for the Government 
to have a general notion that it is partly responsible for an expanding economy 


and quite another to stipulate its duty to secure a specific improvement year 
after year. 


The contracting industry would be in sympathy with this approach. 
The general expansion of the economy that it would promote would benefit 
not only the industry itself but those industries and professions connected 
with it and, of course, the country as a whole. Output of contracting work 
has increased immensely since the war; but this progress has proceeded 
by, or in spite of, fits and starts. 


Often the uncertainty engendered by official restrictions on building 
has hampered recruitment to the trade, the ability and willingness to plan 
work ahead and the readiness to introduce more efficient methods and 
machines. But given a specific and predetermined annual increase in the 
country’s national product it is a reasonable assumption that the authorities 
would think very hard before meddling with building and contracting, for 
the two are so closely connected. It is to be hoped that the National 
Institute’s vital message and Sir Roy’s suggestion will be hammered home 
and that contracting will be able to play its full part in bringing about 
those higher living standards that we hear so much talk about. 





The Urban Problem 


F IVE years ago the Road Research Board pointed out that if traffic continued 

to increase at the rate then current—roughly 8 per cent. per annum— 
the number of vehicles on the road in 1963 would be about double what 
it was then. The rate of increase has in fact accelerated, having averaged 
7 per cent. between 1951 and 1958, and 12 per cent. between 1958 and 1959. 


In their recently published annual report the Board now warn that the 
problem of coping with existing traffic and providing for its future increase 
therefore threatens to become even more urgent. They suggest that the 
contribution possible from motorways deserves serious study in relation 
to the traffic for which provision has to be made now and in the future. 
However, one wonders whether enough is being done to tackle the urban 
problem which must be solved if the country is to have the modern highway 
system it so urgently requires. 
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Architect: 


Eric Bedford, C.B., C.V.O., A.R.I.B.A., Chief 

Architect, Ministry of Works, assisted by W. S. 

Bryant, M.B.E., A.R.I.B.A., Superintending 
Architect, M.O.W. 


Main Contractor: 


John McShain, Inc., Arlington, Virginia. 
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View of the new embassy at the junction of Massachusetts Avenue and Observatory Circle, Washington 
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OVER 400 ROOMS IN NEW BRITISH EMBASSY 


( N September 24, Mr. Selwyn Lloyd, 

Chancellor of the Exchequer, 
officially opened the largest single 
building ever erected outside Britain 
by the Ministry of Works. This is the 
new British Embassy, United Kingdom 
missions and delegations at Washington, 
which brings under one roof a staff of 
over 500 previously scattered in tem- 
porary buildings. It has cost £1,225,000, 
plus a further £90,000 for furniture and 
fittings, and contains over 400 rooms 
designed around a central paved court. 

Two sides of the square have four 
storeys, and are partly on stilts, the third 
has six storeys, and the fourth side, which 
is farthest away from the Embassy resi- 
dence, has seven storeys. The design 
creates a distinctive building, without 
overshadowing the residence, which was 
designed by Sir Edward Lutyens and com- 
pleted in 1931. The materials used—brick, 
stone and slate—harmonise with the 
residence, although no attempt has been 
made to copy the traditional Lutyens 
building. 

From the outside, the most striking fea- 
ture of the new building is the one-storey 
circular conference hall, which is linked to 
the main block and also accommodates a 
committee room and cloakrooms. It can 
seat 250 people. This rotunda has a 62ft. 
diameter dome, lightly supported on 
slender columns and glass walls. 


Two-level Court 


The site is at the junction of Massachu- 
setts Avenue and Observatory Circle. It 
adjoins the north-west boundary of the 
existing residence, and the main frontage 
is to Massachusetts Avenue. The ground 
slopes steeply from the south-west to the 
north-eastern corner, and the only access 
for vehicles is from Observatory Circle. 
There are building line setbacks of 60ft. 
and 25ft., respectively, to Massachusetts 
Avenue and Observatory Circle. 

The main problem of the design was to 
relate the proposed building to its sur- 
roundings, keeping the building height to 
a minimum. Full use was made of the site 
contours in providing the most economical 
form of development. The offices are 
planned on a 4ft. 4in. grid around the large 
central court, thus enabling the height and 
volume of the building to be kept down 


ee 


AT WASHINGTON 


while still providing natural lighting to the 
large number of individual offices. 

The court is on two levels, the lower 
being the main vehicle access from 
Observatory Circle, which passes under the 
building. The upper terrace is over the 
garage and workshops, and provides park- 
ing space for 30 cars. General circulation 
and arrangements for parking of cars has 
considerably influenced the layout. 


The Ambassador's wing, 


The new building has a frontage of 180ft. 
to Massachusetts Avenue and 186ft. to 
Observatory Circle. The Ambassadorial 
office suite om the south-east wing faces 
the residence. There is also an information 
library of 2,500 sq. ft. facimg Massachusetts 
Avenue, and the entire floor of this wing 
at first-floor level is fully glazed to give 
maximum lighting at the lower-floor level. 
The staff restaurant is part of a penthouse 


The Massachusetts Avenue facade 


housing the lift motor rooms and water- 
cooling tanks for the air conditioning. 

A reinforced concrete frame with re- 
inforced concrete slab construction was 
used, which permitted flexibility in the 
planning of the internal offices. The main 
office block is faced with multi-colour 


facing bricks and Indiana limestone similar 
to the material used in the existing resi- 
and chancery. 


dence Windows are of 





seen from the existing residence 


aluminium, recessed in stone surrounds, 
with the lower parts in grey-green slate 
panels. 


The flat-domed roof of the conference 
hall is covered with copper on foam 
insulation. The copper has been laid to a 
radial diminishing pattern with flat seams. 

The flat roofs are insulated with 2in. 
thick cellular glass blocks, screeded and 
covered with’ four layers of bituminous 
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felt. The final finishing is a layer of whiite 
Calcite chippings to deflect the sun’s rays. 

A high velocity conduit system is pro- 
vided for the heating and cooling of the 
building. This follows the vertical distribu- 
tion system commonly used in the United 
States. Both the air conditioning and the 
heating plant are housed in the acoustically 
treated basement. Lifts are electrically 
operated and fully automatic with selective 
controls. 


Interior Finishings 


The walls of the entrance hall are lined 
with Purbeck marble specially imported 
from the United Kingdom. This material, 
which was used for the foundation stone 
laid by H.M. The Queen in 1957, was 
provided from the quarry of J. Whitehead 
and Sons, Ltd., at Swanage, near the 
original Purbeck quarries. The staircase, 
which rises from the entrance hall to the 
seventh floor, is in black ebony granite 
with a balustrade in white bronze. This 
material has also been used for the lift 
landing doors to the three passenger lifts 
in the entrance hall. 

The entrance hall and each landing of 
the principal staircase have suspended Plas- 
matic luminous ceilings, and the floors are 
in French walnut and ebony block, also 
sent from the United Kingdom. This 
flooring is taken through the small lobby 
hall, which permits separate access to the 
conference hall from Observatory Circle, 
and is used in the hall and adjacent com- 
mittee room. 

The conference hall has a gallery over 
the cloakrooms and other ancillary rooms, 
and these are screened from the body of 
the hall by a cherry wood slat-panelled 
wall and sound-proof sliding door to 
match the wall. The curved domed roof 
of the hall rests on 16 reinforced concrete 
columns, which have been left in their 
natural state as a foil to the other more 
sophisticated finishes. The external paving 
consists of limestone, sandstone and split 
slate laid in various patterns. 

The roof of the link between the office 
block and circular hall is paved witth slate, 
which continues through and into the 
conference hall over the associated ancil- 
laries. This is clearly visible from the 
Observatory Circle entrance. The glass 
circular walls have special electrically 
operated curtaining. 

In general offices and corridors, floor 
finishes are in two-tone thermoplastic tiles, 
grey colour on the warm side of the build- 
ing and beige on the cooler sides. The 
ceilings throughout are covered with 
acoustic tiles, and walls are in two shades 
of emulsion paint with rubber skirtings. 
Metal door frames are used with solid core 
veneered doors. 


Form of Contract 


The new offices were designed by the 
Ministry of Works chief architect, Mr. Eric 
Bedford, C.B., C.V.O., A.R.I.B.A., assisted 
by Mr. W. S. Bryant, M.B.E., A.R.LB.A., 
superintending architect, Ministry of 
Works, after discussion with the Royal 
Fine Art Commission. The plans were 
fully explained to the authorities in Wash- 
ington, including the Commission of Fine 
Arts, the National Capital Planning Com- 
mission and the District Zoning Committee. 

The contract was based on the American 
Institute of Architects standard form of 
contract. Tenders were invited on a lump- 
sum basis, with bills of quantities contain- 
ing a limited number of unit prices. The 
contract period was 20 months. 

John McShain Inc., Arlington, Virginia, 
was the main contractor. The principal 
sub-contractors were: Hopes Windows 
Inc., hardware and windows (aluminium); 
Wm. H. Singleton Co. Inc., mechanical 
installation; A. F. Jorss Iron Works, miscel- 
laneous metal; Hires Turner Glass Co., 
glazing; Printz Flooring Co., resilient floor- 
ing; George O’Toole, marble; E. C. Ernst 
Inc., electrical installation; Peterson Co., 
carpentry and joinery; Ed. W. Minte Co. 
Inc., painting; Peter Bratti Ass. Inc., tile 
and terrazzo; Atlas Machine and Iron 
Works, structural steel; Vermont Structural 
Slate Co., stone work; Westinghouse 
Electrical Corporation, lifts. 
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The Ambassador’s office, panelled in walnut 





Ambassador's conference room 


The library, from the entrance hall 





September 29 1960 


THE CONTRACT JOURNAL 


WHERE ARE THE NEW HOUSES TO GO? 


By Max Lock, F.R.1.B.A., A.A.Dipl., M.T.P.L* 


TIYHE query “Where are the new 
houses to go?” is, along with the 
question “Where are the new roads to 
go?” perhaps the most urgent planning 
problem that faces our country today. 
It is a headache for almost every local 
housing authority that exists, which knows 
in its heart that the solution can be found 
only in wider and more co-ordinated 
regional policies which do not exist; 
policies which we have allowed to be killed 
at birth and which must be re-established 
all over again, perhaps painfully, because 


it will inevitably involve among other 
things grasping the nettle of the re- 
organisation of local government 
boundaries. 


After 50 years of planning the fact that 
we should be desperately asking the 
question “Where are the new houses to 
go?” is a humiliating challenge which em- 
barrassingly calls into question many of 
our pet planning theories. 

There seems to be no localised solution 
to this universal problem in the absence 
of a clear overall view, first of population 
trends and movements and secondly of a 
desirable land use structure for the country 
as a whole. But can this last be achieved 
by the fragmented policies entrusted to 
145 different planning authorities? Can 
this be done in the absence of a regional 
system co-ordinating economic, social and 
physical planning needs, and can it be done 
until we have a Ministry of Planning fully 
empowered to co-ordinate plans, needs and 
policies of other government departments 
which too often act in isolation? 

We shall not find the solution of our 
problem until we throw off, as far as pos- 
sible, many of our preconceived ideas. 
We did this in 1943 and 1944 with a degree 
of success when first faced with the urgent 
need for post-war housing and reconstruc- 
tion. At that time the planners’ hopes 
and ideals were shared also by the man 
in the street, which included the man 
in the Forces. Some of the most popular 
films at that time were planning films. 
But you will not find this today because 
planning has lost its appeal, mainly because 
the people feel that they have not been 
consulted, and that planning has now 
become a highly bureaucratic and im- 
personal affair. Perhaps we need now to 
bring the same kind of idealism to bear 
upon the question of where our homes are 
to go today, as we did then. 


Land Use 


Let us look then at this question from 
a few fundamental aspects. First of all 
land use. Planning is the right use of 
land. Since the war we have advanced a 
good way in the applied science of the 
classification of the soil and_ serious 
attempts have been made to intensify the 
agriculture produce of this country and 
to bring into use the marginal areas. This 
country now grows 55 per cent. of her 
own food as against 33 per cent. before 
the war. 

Fortunately for the time being pro- 
ductivity of farm land is increasing at 
a greater rate than it is being lost through 
building development but, nevertheless, 
we shall always continue to find that where 
interdependence between town and country 
breaks down—as in the great metropoles 
life for most people is infinitely the poorer. 
If accelerating communications aggravates 
this process of over-urbanisation it can 
also surely save it. The selection of sites 
for human and industrial settlement on 
soils of poor qualities is much facilitated 
by the flexible distribution of electric 
power and the grid, and atomic power 
should further aid this process. 

At the end of an era of exploitative 

*Extracts from a Paper presented at the 


29th Annual Conference of The Institute of 
Housing, held in Harrogate recently. 


colonisation the elevation of money as the 
sole life object is a dangerous illusion 
since man in England—as well as in other 
urbanised western countries—can no 
longer get his nourishment out of money 
alone but must get it from the soil and 
and its resources on it, in it and under it. 
The Swiss ever since their foundation as 
a nation over a century ago have always 
preached that “inner colonisation” had 
to be practised by those who are without 
colonies or who ‘have relinquished them. 
This means a national and regional policy 
at home for the planned conservation of 
the land resources and uses in accordance 
with ecological law. This is only achieved 
by. a regional plan, geographic, social and 
economic. 

Such regional plans we do not possess. 
We are entirely absorbed by our immediate 
local problems, Having dispensed with 
the cushion of our Colonies we think noth- 
ing of throwing overboard regional plan- 
ning as well and that could, in the end, 
be suicidal, especially if we fail to realise 
that our own British region is an economic 
and geographical part of the wider Euro- 
pean one. The right use of the land begins 
inevitably with a right approach to regional 
planning. 


Density 


Then there is the question of density. 
The Dudley Report and the New Towns 
Report recommendations on the question 
have assumed a low peripheral density of 
30 persons to the acre based on Garden 
City Standards, the higher densities being 
reserved quite rightly for the centre of 
towns. When, just after the war, the local 
authorities were building seven houses to 
private enterprise’s one, there was in some 
cases a more compact and economic group- 
ing of houses. The schemes then were 
rigidly (but not always imaginatively) 
vetted by the Ministry of Housing. Now 
that the ratio is in many places reversed 
the peripheral sites built by private enter- 
prise are covered in even lower density 
development. 

True, in most towns, if given the choice 
between moving up or moving out, people 
especially the car owners prefer to move 
out. It seems to me, therefore, that there 
is a strong case for building higher 
densities in the outer suburbs and en- 
couraging the building of flats, especially 
since the bulk of the new households are 
caused by the growing number of smaller 
new families or by single or older people 
requiring separate accommodation. 

In many of our cities in the so-called 
respectable zones where large Edwardian 
houses exist, e.g., part of Hampstead, the 
planning authority has made the densities 
for these districts far too low (80 persons 
per acre) and here it is only possible to 
sub-divide these Edwardian white 
elephants into two large maisonnettes in- 
stead of three or four smaller self- 
contained flats. Thus small families and 
single people prepared to pay a good rent 
or to buy are unable to take the smaller 
type of accommodation they require be- 
cause of density restrictions. They will 
therefore take larger accommodation than 
they need because they prefer to live in 
that part of the town. 

Nowadays respectability of a district is 
not determined by size of dwelling but by 
rentable and rateable values. There is 
no doubt that the sprawl of London is 
much aggravated by these unrealistically 
low densities leading to under-occupation 
of many of its older residential areas. 
Densities should be revised at least bi- 
annually to conform to housing trends, 
especially now that middle-class respecta- 
bility is no longer necessarily to be equated 
with low density. If densities were pro- 
perly revised most of our new housing 
could be contained within our towns with- 
out having to move out at all, 


Another important concept is that of 
Green Belts. Is the imposition of a belt 
around a living organism a sensible means 
of stopping its growth? It seems to me 
rather that the growth of such a biological 
and cellular thing as a town—like that 
of a plant—should be conditioned and con- 
trolled according to the proper disposition 
of its own life-giving arteries. Today the 
fast motor road is an effective and indeed 
lethal barrier between buildings and fields. 
I look forward to the day when the city 
has its own fast approach roads—com- 
pletely shorn of houses flanking fields and 
parks right to the centre of the town. The 
slow traffic—the buses, the lorries and the 
vans—would make their way, as they do 
today through the suburbs right into the 
city centre. 

A plan based upon the now accepted 
principle of segregation of fast from slower 
service traffic would look rather like a 
star—or (as in the case of Copenhagen 
which has one front to the sea), like an 
outstretched hand. In Copenhagen the 
main roads to the town run down the 
centre of the fingers which are fat and 
somewhat spatular, their flesh being the 
built-up communities on either side of 
the main road. Between the fingers are 
green wedges penetrating to the heart of 
the town. 

The boundary of each finger in the some- 
what Copenhagen-like town I have in mind 
could be defined by a practically impene- 
trable fence in the form of a loose ribbon 
of motorways for fast traffic leading in to 
and out from the heart of the town and 
introducing the townsman at once to the 
country—motorways which should be 
made as attractive as only the landscape 
architect can make them, but at the same 
time should be as impassible as a railway 
track and would preserve the wedges of 
green inviolate for agriculture. 

As the fingers of the hand grow out- 
wards (or if it is an island town, the points 
of the star grow longer), green spaces 
between them will grow wider and there 
is no reason why parks and green spaces 
should not appear at intervals along the 
fingers or the points of the star. Thus the 
town will grow according to nature, i.e., 
man-controlled nature and nature-con- 
trolled man. : 

Such plans as Buckingham’s Bourgeois 
Utopia and Ebenezar Howard’s garden city 
plan were static plans based upon the 
circle and leading naturally to the idea of 
the outer belt of green, but they do not 
provide for a process of natural growth 
but rather they envisage a permanent 
stabilisation maintained by this green belt. 
Such a system cannot provide for the 
sudden transmutations that modern life has 
forced upon cities. Our concepts there- 
fore must undergo a change. 


Lineal Extension 


It seems to me that taking all these new 
factors into consideration the lineal exten- 
sion of a town is the more rational and 
perhaps the only practicable solution. 
Radial cities like Norwich and Bedford 
with a spider’s web plan, in other words 
a radial plan, lend themselves to the ap- 
proach I suggest. In the same way that 
a finger is punctuated by the joint and 
the nail, so these lineal communities along 
the main service roads will be punctuated 
by high density zones of commerce and 
industries. These outer nodal points would 
be inter-connected across the wedge- 
shaped spaces between the fingers by cir- 
cumferential, roads completely unbuilt on, 
thus easing the burden of congestion at 
the centre of the town and facilitating a 
peripheral (circumferential) daily journey 
to work from one centre of exchange or 
production to another. : 

There are, of course, many conurbations 
in which the agglomeration of town struc- 
ture will not now permit such an approach 
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and in these cases a drastic green belt 
perhaps is the only solution, but segrega- 
tion of traffic and the duplication of ap- 
proach roads is bound to arise sooner or 
later, and when they do these principles 
could be applied as far as they can. In 
this way housing overspill will go in the 
extended fingers of the outstretched hand 
(or start) and will be spared the gymnastic 
contortions of having to jump a green belt. 
The journey to work will be shortened 
and the country brought farther in towards 
the heart of the town. Our cities then 
could be truly garden cities, not as so 
many are today—neither garden nor city. 


Location of Industry 


In the planning of the town the location 
of industry is often scattered about the 
outskirts in special zones. This has the 
disadvantage that the daily journey to work 
in such cases often means a journey of 
20-50 miles, from one extremity of the 
town to the other across its centre, in- 
volving a great expenditure of time since 
peripheral circular roads do not often 
exist. 

An almost ideal and certainly interesting 
arrangement is to be found in the Tees-side 
conurbation where Middlesbrough, Thorn- 
aby and Stockton and their suburbs group 
themselves around a vast almost circular 
industrial hub, penetrated by the river 
which has steel manufacture on the one 
side and chemical production on the other. 
From both sides of the river the journey to 
work is towards the centre of these towns 
and beyond them to the central industria! 
zone, 

This arrangement arose entirely by 
historical and geographical accident—but 
has a disadvantage that it suffers much 
from atmospheric pollution, because of the 
heavy nature of the industry. But with 
cleaner industry based upon electric and 
atomic power there is everything to be 
said for a more central location of this 
kind. 

Twilight Areas 


In this connection we might consider 
a question that is raised so frequently 
nowadays, i.e., what is to be done with 
the “twilight areas”? I refer to those 
areas of housing well built, but obsolete. 
of depreciating value that encircle the 
centres of many of our Victorian towns 
and, in fact, restrict the centre from expan- 
sion. 

They soon will be the object of com- 
prehensive redevelopment when at last 
the town centre will be able to expand 
and sort out its problems of traffic segrega- 
tion, car parking, shopping and office pre- 
cincts. But added to this, is there any 
reason why these twilight rings round 
towns should not be served by an inne: 
circular road, and accommodate places 
for the location of industrial zones in the 
same way as the Tees-side example, 
eliminating much cross-town travel to work 
because of the more central location of it? 
At the same time the green wedges would 
be allowed to penetrate between zones 
of industry and continue into the heart 
of the city. 

Thus we should have an inner series 
of industrial sites with adjacent housing, 
both near the commercial hub of the town. 
with outer industrial and sub-centres of 
commerce as strategic points along the 
developed fingers as mentioned earlier and 
both inner and outer circular concentric 
ring roads, which as they pass across the 
green wedge interstices will be absolutely 
free from building. This seems to be an 
organic planning concept in which the 
daily journeys to work as well as the 
growth of cities are brought into a con- 
trolled system. Agriculture is conserved 
and a true marriage between town and 
country seems possible. 

Motor Roads 

The M.1 has been a matter of pride and 

satisfaction to the nation as a whole, and 


at last we have woken up to the fact that 
we must have roads. Those of us who 


are concerned with where people are to 
live feel that the motorway as the link 
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between London and Birmingham—our 
two strongest magnets of population in 
the country—will do more than anything 
else to attract population into this already 
over-inhabited area. 

This type of motorway really is a magni- 
ficent relief road and should of course 
be supplemented rapidly by another type of 
motorway, that I call the “development 
artery,” laid out so that the declining areas 
could have new life-blood pumped into 
them. A motorway, for example from 
Newcastle to London via East Durham, 
Lincolnshire, Cambridge and Essex would 
do the country economically much good 
and resolve our problem of human settle- 
ment and its stabilisation far more effect 
ively than can the M.1, or for that matter 
the total reconstruction of the Great North 
Road. 

Really these two types of motorway 
should be considered as partners, the relief 
way and the development way, partners 
which together can assist our economy and 
production, and in doing this can be 
worked out according to a plan based upon 
the geographical, social, economic and 
physical ecology of our island as a whole. 
This seems to me the best way we have 
of counteracting those dangerous concen- 
trations and drifts of population that we 
deplore and which are bringing us here to 
discuss the problem of where their homes 
are to go. 


Suburban Space Standads 


A great number of the things I have been 
speaking about are set in a broad perspec 
tive and are perhaps beyond our reach at 
this present moment. They do, however 
from a long-term point of view try to 
answer the question “Where are the houses 
to go?” They do not all answer the 
question “Where are the houses to go 
now?” In other words what we are asking 
is “How can we ease the scarcity of urban 
housing land?” : 

When we look at the windswept open 
ness of our new towns and almost all of 
our suburban development since the First 
World War, are we not somewhat con- 
science-smitten about the wastefulness of 
the land we have at our disposal? The 
Dudley Report and the New Towns Report 
are too strongly steeped in the mentality 
of 1918 and are much tinged with the 
Tudor Walters brush. For instance, in 
our outer housing estates, why do we sti 
have these broad streets of 70ft. between 
houses when a strict interpretation of by- 
laws in many instances requires only 36ft. 
and, when we would find that 39ft. would 
give us adequate daylight and again, that 
5lft. between buildings would permit a 
proper quota of sunlight? The origin of 
that unwritten rule that there should be 
70ft. between buildings is I believe (a) that 
it permits the sun on December 21 to 
reach the ground floor windowsills of 
windows facing the road and (b) that that 
is the distance away from which reasonably 
short-sighted people believe they cannot be 
overlooked! 

These two criteria seem naive when set 
against the expense, the waste and the 
disadvantage of open development; among 
which are (a) inadequate protection from 
the wind, (b) excessive walking distance 
down long draughty streets, (c) the 
weakening of neighbourliness and of social 
life and (d) the added cost to families of 
ever longer journeys to work. All these 
add up to the price we have had to pay for 
the wasteful use of land. In the interest 
of a more economical, more pleasant. more 
urbane town environment why cannot loca! 
authorities accept the simple rule that the 
distance between buildings needs only to 
be three times the height of the house, 
say 48ft.-50ft. for streets of two-storey 
buildings? 

Perhaps more damage than anything else 
has been done to the character of new 
towns by the New Towns Committee's 
endorsement in their final report of the 
10ft. 6in. width on each side of the street 
recommended for the location of under 
ground services when 6ft. would surely be 
enough, and if adopted could reduce the 
total width of streets by as much as 9ft. 
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The fact is that we have been so anxious 
about privacy in the front of our houses 
that we seem to have completely forgotten 
it in the rear where the gardens are often 
as exposed and public as a playground. 
With the “precinctual” approach to housing 
layout in which the approaches to the 
front doors will be chiefly for pedestrian 
use, and in which service routes and garage 
groups will be at the back, the streets could 
be narrower, shorter and less draughty 
and the gardens could be smaller and 
walled for privacy, and they rather than 
the street fagades could be the sun-traps. 
Thus houses could be built at a higher 
density on less ground, and money 
saved from the more extended type of 
development could be spent on attaining 
a better standard of privacy. of compact- 
ness and “urbanity.”” Why is the choice 
today only between the squalor of the 
blighted areas and the barren openness of 
subtopia when it could be between the 
old outworn slum and a new “Urbanity”? 

There are other ways immediately within 
Our powers in which a more urbane 
environment could be achieved, Sight lines 
at road junctions are unnecessariiy 
extravagant; a right-angled triangle of 50ft. 
by 110ft. on a juction of any road seems 
a waste of a lot of land. Far better would 
it be to reduce the area of this sight line 
even if it meant a compulsory halt for 
trathc coming from the narrower to the 
wider road. 


Terraces 


Building speculators still cover the 
countryside with semi-detached and de- 
tached houses. Since 1918 they have been 
telling us that social snobbery does not 
tolerate the terraced house which still 
carries the stigma of either the Victorian 
slum or by-law block or of the modern 
housing scheme, forgetting the elegant 
terraces of Regency or Renaissance 
England. 

They may be right so far as their buvers 
are concerned, but the sad truth is that 
with the exception of a few bold and 
Outstanding examples such as the “Span” 
terraced development built for the more 
affluent as well as the more discriminating 
of the middle class, speculative building 
has progressed precious little in design 
or in attractiveness since the day when 
official Town Planning started 50 years ago, 
and it is surely time the planning authori- 
ties had a great deal more to say about 
the quality of the plans and layouts that 
come before them. 

A relief from openness as well as a 
saving in density can and indeed has beer 
given by the placing of flats on corner 
sites where the inhabitants do not require 
gardens but are glad of corner views. Such 
apartments are particularly suitable today 
for separate housing accommodation for 
older people whose demand is no less than 
three times the supply. It is a pity that 
three- and four-storey houses have proved 
unpopular in the new towns. Perhaps 
they have not been sufficiently well handled 
is a design problem. 





Revise the By-laws 


So far as the architects are concerned 
I believe that almost everything has been 
done within the framework of our existing 
regulations and by-laws to create an aporo- 
priate housing environment during this 
decade of the most intensive house- 
building that we have ever known. It 
seems that we cannot establish really good 
and urbane suburbs while the by-laws exist 
is thev are. In 1962 the Highways Act, 
1959 can establish new by-laws. Is not 
this the golden opportunity to revise our 
whole conception of street design? 

I would like to see experiments in 
“urbanity” which could well be the result 
yf regional competitions in which a neigh 
bourhood designed primarily for the 
owner-occupier, that is a speculative build- 
ing scheme, would have 48ft. to 50ft. street 
widths, 6ft. instead of 1l0ft. 6in. widths 
for underground services, much reduced 
sight lines on minor streets, well-designed 
terraces and of sufficient length—most of 

(Concluded on page 1573) 
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-. in case you 


need a machine with 


EXPERIENCE behind it 


Allis-Chalmers led with the first hydraulic tractor shovel 
in 1946. They lead now with the new HD 6G—the only 
tractor shovel backed by 14 years experience. 


HERE ARE SOME OUTSTANDING FEATURES OF 
THE NEW HD 6G 


Over 77 feet dumping height 

27,500 /b. breakout force 

New curved-bottom fz cu. yd. bucket with ground level tip-back of 40° 
Nearly 7 feet of track on the ground give exceptional stability 

Fully “in-line” shovel booms and linkage 

79:5 h.p. Allis-Chalmers diesel engine 


All-round visibility plus armchair comfort for the operator 


MACKAY INDUSTRIAL EQUIPMENT LTD., CENTRAL WAY, FELTHAM, MIDDLESEX (FELTHAM 3435) 
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Decreases wear — Increases production under all conditions 
The tougher the work —the greater the saving 


Tines penetrate 12” 
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TRAFFIC PROBLEM THREATENS TO BECOME 
EVEN MORE URGENT 


RAFFIC increased at an average 
rate of seven per cent. between 
1951 and 1958. Last year it went up 
by 12 per cent. and, if this trend con- 
tinues, the national estimates of future 
traffic will need drastic upward revision. 
This is the view expressed by the Road 
Research Board in their report for 
1959*, which states: “The problem of 
coping with existing traffic and pro- 
viding for its future increase, therefore, 
threatens to become even more urgent 
than we foresaw in 1954.” 

The Board welcomes the important 
research the Laboratory has carried out 
in its observations of the M.l motorway. 
The results obtained are expected to pro- 
vide a valuable guide in the planning of 
a national programme; problems recom- 
mended for study include the effect of 
lighting on accident rates and trials of 
anti-dazzle fences. 

The Board’s report continues: “There 
are obvious difficulties to be faced in urban 
areas, but the contribution possible from 
motorways deserves serious study in rela- 
tion to the traffic for which provision has 
to be made now and in the future.” 

Among the arrangements made between 
the Laboratory and the Ministry of Trans- 
port, the Board are pleased to record 
plans for two further groups of experi 
mental sections on the Great North Road. 

In the report of the director of road 
research (Sir William Glanville, C.B., 
C.B.E., F.R.S.) details are given of the 
research carried out at the Laboratory 
during 1959. The subjects studied include: 


Traffic and Safety 


A study of London traffic has revealed 
that the rate of growth in the London 
area is greater at night than during the 
day. From 1953 to 1958 traffic between 
9 am. and 5 p.m. rose by 28 per cent. 
but traffic between 1 a.m. and 6 a.m. 
increased by 100 per cent. 

The eighth London traffic survey, cover- 
ing about 40 miles in Central London, was 
made in the autumn of 1958. It shows 
that the number of commercial vehicles 
is still increasing slowly; that the numbers 
of buses and taxis have maintained their 
downward trend; and that private vehicles 
have increased more rapidly, until in 1958 
they represented the largest single class of 
traffic. The average journey time, under 
peak-hour conditions, was 7.3 minutes per 
mile of which 3.3 (or 45 per cent.) was 
spent waiting or queueing at controlled 
intersections. 

An analysis of data collected in a sur- 
vey of travel in Greater London, shows 
that in a normal week 60 per cent of road 
travel was in buses, 22 per cent. in private 
cars, 10 per cent. by bicycle and the re- 
maining eight per cent. by coach, taxi or 
motorcycle. Fifty per cent. of travel on 
weekdays took plase between 7 a.m. and 
9 a.m. or between 5 p.m. and 7 p.m. 
Parking Meters 

Parking meters in Mayfair helped to 
increase average traffic speed by 9 per cent. 
but in the surrounding West End zones 
it decreased by between 7 and 13 per cent. 

Another study, in Glasgow, has shown 
that the introduction of “no waiting” signs 
in the central area, depite an increase of 
5 per cent. in traftic flow, has raised the 
average journey speed by 12 per cent. The 
greatest effect was at intersections, delays 
being reduced by 23 per cent. 

Motorway Speeds 

An investigation into vehicle speeds and 
driver behaviour was made on Britain's 

*Published for D.SJ.R. by H.M.S.O. Price 
7s, net, by post 7s, 7d. (U.S.A. $1,60), 


first motorway—the Preston By-pass—in 
May, 1959. There was a marked similarity 
between car speeds on the by-pass and on 
the Continental motorways. Lorry speeds 
were roughly equal to those on the Belgian 
and French roads but slightly lower than 
those in the Netherlands and Germany. 


Skidding 

The Laboratory’s portable skid-resistance 
tester is now being made by three firms. 
Casualty Rates 

An examination of accident statistics 
has shown a considerable variation in road 
casualty rates per head of population from 
one part of the country to another. The 
biggest factor in this variation is probably 
the volume of traffic, but its type, the 
character of towns, the condition of the 
roads and differing human response may 
also have some effect. 

Of particular interest is the variation in 
child-casualty rates. Pedestrian casualties 
per thousand children (under 15) living in 
towns varied from 3.2 in Wales to 2.2 
in Greater London. Hertfordshire and 
Surrey. There was considerable variation 
amongst the regions in the severity of 
casualties to children. This was matched 
by a similar variation for adults. 

“Chain Collisions” 

One type of accident—*chain” collisions 

in which successive vehicles run into 
the back of one another—is of considerable 
importance on motorways and other high- 
speed roads. An investigation was made 
to see whether the recommended separa- 
tion distance of one car length (15ft.) for 
each 10 miles of speed was adequate: 
larger separations are recommended on 
wet roads. 

An examination of 216 accidents that 
occurred in two months of 1958 on zebra 
crossings in the Metropolitan Police 
District showed that in 81 of these the 
following events occurred (not necessarily 
in this order): (1) a vehicle (or line of 
vehicles) stops at a crossing; (2) one or 
more pedestrians move into the carriage- 
way; (3) at least one of the pedestrians 
is hit by another vehicle. 


Materials and Construction Methods 


Investigations to design the structure of 
a road with regard both to the sub-soil 
and the traffic continue to occupy an im- 
portant place in the research programme 
and the solutions of many of the problems 
involved are being sought largely through 
full-scale experiments on heavily-trafficked 
roads. 
Soil Moisture 

Apparatus has been developed for study- 
ing the moisture suction properties of soils 
using the pressure-membrane technique, 
a technique first developed by agricultural 
scientists. The apparatus covers the range 
of suctions likely to arise in civil engineer- 
ing problems in the United Kingdom. 
Stone Temperature 

In the manufacture of coated materials 
for bituminous surfacings it is essential 
to control the temperature of the aggregate 
as it leaves the dryer, so that the material 
can be laid satisfactorily. A device has 
therefore been developed which traps a 
portion of free-flowing aggregate for a few 
moments so that it collects in a small heap 
round a sensitive thermometer and is then 
released, 
Concrete Roads 

Experimental work to improve the riding 
quality of concrete roads has continued. 
Finishing machines, modified so that the 
finished screed was supported between two 
bogies instead of resting directly on the 
forms or rails as at present, were used 
on a number of sites during the year. 
They were found to produce more uniform 


road surfaces and, the Laboratory states, 
it is important that they should be 
generally employed for major concrete con- 
structions. (Further details of this work 
are reported elsewhere in this issue.) 
Snow Ploughs 

Tests with models have been carried 
out with two common types of snow 
plough, the Vee plough and the single- 
blade plough, to improve methods of deal- 
ing with snow and ice. With the Vee 
plough, tests have been made to determine 
the best shape of blade for ploughing snow 
up to 6in. deep on motorways at speeds 
up to 30 m.p.h. Tests are continuing. 
With the single-blade plough, the per- 
formance is considerably improved if the 
angle it makes with the direction of travel 
is reduced from about 60 degrees to 45 
degrees while adjusting its length to clear 
the same width of track. 
Road Heating 


Investigations into methods of electrical 
heating on roads to prevent the formation 
of ice and frost have led to some interest- 
ing developments. A full-scale experi- 
mental road-heating system, 750yd. long, 
has been built into the nearside lanes of 
the A.412 at Uxbridge Road, Slough. The 
heating grids comprise insulated heating 
cable of six different types supplied at 
240-V and the investigation is to deter- 
mine which of the cables gives the best 
results. The output is 9-W per sq. ft., 
except over bridges where it has been 
slightly raised to offset losses from the 
underside. 

A similar system has been devised along 
the Mound in Edinburgh and on the ramp 
leading to the roof of the new Retail 
Market in Coventry. These investigations 
are continuing, but at Coventry satisfactory 
results have already been obtained, 
although the rate of snow melting was 
rather low because the power output was 
lower than expected. 


NEW QUAY AND TRANSIT SHEDS 
A. Monk’s Contract 


British Transport Docks have placed a 
contract with A. Monk and Co., Ltd., 
Padgate, Warrington, for the construction 
of a reinforced concrete piled and decked 
quay and four steel-framed transit sheds, 
together with extensive rail and road works 
e - north side of King George Dock, 

ull. 


The new quay, which will be in con- 
tinuation of the existing No. 1 Quay, will 
be 2,430ft. long, and each of the transit 
sheds will measure approximately 450ft. 
by 150ft. 

The contract is an important part of 
the £4,750,000 development scheme now 
in progress at King George Dock. Work 
is expected to begin soon and should be 
completed in aboyt two years. 


PLAN FOR ROAD OVER GLASGOW 
CANAL 


Glasgow City Council propose the con- 
struction of a road over three miles of 
the disused Monkland Canal in the North 
of the city. The aim is to relieve traffic 
congestion on the Edinburgh road. Four 
traffic lanes would be provided with no 
bridges and few access roads. 

The Council hope to receive a Govern- 
ment grant which would enable work to 
start within six months. The canal would 
be partly filled in and water supplies to 
the industries nearby which use it would 
be piped underneath the new road, 
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A LAWYER CONSIDERS... 


Nuisance by a Builder — A Company’s Powers 


N Goldie and Boynton v_ Helena 
Rubinstein Ltd. and another, reported 
in “The Estates Gazette” for September 3, 
1960, the defendant company owned a flat 
on the top floor and there were two flat- 
owners below. The company ordered 
extensive alterations which involved the 
demolition of interior walls, erecting a 
roof garden, laying new floors and general 
renovation. The work began at the end 
of May and demolition was completed by 
June 26; the whole work was expected to 
be completed by September 5. 


The two other flat-owners complained 
that this work was a legal nuisance and 
applied, as a first step and without pre- 
judice to any claim for any damage caused 
by the work, for an injunction which would 
stop the work being carried on at all; this 
injunction was applied for against the com- 
pany and the builders concerned. 


Unlike damages which, if you prove your 
legal right to them, a court must grant, 
an injunction is a remedy within the dis- 
cretion of the court; those asking for 
this powerful remedy must not only there- 
fore prove that they have suffered from 
some illegal act, but also persuade the 
court that only by the issue of an injuction 
can they be properly protected. 

The legal wrong, or tort, which is called 
“nuisance” consists essentially in inter- 
fering with a person’s enjoyment of his 
land or property. It is not, however, every 
such interference that constitutes a 
nuisance; simply because you like a 
Sunday afternoon sleep in summer in your 
garden, it is not a nuisance if your neigh- 
bours like to be more sociable and their 
talking and occasional laughter disturb 
you; there must be a real interference with 
your enjoyment “not merely according to 
dainty or elegant modes of living but 
according to plain and sober notions among 
the English people” as one of the earlier 
cases put it. 

In other words if you live in a densely 
populated community like London you 
cannot expect the peace and quiet of a 
lonely Scottish island, and you cannot im- 
pose any unreasonable restraints on others 
simply to preserve your personal notions 
of enjoyment of your property. Thus you 
must expect your neighbours to have the 
builders in on occasion and that there will 
be a bit of noise and dust and a smell of 
paint for a while; and simply because you 
have a particularly bad head for noise or a 
stomach allergic to the smell of paint is 
not by itself sufficient ground for establish- 
ing a nuisance provided the building work 
done by your neighbour is what could 
reasonably be expected and is being done 
at reasonable hours and with reasonable 
care and efficiency. 

Clearly the law is based on the maxim 
“live and let live.” Builders should, how- 
ever, remember that if what they are 
doing oversteps the bounds and becomes 
a nuisance they are as liable to be sued for 
it as the person for whom, and on whose 
instructions, they are doing the work; in 
other words it is no defence, if the builder 
is sued by the person suffering from the 
nuisance, for him to say that he is merely 
carrying out the building owner’s instruc- 
tions. 

In this case Mrs. G. alleged that the 
builder’s scaffolding outside her windows 
prevented her lowering her sun-blinds in 
her kitchen, leading to very high tempera- 
tures; that the continuous hammering and 
banging caused cracks in her ceiling; and 
that dust covered her decorations and 
furniture causing damage. Evidence was 


given, however, that the contractors had 
tried to take all possible precautions and 
the court accepted this even though there 
might be some minor defects in these pre 
cautions, The court therefore felt that, 
without prejudice to any claim for the 


cracks, and provided the contractors could 
help Mrs. G to use her sun-blinds, this 
was not a case in which the nuisance com- 
mitted, if any, warranted restraining by 
the issue of an injuction; she would be 
adequately protected by a claim for 
damages, 


Mr. B alleged that dust had damaged 
furnishings and wallpapers in his flat, 
causing him to incur substantial cleaning 
bills; that the machinery operating the hoist 
was so noisy that it penetrated the flat even 
with all windows closed; and that the 
vibration from the hoist caused a light 
fitting to fall and break and injure his wife. 
The court felt that as the damage to the 
property of Mr. B had occurred that 
damage could be adequately dealt with by 
a claim to such damages as could be 
proved; an injunction would not help him 
on this matter when the damage was done. 
But, as regards the use of the hoist, the 
court felt that the builders ought to take 
more care and an order was made that 
the hoist should not be used outside the 
hours of 9 a.m. to 6 p.m., that the engine 
must not be left running when the hoist 
was not actually in use, and that it must 
be operated in such a way as to cause the 
least vibration. 


This case shows that a contractor must 
always bear in mind the possibility that 
his work will constitute a legal nuisance 
and that in such a case he runs the risk 
of having his method and hours of working 
controlled by the courts. The best way 
to avoid such a possibility, with its 
attendant risk that as a result of the court’s 
order a completion date cannot be kept, 
is to consult those likely to be affected and 
then plan the work so as to cause the 
least inconvenience; and during its pro- 
gress get a foreman or someone in authority 
every now and again, or before some 
particularly noisy or dirty operation, to 
ask those affected if any particularly heavy 
inconvenience is, or is likely to be, caused 
by the building operations. The best 
defence to a claim for an injunction is to 
be able to show that you are carrying out 
ordinary building work in as careful and 
reasonable a way as possible. 


A Company’s Powers 


COMPANY is legally regarded as an 

individual person quite separate from 
those who control and run it. However, 
its powers, that is what it can and cannot 
legally do, are limited to those given to 
it when it is created. Thus a company 
may be created to carry out building and 
civil engineering work. In course of time 
it may wish to embark on other projects; 
unless those other projects are included 
as one of the objects for which the com- 
pany was formed, the company cannot 
legally embark on those projects. Thus 
if the building company wish to buy and 
run an estate agent’s business and the 
power to run such a business was not 
included in the objects of the building 
company, the company’s activities as an 
estate agent would be outside its powers, 
or ultra vires as the lawyer’s jargon puts 
it; any contracts it purported to enter 
into as an estate agent would therefore 
be of no legal effect. 


This question was the main issue in a 
recent case, Anglo Overseas Agencies, Ltd. 
v Green [(1960) 3 All E.R. 244]. A Ltd. 
engaged an architect and a firm of estate 
agents to assist in obtaining for them a 
valuable building lease of a site offered 
for sale by the local authority of a London 
suburb. A Ltd. sued the architect and 
estate agent alleging that by reason of 
their conspiracy and breach of contract 
the sale of the lease had gone to a rival 
company and they had lost their antici- 
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pated profits accruing out of the purchase. 
As a preliminary defence to this charge the 
defendants alleged that the acquiring of 
this lease was outside the powers of A 
Ltd.; if this was so then even if they 
had caused A Ltd. serious damage by con- 
spiracy to defraud the company the 
defendants would escape all liability be- 
cause the whole transaction was one the 
company had no legal power to engage 
in. The court had therefore to consider 
whether this sort of transaction was within 
A Ltd.’s powers. 


A company’s powers are set out in one 
of the two documents essential to the 
creation of a company under the Com- 
panies Acts, namely the Memorandum of 
Association. In this Memorandum there 
is a clause setting out the objects for 
which the company has been formed; it 
is usually called therefore the “objects” 
clause. A Ltd.’s objects clause included 
power to “acquire any concessions, con- 
tracts, rights . . . and to perform and 
fulfil the terms and conditions thereof, 
and to carry the same into effect, operate 
thereunder, develop and turn to account 
maintain and sell, dispose of and deal with 
the same.” The clause ended, “the objects 
specified in any paragraph of this clause 
shall, except where otherwise specified in 
such paragraph, be in no wise limited or 
restricted by reference to or inference 
from the terms of any other paragraph or 
the name of the company.” 


In deciding on the meaning of objects 
clauses there is a rule whereby paragraphs 
of the clause subsequent to the paragraphs 
declaring the main objects of the company 
are to be construed as conferring powers 
that are ancillary to those main objects. 
Thus if a company’s main object is to 
act as a building and civil engineering 
contractors and later on there is a clause 
empowering the company to acquire pro- 
perty this latter power will be construed 
as being ancillary to the main object— 
it would not be construed, therefore, as a 
power to acquire property for purposes 
unconnected with the main trade of the 
company. Of course, this rule of con- 
struction is displaced if the objects clause 
is drawn wide enough and clearly enough: 
and in this case the court felt the rule 
of construction was displaced because of 
the closing words of the objects clause 
quoted above. It therefore held that A 
Ltd. had power to enter into this type 
of transaction. 


The chief reason why the courts adopt 
the rule of construction referred to is 
to protect shareholders; if the objects 
of a company were very wide shareholders 
might have difficulty in checking on how 
their money was being used. But these 
considerations probably do not apply to 
the average family company in the con- 
structional industry. It is probably on 
balance wiser, therefore, to see that such 
companies’ objects clauses are widely 
enough drawn to cover most kinds 
of business and investment activity 
and_ specifically to exclude the rule 
of construction discussed in this 
case. If the objects clause is not wide 
a company might quite unwittingly engage 
in some business venture beyond its powers 
and thus give an opportunity to some 
unscrupulous person to repudiate some 
supposedly binding contract; the case 
described above gives some idea of the 
risk run though happily in this instance 
the court was able to decide that the 
activity was within the company’s powers. 


A revised booklet in the “Choice of 
Careers” series, entitled “Painter and 
Decorator,” has been issued by the Central 
Youth Employment Executive. 
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GOODENOUGH HOUSE 
COMPLETED IN THE CITY 


Deep Excavation Problems 


on Restricted Site 


Cota one of the largest 

banking halls in the City of 
London, Goodenough House, which was 
recently opened at Old Broad Street 
for Barclays Bank Ltd., is the largest 
building owned by that company in 
London, and will be used to deal with 
overseas banking matters. 

The site has a frontage of 183ft. to Old 
Broad Street, 122ft. to Union Court and 
a maximum depth from Old Broad Street 
of 196ft. Above ground the building has 
a frontage of 17lft. to Old Broad Street, 
and a return of 107ft. to Union Court. 

The 12-storey building, which has a 
height of 162ft. above the Old Broad Street 
pavement, was one of the first in the city 
to be planned to conform with the regula- 
tions for high blocks, and was approved 
by the Royal Fine Art Commission.. 

One of the conditions was that the 
building should be faced with Portland 
stone, and an entirely new cladding tech- 
nique was evolved which allows a 4in. 
stone thickness to be carried floor by floor. 


Excavation Problems 
Preliminary excavation works raised 
several problems in connection with sub- 
sidence and damage to adjacent structures 
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and services, as 
the foundations were 
50ft. below pavement 
level, and the site 
perimeter was closely 
bounded by both 
roads and = multi- 
storey buildings. 

The first step 
was to dig slowly 
and carefully under- 
neath existing 
foundations and to 
build new founda- 
tions below them at 
a deeper level. 
Following this, a 
trench about 25ft. 
wide and 40ft. deep 
was dug around the perimeter of the site 
and heavy timber struts were placed across 
the gap. A concrete retaining wall was then 
constructed to replace the struts and main- 
tain the vertical earth faces, and when this 
was completed, the centre of the site was 
excavated and the foundations constructed. 
The total all-round pressure on the retain- 
ing wall was about 7,000 tons. 


At one point of the excavation great 
care was necessary to avoid damage to 
the west-bound tunnel of the Central Line 
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General view showing 12-storey tower block 


tube, which runs below the pavement of 
Old Broad Street only 11lft. away from the 
site. As the reduced side pressure could 
have produced some distortion, London 
Transport maintained a continuous watch 
on the tunnel and measurements were 
taken each weekend to check that no 
damage had occurred. A close watch was 
also maintained by the City Corporation 
on a main sewer which ran in close 
proximity to the excavation. 


Building Construction 


Up to ground floor slab, the building is 
of reinforced concrete construction, and 
thereafter is built around a steel frame. 

The Portland stone facing is tied back 
to precast concrete posts at each vertical 
joint by anchor plates holed to take slate 
dowels. The feet of the posts are slotted 
into the floor beams and projecting rods 
at the head are cast into the beam of the 
floor above. Facing slabs at floor level are 
an inverted L-section which hangs from 
the floor beam and takes the weight of the 
plain slabs above, so that the weight of 
the slabs is carried by the floor beams. 

All ceilings have been treated acoustic- 
ally and care has been taken to prevent 
the passage of sound through the space be- 
tween the false ceiling and the structural 
slab. Thermal insulation is provided by 
cavity walls with an inner leaf of insulating 
block. 

As windows in a building of this height 
must be cleaned from the inside, double 
glazing has been used in separate but 
linked frames which are centre hung and 
swing inwards so that both glasses can be 
cleaned from inside the building and any 
breakages renewed. The windows are 
locked shut as ventilation is mechanical, 
and venetian blinds are fitted in the air 
space between the glazing with controls 
to vary the pitch of the slats. 

The centre feature facing Old Broad 
Street was kept free of windows to con- 
trast with the fenestration of the side 
elevations, and is relieved by a figure of 
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Mercury at high level. There is a large 
sculptured frieze over the main entrance 
which emphasises the bank’s large African 
interests, and above this is a low relief 
carving of the bank’s eagle emblem. 


Interior Featu es 


The sub-basement houses, in addition 
to boilers, fuel tanks and pump rooms, 
such items as strongrooms and a squash 
court. In the basement which lies abov 
them are the managerial dining suite, 
gallery to the squash court. and a staff 
lounge and quiet room. There is also a 
cafeteria and restaurant seating 250. 
These two rooms gre separated by a sliding 
partition formed of corrugated plastic on 
a light steel frame, allowing the restat 1 
and cafeteria to be quickly converted into 
a dance hall, as the centre area is occupied 
by a maple floor with a Permatred cover- 
ing. Walls here are panelled in Afromors 
and lighting is by illuminated ceiling. 

Also on the basement floor are the 
kitchens, which have floors of special n 
slip tiles, and fully white-tiled 
ceilings. A staff lounge has walls p 
mainly in an East African wood. \) 
and columns are cased in Formica. 1 
entrance doors to the staff lounge a 
armourplate glass. 

A feature of the lower ground fio 
the bank safe deposit, which is protec 
by the most modern security measu 
Lined throughout with stainless steel, 
safe deposit consists of 380 lockers of ' 
ing sizes for the use of bank custom 
the public. There are three private i ns 
where depositors can inspect the conten 
of their lockers. The doors of the safe 
deposit are of burnished steel lin 





lined on 
the inner face with glass to show the 
mechanism. 

Also at this level is a ca park, 
approached down a ramp from O}. Broad 
Street. The entrance is controlied by 
trafic lights and there is a turntable at 
the bottom of the ramp. Thirty-three cars 
can be accommodated, and unloading bays 
for both the bank and tenants of the 
building are provided. 


Banking Hall 


On the ground floor level the chief 
feature is the banking hall, in which the 
number of supporting columns has been 
reduced to a minimum and the varicus 
counters and screens kept low in order 
to maintain an impression of space. The 
floor of the public space is patterned 
terrazzo with Ruboleum in the working 
ces. and walls and columns are lined 
w.ih Sicilian Pearl marble with bands of 
Napoleon Tigre at head and base. Window 
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piers are facec in Nigerian Walnut and 
counters and partitions are in Nigerian 
Walnut and figured Avodire. 

The centre portion of the ceilings over 
the public space has concealed jighting, 
round which is acoustic tiling, while on 
either side there are fittings on the soffits 


of the beams to light the counters. <A 
special | ire. is a world map executed 
in m qu VY using Various African woods. 


On the mezzanine floor are the manage 
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level, where the air is drawn in on the 
south side and expelled on the north side 
after use. The system provides three air 
changes per hour, ‘during which times 
some 500 tons of air pass through the 
building. 


Floors below ground level use warm air 
both for ventilating and heating. Else- 
where hot water ceiling coils are used, 
suspended above the acoustic tiles. This 
method provides low temperature radiant 





Scuth side of banking hall 


ment offices, consisting of rooms for the 
Branch Manager, his deputy, and for two 
assistant managers. There are two con 
ference rooms. the larger panelled in 
Afromorsia with Nigerian Wainut doors, 
the smaller in Lebanon Cedar and M’ninga. 
Floors above contain branch depart- 
ments. lettable offices, and plant rooms. 





Heating and Ventilation 





The building is air conditioned through 
out, incoming air being filtered, washed and 
warmed before being delivered through 
diffusers or grilles. Main ventilating 
plants are in the lower ground floor and 
at the top of the building, at twelfth floor 





heating which is combined with the warm 
air ventilation system. 

In the banking hall, on staircases and 
in lift lobbies hot water convectors have 
been used in conjuction with embedded 
floor panels. 

Heating and ventilating systems have 
been planned on a 5ft. module so that com- 
plete freedom is possible in the planning 
of internal partitions. ‘ 

There are four boilers, two large and 
two small, which between them have a 
capacity of 24,000lb. of steam per hour 
at 100lb. pressure. Gas is used for firing 
the boilers in the summer months and 
oil in the winter, 9,000 gallon tanks hold- 
ing a supply for about three weeks’ use. 

Electrical supply is taken through two 
500-kKVA transformers and the main dis- 
tribution is in <wo vertical ducts rising 
the full height o: the building. Supplies 
for lighting and small power on each 
floor are provided by copper busbars in 
sheet metal enclosures, and local switch 
and fusegear in the ducts’ provides 
centralised control and avoids the use of 
supplementary equipment in offices and 
corridors. 

There are eight passenger lifts, four 
running from sub-basement to eleventh 
floor at 500ft./min., three from sub- 
basement to second floor and one from 
sub-basement to fifth floor, both at 300ft./ 
min. There is also a l-ton goods lift to 
serve the kitchen, 


Consultants and Contractors 


The architects for Goodenough House 
were Ley, Colbeck and Partners, Palmer- 
ston House, 51 Bishopsgate, London, E.C.2; 
the structural engineers, R. Travers 
Morgan and Partners, 161 Fleet Street, 
E.C.4; and the quantity surveyors, 
J. Pritchard Williams and Hunt, 40 
Furnival Street. E.C.4. J. E. Greatorex 
and Partners, 15 Berners Street, W.1, were 
the heating and ventilating consultants, 
and V. Boccacci, 35 Camomile Street. 
E.C.2, the electrical consultants. The 
general conizactors were Galbraith Bros.. 
Ltd., Crayferd Bridge, Crayford, Kent. 
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FURTHER BUILDING PROGRESS AT OXFORD 
COLLEGE OF TECHNOLOGY 


ITH the Ministry's recent approval 

of starting dates for the final 

instalments of the Oxford College of 

Technology, the ten-year plan for its 

construction is expected to be com- 
pleted on schedule in 1964. 


These final stages comprise the com- 
merce department and administration wing 
on which work is to start immediately, 
and the department of catering and hotel 
management, to be started in 1962. 


The first part of the scheme was com- 
pleted in 1956 at a cost of £239,000. This 
houses the departments of engineering and 
building and consists in the main of work 
shops and laboratories, providing 900 
student places mostly in specialised prac 
tical rooms housing heavy equipment. 


This accommodation is provided in a 
single-storey building with a continuous 
concrete barrel-vault roof; one of the 
earlier examples of this form of construc 
tion on a considerable scale. There are 
18 vaulted bays, each 27ft. wide and 100/t. 
long, with a flanking run of classrooms in 
light steel construction. 

Approval to the second instalment w 
delayed and work did not begin unti! 
January, 1957. This instalment houses 
the departments of art, architecture and 
printing, and was completed in the autumn 
of 1958 at a cost of £329,000. The work 
consisted of extending the workshop block 
by adding three further bays with a two 
storey termination and building the five 
storey block which forms the main eleva 
tion of the college to London Road. 


Work on the third instalment followed 
in November, 1958. This comprises the 
second five-storey block and houses the 
science department. It is nearing comple 
tion and will have cost £286,000. 


Reinforced Concrete Construction 


The two five-storey blocks are of simila: 
construction, consisting of reinforced con- 
crete frames and floors. A feature has 
been the use of a “plate” floor, which 
allows a flat ceiling in all rooms, without 
any projecting beams. The external walls 
consist almost entirely of windows, all of 
which are reversible to be cleaned from 
the inside, with coloured sub-panels of 


enamelled metal or asbestos. The flanking 
end walls are clad in slabs of faced con- 
crete, the facing material being Criggion 
Green Gran 





A iow bui ding on the London Road 
frontaze has n ’ ti Windows and con- 
tains ti 


Ine £278.000 commerce department and 


administration wing, on which work is 
about to begin, includes the refectory, the 
library, the main lecture theatre and the 
assembly hall. A three-storey block will 
run at right angles to the two high blocks, 
thus completing the fourth side of an 
enclosed courtyard, which it is hoped will 
give to the college something of the tradi- 


tion of the University colleges. 
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The five-storey science block under construction 


The construction will consist of concrete 
columns and floors slabs, but varies from 
the earlier work in that the main eleva- 
tions are faced with curtain walling, of 
glass or enamelled metal panels, relieved 
by panels of grey facing bricks. The 
lecture theatre, which seats 200, is interest- 
ing in being without windows, but has 
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block housing the departments of art, architecture and printing 


artificial ventilation. It is wired for closed- 
circuit television, and demonstrations 
carried out in it can be relayed to other 
rooms in the building. 


The assembly hall will also be unusual. 
The normal seating arrangement will allow 
a total capacity of 800 for full assembly or 
630 for stage productions. By turning 
the rows at right angles 590 people can 
be accommodated for orchestral _per- 
formances. 


In large buildings of this sort the work 
for the services is highly complex and the 
cost of this work—not far short of 25 per 
cent. in this case—is a considerable pro- 
portion of the total. In the science block 

lone there are, for instance, 13 fume 
chambers, each with separate ductwork to 
its own extraction on the roof. 

The heating system consists of four 
oil-fired boilers, serving a steam ring main, 
off which each block is heated by hot 
water central heating through calorifiers. 
The heat is delivered either by radiant 
panels, radiators or forced air convectors, 
or by heated ceiling panels, or in some 
rooms by a complete plenum system. 


Designer 


The design for the college, the eventual 
cost of which will be about £1,200,000, 
has been prepared by the city architect and 
planning officer, Mr. E. G. Chandler, 
A.R.I.B.A., M.T.P.I., and his deputy, Mr. 
D. Murray, A.R.I.B.A., A.M.T.P.I. The 
chief assistant in charge is Mr. 
I. Horsburgh, M.A., A.R.LB.A. 

Henry Cooper and Son are the quantity 
surveyors, and Donald Smith, Seymour 
and Roolley, the consulting engineers. 

The general contractors for each instal- 
ment have been Lavender McMillan (Con- 
tractors), Ltd. 
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SEVERN BRIDGE — 
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CONTRACT No. 1 


Tenders Invited for Substructure 


S will be seen from the advertise- 
ment appearing on page 1543 of 
this issue, tenders are being invited by 
the Ministry of Transport for the con- 
struction of the foundations of the great 
Severn Bridge. This project has been 
under consideration for many years and 
when completed will form a most im- 
portant part of the National highway 
system, and will no doubt carry a very 
large volume of traffic as soon as it 
is opened. 


The ftmain span of the bridge will be 
slightly less than that of the bridge at 
present under construction over the Firth 
of Forth in Scotland. The bridge will cross 
the river between Aust Cliff on the east 
side and Beachley Peninsula on the west, a 
few hundred yards upstream of the long 
span high-tension electric crossing. The 
Beachley Peninsula will be connected to 
the Welsh side by a bridge over the River 
Wye, and a road will continue therefrom 
to Crick—a distance of about 34 miles. 
The new approach road on the eastern side 
will commence at Almondsbury, and be 
nearly 44 miles in length. 


3,240ft. Main Span 


The bridge will be of the suspension type 
and have a main span of 3,240ft., two side 
spans each of 1,000ft., three short viaduct 
spans on the Aust side and a number of 
viaduct spans on the Beachley Peninsular. 
The contract for the foundations will 
include the construction of the two main 
piers in the river, one of which will be 


HIGH TENSILE STRAND IN 
PRESTRESSED CONCRETE 


The characteristics of high tensile 
strand and its use in prestressing is the 
subject of a meeting to be held in Cardiff 
on Oct. 5 under the auspices of the Wales 
Committee of the Prestressed Concrete 
Development Group. 

The meeting, which will be at the Uni- 
versity College of South Wales and Mon- 
mouthshire Newport Road, Cardiff, will 
start after lunch and will consist of 
lectures on the characteristics of strand 
and its application and economics. There 
will also be laboratory demonstrations and 
a visit to steelworks to see the production 
of strand. 

A comprehensive exhibition of equip- 
ment will be held, and time has been set 
aside in the programme for inspection. 

This will be the first meeting on this 
subject in Britain. Further details may be 
obtained from P. Gooding, secretary, Pre- 


stressed Concrete Development Group, 
Terminal House, Grosvenor Gardens. 
London, S.W.1. 


MOTORWAYS FROM COUNTY 
SURVEYOR’S ANGLE 


The Institution of Highway Engineers’ 
first meeting of the 1960-61 Session will 
be held at the Institution of Structural 
Engineers, 11 Upper Belgrave Street, 
London, S.W.1, on October 7, at 5.30 p.m. 

The Paper to be presented is entitled 
“Lessons Learned on the Design, Construc- 
tion and Maintenance of Motorways—from 
the County Surveyor’s Angle,” by Mr. H. 
Bowdler, Kent county surveyor. 


HALFPENNY IN FEBRUARY 


Building operatives will receive another 
halfpenny per hour next February under 
the industry's sliding scale agreement. 


sited on the Ulverstone rock, which is 
exposed at low tide; and the other on the 
Beachley foreshore; the two anchorages, 
the one on the east side will be situated 
on the foreshore about 200 yards from 
Aust Cliff and that at Beachley on what is 
at present an Army playing field; and the 
foundations for the Aust viaduct. 


400ft. Towers 


The bridge will carry two 24ft. wide 
carriageways, two 9ft. wide cycle tracks and 
two 6ft. footways. The steel towers to 
support the main suspension cables will be 
over 400ft. high. The total quantity of 
concrete in the foundations will be 
approximately 150,000 cu. yd. 

Few bridges have been the subject of 
more scientific, experimental and design 
investigation than the Severn Bridge, and 
the design throughout will be of the most 
advanced type in modern construction. 

The Wye bridge will be in three spans 
of a total length of about 1,300ft., and will 
also be of an advanced type. 

It is planned that the bridge will be 
opened to traffic about the end of 1965. 
It will be subject to tolls. The works are 
to be constructed under the aegis of the 
Ministry of Transport as part of the scheme 
authorised under the North of Almonds- 
bury-South of Haysgate Trunk Road Order, 
1947; and the North of Almondsbury- 
South of Haysgate Special Road (Variation) 
Scheme, 1959. The consulting engineers 
are Mott, Hay and Anderson, with whom 
are associated Freeman, Fox and Partners. 
The consulting architect is Sir Percy 
Thomas, PP.R.I.B.A. 


SAFE LIFTING OPERATIONS 
DISCUSSED 


The safe use of lifting equipment was 
the subject of a talk given by Mr. B. A. C. 
Whyte, safety officer with Woodall- 
Duckham Construction Co., Ltd., at a 
recent meeting of the London Building 
and Engineering Contractors Accident 
Prevention Group. 

Mr. Whyte said that basically human 
error was responsible for most accidents 
with lifting gear, and he cited ignorance, 
carelessness and irresponsibility as factors 
that have caused many accidents. : 

It was an employer’s first duty to make 
sure that people who used lifting gear were 
competent to do so, and he pointed out 
that every lifting operation required care- 
ful planning. 

A common cause of accidents with 

cranes, Mr. Whyte stated, was through 
the use of faulty signalling. He drew 
attention to the lack of a standard system 
of signals in this country for lifting opera- 
tions. 
_ There was a tendency in the building 
industry, he thought, to ignore the ballast- 
ing and anchorage of cranes. Rules for 
crane-drivers included testing of the load 
beforehand and travelling smoothly and 
slowly with the load. 

Mr. Whyte also dealt with some of the 
hazards met in using such lifting gear as 
Scotch derricks, tower cranes and chain 
slings of wrought-iron and high tensile 
steel. He concluded his talk by showing 
slides which illustrated accidents which 
had actually occurred with lifting gear, 
and others which portrayed simple ideas 
for overcoming some of the hazards present 
in such operations. 


The main contractors for the barley silos 
being built at Wallington, Berks., for 
British Maltings, Ltd. which were 
illustrated in our issue of September 15, 
are A, E. Farr, Ltd. 


_ sewerage scheme. 
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Late Construction News 





ABERFORD By-PASS CONTRACT.—Dowsett 
Engineering Construction, Ltd., Dowsett 
House, Durham Road, Newcastle upon 
Tyne, 9, have been awarded the contract 
for the construction of the Aberford 
By-pass for West Riding County Council. 
The by-pass will have an overall width of 
87ft. and will be approximately 24 miles 
long. Substantial earthworks are involved. 

£1mM. SHOPPING PrReEcINCcT. — Richard 
Costain, Ltd., are to commence work with- 
in the next two months on the erection of 
a new pedestrian shopping precinct at 
Swindon, Wilts. The scheme, estimated to 
cost £lm., includes a six-storey office block, 
28 shops, three supermarkets, a store, hotel 
and a two-storey car park, Oddenino’s 
Property and Investment Co. will hold the 
property on a 99-year lease from Swindon 
Corporation. The plans for the layout of 
the new shopping centre have been drawn 
up by Shingler and Risdon, 47 Bedford 
Square, London, W.C.1. 

LEWISHAM TENDERS.—At their meeting 
yesterday, Lewisham Borough Council 
were recommended to accept the following 
tenders: Erection of buildings and other 
ancillary work comprising stage 2 of the 
Town Hall redevelopment—G, Wallis and 
Sons, Ltd., 231 Strand, W.C.2, £242,561; 
21 flats, etc., Bargery Road and Sangley 
Road Group—-Henry Kent (Builders), Ltd.., 
51 Beacon Road, S.E.13, £62,365; six flats, 
eight houses, etc., Nelgarde Road, Silver- 
mere Road and Engleheart Road Group 
Greenaway and Son, Ltd., 265 Lordship 
Lane, S.E.22, £44,005. 

MILDENHALL SEWERAGE SCHEME.—The 
£143,575 tender of H. O. Andrews, Ltd., 
Leeds, 8, has been accepted Sy Mildenhall 
R.D.C. for contract No. 1 of the council’s 
Work involves the con- 
struction of approximately eight miles of 
sewers, three pumping stations and disposal 
works, etc. The consultants are John H. 
Haiste and Partners, Leeds, 6. 

BRADFORD DwWELLINGS.—For the erection 
of 64 dwellings and 40 garages at Bradford 
Road, Clayton, Bradford City Council have 
been recommended to accept the £140,502 
tender of M. Harrison and Co. (Leeds), Ltd. 

Stx-STOREY BLOocks.—Subject to Mini- 
stry approval, Tipton Borough Council pro- 
pose to accept the £222,923 tender of 
Wates, Ltd., for the construction of 90 
flats in three six-storey blocks on Grove- 
land Road site. 

SOUTHAMPTON Projects.—The following 
tenders have been submitted to South- 
ampton Borough Council for acceptance: 


136 flats (contract B.344) at Maybush 
Triangle—G. T. Crouch, Lté., £255,376; 
three blocks of flats (contract B.352) at 


Thornhill, section 4—G. Wimpey and Co., 
Ltd., £59,853; Central Waterworks Depot 
—H. Stevens and Co., Ltd., £105,681 (as 
adjusted). 

WALTHAMSTOW OFFICES.—Walthamstow 
Borough Council are being recommended 
to accept the £135,037 tender of Whyatt 
(Builders), Ltd., London, S.W.18, for the 
erection of offices and shops at Hoe Street 
redevelopment (stage 2), 


GETTING THE FACTS ACROSS 


The “Building Matters” team will tackle 
on Tuesday, October 4 (B.C.C.’s Network 
Three), the pressing problem of com- 
munications. Listeners will hear about one 
of the ways of getting information across 
from manufacturers and suppliers to archi- 
tects and designers; from them to the 
builder and contractor, and from the 
builder to his staff and operatives. 

Charles Crichton, the builder, and 
Gontran Goulden, deputy director of the 
Building Centre, will discuss this all- 


important topic with the help of Lawrence 
Brady, technical director of a large com- 
pany manufacturing a wide range of 
building materials, while Andrew Roberts, 
the chartered quantity surveyor, counts 
the cost. 
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78 FLATS IN TWO 
13-STOREY BLOCKS 
AT SOUTHGATE 


First Stage of 20-year 


Redevelopment 


JN the North London suburb of 

Southgate, work is now complete on 
two 13-storey blocks of flats, forming 
the first stage of a plan for the re- 
development of the New Southgate area. 
Similar in design, both are monolithic 
reinforced concrete structures with slab 
walls and floors and no _ protruding 
beams or columns. 

The density planned for this section of 
the development is a relatively high one 
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North-west view of the two 13-storey point blocks 


of 116 persons. However the use of the 
multi-storey blocks, which rise to a height 
of 146ft. above Highview Gardens, will 
allow a considerable area to be laid out 
as landscaped gardens. The tower blocks 
with outbuildings and 30 garages are 
planned on 2.6 acres of the 4.8-acre site, 
while the balance of the site will be 
devoted to one-, two-, three- and four- 
storey blocks after the demolition of exist- 
ing obsolete properties in several years’ 
time. 
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All balcony and staircase flights in the 
two blocks were precast on site, External 
walls are of cavity construction with an 
inner skin of 6in. reinforced concrete and 
a 4tin. outer skin of white gault facing 
bricks. The concrete of the balcony units 
is exposed and the soffits and other faces 
are painted white and grey. 

Windows are of galvanised steel and are 
pivoted to allow for cleaning from within. 
Balcony fronts are of oiled teak slats and 
the penthouses are copper clad with patent 
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glazing and copings of zinc over zinc 
carriage plates. 


Interior Layout 


The ground floor areas contain the ser- 
vice rooms and three two-bedroom flats. 
All upper floors have four flats consisting 
of three two-bedroom 
units and a= one- 
bedroom flat. This 
provides a total of 
78 two-bedroom and 
24 one-bedroom flats 
in the two buildings. 

On each floor there 
is a communal 
entrance hall giving 
access to two lifts 
which serve alternate 
floors and the stair- 
case. The refuse 
chute chamber is also 
approached from the 
communal entrance 
lift hall at each floor. 
from the’ entrance 
hall of each flat ac- 
cess is gained to the 
bathroom, w.c. and 
drying and_ storage 
cupboards which are 
on the internal side 
of the hall and are 
ventilated by mech- 
anical extraction on 
a “shunt” duct ar- 
rangement. On the 
external side are the 
kitchen, living room 
and bedrooms. 

The kitchen con- 
tains a vitrified steel 
sink unit, fitted cup- 
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stage, provides for the demolition of 450 
houses and the provision of 650 new dwel- 
lings to rehouse the 2,000 residents in the 
area who will be displaced by the pro- 
posals. It is planned to take place over 
a period of 20 years, 


This contract was started in March 1959 





boards and a spacious View, fromm the south-west corner, of the upper 


larder. Each living 

room occupies a 

corner of the building and opens on to a 
balcony through a full length glazed door. 
An unusual planning feature is that the 
balconies are “staggered” so that each flat 
has an independent outlook. 

Central heating is provided by electric 
underfloor coils which are run at offpeak 
hours. Floors throughout are finished in 
thermoplastic tiles. 


Costing 


The complete redevelopment scheme. of 
which these two blocks form the first 





Precast concrete balconies 


storeys of one of the blocks 


and cost £279,000, including external 
works. 

The average cost per super. ft. based 
on the total floor area was 76s., approxi- 
mately, excluding the external works. Of 
the 76s., services, etc., i.e., hot and cold 
water services, plumbing and drainage, 
sanitary fittings, gas carcassing, electrical 
services (including underfloor heating 
throughout), mechanical extract ventilation 
and lifts accounted for 25s. 6d. per super. 
ft.; the finishes, i.e., plastering, decorations, 
floor finishes and fittings (built-in equip- 
ment such as airing 
cupboards, _ kitchen 
fittings, etc.) ac- 
counted for 13s. 6d. 
per super. ft.; the 
structural elements, 
i.e., Structure proper, 
walls, partitions, 
windows, doors, etc., 
accounted for 27s. 
6d.; the balance of 
9s. 6d. per super. ft. 
being occasioned by 
the contractor's 
various preliminaries 
and insurances, con- 
tingencies and work 
below ground floor 
level, including the 
whole of the piling 
work and excavations 
generally. 


Architects 


The flats were de- 
signed by David Du 
R. Aberdeen and 
Partners, and were 


erected by Wates, 
Ltd. Consultants 
included: Ove 


Arup and Partners, 
structural engineers; 
J. Roger Preston 
and Partners, 


and Young and 
Brown, quantity sur- 
veyors. 


mechanical engineers, 
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ARCHITECTS CRITICISE 
EDINBURGH PLANS 


HE decision of Edinburgh City Council 
to appoint contractors to redevelop the 
city’s prefab. sites has met with strong 
criticism from the Edinburgh Architectural 
Association, who are to appoint a special 
investigation committee and are to ask 
the Corporation to receive a deputation. 
The Council plan to replace 4,000 pre- 
fabs. in the next few years by some 9,000 
homes at a cost of about £18m. They 
have already placed large contracts with 
James Miller and Partners, Ltd., and 
George Wimpey and Co., Ltd., for part of 
the work. Councillor Norman Smith, 
convener of the housing committee, said 
recently, “We felt in these projects, which 
involve not only planning and_ building, 
but demolition or removal of the existing 
houses and alteration of site levels, a 
contractor would be better able to do the 
job. The contractors will employ their 
own architects and surveyors.” 

Against this, a spokesman for the 
Association said, “Design and _ planning 
should not be left to chance. The Cor- 
poration should have a plan, particularly 
for these temporary housing sites, for they 
have Known for the past ten years that they 
were going to be replaced. They should 
have an overall plan establishing a set of 
standards against which they can judge 
any scheme put up to them by a private 
practitioner if they are not going to do the 
thing themselves. 

“Architects are trained to do such 
things and are employed to safeguard the 
client’s interests in any matter of expendi- 
iure. If you buy your architecture at 
second-hand, as seems to be the case here, 
you are paying the same price and losing 
the advantage of having your interests 
safeguarded.” 


MORE CO-OPERATION WANTED 
WITH PLANNERS 


Speaking at the North West Region’s 
annual conference in Llandudno recently, 
Mr. K. L. G. Warne, vice-president of the 
Federation of Master Builders, called for 
more co-operation between planners and 
builders, 

“We should all get around the table and 
discuss not where we cannot build, but 
where we can,” he said. “Instead of some 
local authorities fiercely competing with 
private builders—even to the extent of 
themselves building houses for sale in 
order to keep their departments employed 

it would be in the public interest were 
they rather to seek the builders’ co- 
operation,” 

Mr. Warne said that it was unfortunate 
that builders, who had co-operated loyally 
with planning authozities all over the 
country, should be held responsible for 
much of the present land speculation, when 
this was very definitely untrue. Many 
authorities were years behind in their pro- 
posals for future development, and com- 
plied with only the bare minimum of the 
requirements of the law in making those 
proposals public. This provided a rich 
field for the land speculator. 


CONSULTANT FOR BRIGHTON 
CENTRAL AREA 


Sir Hugh Casson has been appointed 
consultant architect to work with 
Brighton’s Borough Engineer and his staff 
on the redevelopment of the town’s central 
area. 

Earlier this year the Council asked the 
Royal Fine Art Commission to comment 
on three schemes for the development of 
an ll4-acre site on the sea front. The 
Commission suggested that development of 
the central area must be comprehensive, 
and proposed the appointment of an 
eminent consultant. 
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CONCRETE ROAD RESEARCH 


Three Major Experimental Schemes 


CCORDING to the annual report of 
the director of road research, 
Sir William Glanville, the bulk of their 
researches into concrete road problems 
during the past year has been concerned 
with the construction and observation 
of three major full-scale experimental 
roads. 

One of these experiments, at Harlow 
New Town, Essex, was concerned with the 
effect of the mix proportions of the con- 
crete on the riding quality of the finished 
surface, he says. Experience has suggested, 
particularly on works of small size, that 
the concrete generally used in Britain has 
led to difficulty in achieving a surface 
with good riding quality. 

In America, wetter and more workable 
concrete is generally used with entrained 
air, while on the continent of Europe 
ticher mixes with higher sand contents 
are employed. To examine whether a 
change in mix proportions would enable 
good riding quality to be more easily 
obtained, the Road Research Laboratory 
tried concretes of 12 different proportions, 
ranging from a mix similar to that used in 
America to one similar to that used on 
the Continent. 


the construction of the road are shown 
in the table below. 

It will be seen that a higher cement 
content has two advantages, firstly an 
increased flexural strength which should 
reduce the liability to crack under load, 
and secondly an increased crushing 
strength which should be indicative of 
improved resistance to internal abrasion 
within the concrete at cracks. A reduced 
cement content, on the other hand, will 
decrease the elastic modulus thus giving 
a proportional reduction in the thermal 
stresses and a small reduction in the load- 
ing stresses. It will also be beneficial in 
allowing greater deformations to take place 
before cracking occurs, because the tests 
show an increase in the strain at 95 per 
cent. of ultimate strength for the leaner 
mixes, The road experiment should show 
the relative importance of these factors 
and should indicate the most suitable 
cement content for the particular traffic 
and site conditions, 

There has been little further deteriora- 
tion of the experimental concrete road on 
A.6097 at Oxton in Nottinghamshire since 
it was last reported on three years ago. 
It is more than 11 years old and now 
carries a medium-heavy intensity of traffic 


months of traffic and a short length had 
to be replaced. The Sin. slab with 
14lb./sq. yd. of fabric contains a number 
of cracks, but the slab with 10lb./sq. yd. 
of fabric and high-strength concrete has 
only a few hair cracks. 


Riding Quality 


In Road Research, 1958, it was explained 
that the general improvement in the riding 
quality of concrete roads that had been 
obtained as a result of the production of 
more uniform concrete, and improvements 
in techniques for spreading and com- 
pacting had made the irregularities arising 
from movements or irregularities in the 
formwork of much greater importance. 
Experiments with a model finishing 
machine were described; these showed 
that the irregularity due to the forms 
could be reduced if the finishing machine 
were modified so that the finishing screed 
was supported between two bogies instead 
of resting directly on the forms or rails 
as at present. 

During this summer finishing machines 
have been modified on a number of sites 
in accordance with this recommendation 
and on one site, which was not experi- 
mental but where detailed records were 


Sir William’s report continues: The  (450-1,500 commercial vehicles/day), which being obtained, the modification was made 
Test values of strength and elasticity of lean concrete used as base for asphalt 
(Whitchurch By-pass, Glamorgan) 
; Recorded strain at 95 per cent 
Crushing strength Flexural strength Dynamic modulus of the ultimate strength for 
at 28 days at 28 days of elasticity specimens tested in flexure 
ae Coarse | Average Standard | Average Standard | Average Standard | Average Range of 
(Ib/cu.yd aggregate strength ae deviation | strength sesulte deviation value a deviation strain ae Gam) 
concrete) (Ib/sq.in.) (Ib/sq.in.) | (lb/sq.in.) (Ib/sq-in.) | (Ib/sq-in.) (Ib/sq-in.) | (uin./in.) Min. | Max. 
100 | Crushed 650 | 188 200 75 74 30 2-46x10*} 32 | 0.52x10* | About 300} 12 123 | >400 
Pennant 
sandstone 
150 1500 180 400 175 84 50 4:17x10*| 32 | 0-40x10* 210 il 71 356 
200 - 2400 147 360 285 92 50 4:96x10*| 65 | 0:39x 10° 164 9 105 Ae 
250 i 3450 162 620 410 80 65 5-69x10*| 79 | 0-27x 10° 178 il 120 | 256 
Crushed About 
150 limestone 1800 28 680 220 13 80 44x 10 3 _— 211 6 132 | 320 
200 - 2750 At 520 | 330 22 55 615x10*| 22 | 0-31x10* 109 6 89 152 
* Estimated from results of tests at six months 
second experiment, at Thurmaston, would require a design thickness of 8in. after about one-quarter of the road had 
Leicestershire, was made to study the of reinforced concrete. The reinforced been constructed. This has enabled a 


spacing and width of cracks in long rein- 
forced slabs. (See page 1571.) 


The third experiment, at Whitchurch, 
Glamorgan, was concerned with the effect 
of the proportions of the constituents of 
lean concrete on its performance as a base 
for an asphalt surfacing. During the last 
few years it has frequently been suggested 
that the amount of cracking appearing in 
the asphalt surfacing might be reduced 
if the cement content of the base were 
reduced, and that this might be achieved 
without sacrificing the load-spreading pro- 
perties of the concrete. As a result, mixes 
leaner than 1:15 have become common. 
In the experiment, therefore, cement con- 
tents ranging from 100!b./cu. yd. of 
concrete (1:35 by weight) to 250lb./cu. yd. 
of concrete (1:14 by weight) were used. 
The aggregates were generally ILtin. 
crushed Pennant sandstone and Bristol 
Channel sand but some sections with 
crushed limestone were included. It is 
too early yet for any results on the be- 
haviour of the road, but results from the 
testing of concrete specimens made during 


slabs of 5in., 6in., 7in.. and 8in. thickness 
are still in a satisfactory condition but, 
with one exception. all the 3in, and 4in. 
slabs have failed. The reinforcement fabric 
is continuing to prevent effectively the 
opening of hair cracks. Of the un- 
reinforced slabs, those of 7in. and 8in. 
thickness remain in a satisfactory condi- 
tion but all the thinner ones have failed. 
In 1955, reinforced slabs of 5in., 6in. and 
7in. thickness were laid using granite 
aggregate and the early indications are that 
these slabs may give better performance 
than the original slabs made with gravel 
aggregate. In 1957 reinforced slabs of Sin. 
and 6in. thickness were laid to the full 
and half-road widths; these slabs have 
only a few hair cracks and so far are in 
a satisfactory condition. 


In the concrete section of the experi- 
mental road at Alconbury Hill there is, 
after two years, very little cracking except 
in the three Sin. thick slabs. Of these 
slabs, one reinforced with 10lb./sq. yd. 
of fabric failed in the nearside lane near 
an undowelled expansion joint after nine 


comparison to be made of the riding 
quality produced before and after modifi- 
cation. 

At this site the average irregularity 
index before modification was about 
48in./mile and this figure was reduced to 
about 33in./mile when the finishing 
machine was changed. With the modified 
machine the range of irregularity index 
was from 20in. to 50in/mile, only 15 per 
cent. of the values being greater than 
40in./mile; before the machine was modi- 
fied 80 per cent. of the values were above 
40in./mile. For major concrete construc- 
tion it is thys important that this modifica- 
tion should be generally employed. 


Concrete Kerbs 


Damage due to the action of frost has 
occurred more widely to precast concrete 
kerbs than to concrete carriageways and 
the reasons for their greater susceptibility 
may lie in poor curing of concrete kerbs 
and in the effects of compressive stresses 
developed in lengths of kerbing laid with- 
out expansion joints. 

These two possibilities 


have been 
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examined in the Laboratory by using 
3in. square specimens 12in. long cured 
in different ways or subjected’ to 


longitudinal compression and subsequently 
subjected to cycles of freezing and thaw- 
ing. Their condition has been assessed at 
intervals by non-destructive methods using 
the standard electrodynamic method for 
determining the elastic modulus, Dura- 
bility has been expressed in terms of the 
number of cycles of freezing and thawing 
required to reduce the resonant frequency 
of these specimens by 30 per cent., because 
at this point the specimens begin to dis- 
integrate and satisfactory test results be- 
come unobtainable. 

The specimens stored in a moist labora- 
tory atmosphere for 14 days had only 60 
per cent. of the durability of the specimens 
cured in water for the same period. Even 
the conditions in the moist laboratory 
would be better than might occur in a 
precast-products yard during summer con- 
ditions, and proper curing might therefore 
be expected to produce an even greater 
improvement in durability than was 
observed in the laboratory. 

Similar specimens were subjected to 
cycles of freezing and thawing after being 
previously subjected to longitudinal load- 
ing in a compression-testing machine. 
Compared with specimens that had re- 
ceived no longitudinal compression, others, 
which were loaded to a point at which 
incipient cracking was indicated by non- 
destructive tests (i.e., to a load approxi- 
mately one-third of the failing load), 
showed a reduction of one-third to one- 
half in their durability, whilst loading of 
the specimens to structural failure resulted 
in a reduction in durability to about one- 
third of that shown by the unloaded speci- 
mens. With the specimens loaded to the 
point of incipient cracking, no damage due 
to compression was visible and this indi- 
cates that even where no apparent com- 
pression failures have occurred in a length 
of kerbing the resistance to frost action 
may have been considerably reduced by 
the effect of thermal expansion. 


Joint-sealing Compounds 


It was reported in Road Research, 1958, 
that joint-sealing compounds designed to 
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meet the appropriate British Standard were 
not maintaining satisfactory adhesion to 
the concrete and that the initial indications 
from trials,on the experimental roads at 
Ashford in Kent and Alconbury Hill in 
Huntingdonshire were that a material com- 
plying with the corresponding United 


States Federal Specification might give 
better performance. 
The improved performance has been 


maintained for a further year and, apart 
from short lengths where adhesion has 
failed, this material is still in a satisfactory 
condition on these two sites and it has 
recently been used on various new concrete 
road works. The British Standard for hot- 
poured joint-sealing compounds is at 
present being revised and it is expected 
that materials to the revised specification 
will resemble the American type of 
material rather than the existing British 
Standard type. 

On the full-scale experiment at Harlow 
opportunity has been taken to include 
13 different sealing materials in expansion 
joints between 150ft. long slabs. The 
materials include four rubber/bitumens. 
six synthetic rubber-like materials and 
three pre-formed plastic or synthetic 
rubber strips. In addition, an experiment 
is being carried out at Thurmaston in 
which the slabs are of greater length and 
the joints are being sealed with each of 
four synthetic materials. 


Prestressed Concrete 


The following aspects of the application 
of prestressing techniques to concrete road 
construction have been studies by the 
Road Research Laboratory during the past 


year: (1) the reduction of subgrade re- 
straint; (2) the cost of prestressed 
concrete road construction; (3) the per 
formance of thin prestressed concrete 
slabs. 

Concrete road slabs suffer daily cyclic 
changes of temperature together with 


seasonal variations, but the movement of 
the slab due to these temperature changes 
is opposed to some extent by the friction 
over the underside of the slab. This re- 
straint causes compressive stresses in the 
slab when it expands and tensile stresses 
when it contracts. The tensile stresses 
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A general view taken from the London County Council offices of the new Shell Centre 


at South Bank. 


It shows the west corner of the tower block and the Chichele Street wing. 


The architect for the. building is Sir Howard Robertson, A.R.A.,. P.P.R.LB.A., and the main 
contractors are Sir Robert McAlpine and Sons, Ltd. 
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may cancel some of the compressive stress 
induced by prestressing, and with some 
systems of prestressing, such as_ post- 
tensioning by cables, there appear to be 
advantages in minimising this restraint. 
Tests on various materials likely to be 
useful as sliding layers have been made 
by placing a 5ft. by 4ft. by 6in. concrete 
slab on a layer of a particular material 
and moving the slab to and fro while 
measuring the moving force and the dis- 
placement. The materials offering the 
lowest friction were paraffin wax, lime- 
stone chippings, gravel, sand, and poly- 
thene. Bitumen of 100 penetration grade 
was better than these materials at tem- 
peratures above 5 degrees C., when the 
movements of the slab were smaller than 
0.lin., i.e., it should be the best material 
for use under concrete slabs for a !arge 
part of the year. 

A prestressed concrete slab, 120ft. long 
by 20ft. wide by 6in. thick, has been suc- 
cessfully laid on a bituminous sliding layer 
(100-pen, bitumen between two layers of 
concreting paper), the primary object of 
the work being to see whether it was 
practicable to use such a layer. The 
bitumen was sprayed on to one layer of 
paper and was then covered by the other: 
a 3in. by 3in. strip of tin plate was placed 
around the edge of the slab to prevent the 
bitumen being squeezed out by the weight 
of the slab. Prestressing was done by 
cables contained within ducts of 1fin. 
external diameter and these were placed 
in position without damage to the sliding 
layer. When other measurements are com- 
pleted, the whole slab will be moved by 
jacks to measure the subgrade restraint. 

In general, prestressed concrete con- 
struction in Europe has been either experi- 
mental or concerned with relatively short 
lengths of road. Consequently, no reliable 
information exists concerning costs of con 
struction. An attempt has been made to 
estimated the cost of prestressed concrete 
road construction by using published cost- 
data for those parts of the work for which 
reliable data exist and by making assump- 
tions concerning the remainder. 

A prestressed concrete road should have 
a thickness of only about 6in. if it is to 
compete economically with normal 10in. 
reinforced concrete construction. It has 
not been possible for the Laboratory to 
obtain a site where a full-scale experimental! 
construction can be made to compare the 
cost and performance under traffic of 
thin prestressed slabs and normal rein- 
forced concrete. 

In consequence, the Laboratory has 
made loading tests on a prestressed con- 
crete apron, 5in. thick, to obtain an 
estimate of the performance of thin slabs 
and is collaborating with the Belgian 
Centre de Recherches Routiéres in the 
construction and testing of prestressed 
concrete road slabs 8cm., 10cm. and 12cm. 
thick on a main road in Belgium. Thai 
prestressing enhances the strength of the 
slab was shown by the results of the load- 
ing tests on the concrete apron: these 
indicated that the performance of a slab 
under the repeated loading employed was 
comparable with that given by l2in. of 
unreinforced concrete. 


S.G.A.G.B. ENTERTAIN SWEDISH 
VISITORS 


A party of 26 members of the Swedish 
Sand and Gravel Association were due 
to arrive in this country on Tuesday even- 
ing, accompanied by Mr. Rolf Littorin, 
the Association’s general secretary. 

The purpose of their visit is to study 
the sand and gravel industry in this 
country, and an itinerary has been arranged 
for them by the Sand and Gravel Associa 
tion of Great Britain. They will visit 
working pits, ready-mixed concrete plants. 
a gravel-coating plant, a  ready-mixed 
mortar plant, the Cement and Concrete 
Association's Research Station, the Build 
ing Research Station, and restored land. 
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CONSTRUCTION OF THE THURMASTON 
BY-PASS, LEICESTERSHIRE 


TIVY'HE Thurmaston By-pass has been 

constructed to divert heavy traffic 
from a narrow built-up section of the 
Leicester-Lincoln trunk road, A.46, 
where it passes through the small town 
of Thurmaston, north-east of the city 
of Leicester. 

The one-mile-long main by-pass is of 
reinforced concrete and has dual 24ft. wide 
garriageways. At the north end iis a 
roundabout constructed of lean concrete 
with bituminous surfacing, as are the 
short connecting links at the south end 
of the by-pass. 

During construction the total quantity 
of earth moved was approximately 65,000 
cu. yd., the major part of the excavation 
being in heavy red clay, with cuts up to 
15ft. deep. Most of the earthmoving was 
done with high-speed pneumatic-tyred 
tractor scrapers, which had a loaded capa- 
city of 12 cu. yd. These machines were 
used to excavate, haul, deposit and com- 
pact the soil to the required levels. To 
protect the carriageway formation from 
the weather and construction traffic, a sur- 
plus of 6in. of soil was left above the 
finished level of the carriageway and was 
not removed until just before the base 
was laid; this soil was removed by small 
scrapers and blade graders. 


The Base 


The base for the reinforced concrete 
slab was laid to a width of 27ft. and con- 
sisted of a 6in. layer of lean concrete with 
a cement:aggregate ratio of 1:20. The 
concrete was batched and mixed at a 
quarry 10 miles from the site and was 
brought to the site by lorry and tipped 
directly into a P.F.90 Blaw Knox finisher. 
This machine laid the concrete in alternate 
widths of 13ft. 6in. The concrete was 
compacted by vibrating rollers and the 
surface finished to a tolerance of +}in. 
in 10ft. 

In-situ concrete side beams, Yin. by 12in. 
in section, were laid on the surface of 
the lean concrete base to carry the con- 
creting machinery and to provide side 
support to the concrete slab. The side 
beams were laid to a tolerance of +,'gin. 
in 10ft.. and on one side a running rail 
weighing 25lb. per yd. was bolted. The 
train of concreting machinery was 


equipped with rail wheels on one side 
and smooth solid rubber-tyred wheels on 
the other, both running on the prepared 
side beams. 

The base of the southbound carriageway 
was then carpeted with a jin. layer of hot 
sand asphalt. This was covered with water- 
proof paper and on it was placed a poly- 
thene membrane to provide a sliding layer 
as free from friction as possible and was 
required for experimental purposes. 

The mix proportions of the concrete for 
the main slab were one part normal Port- 
land cement to six parts combined aggre- 
gate by weight; the water/cement ratio 
was 0.47. An air-entraining agent was 
used in the concrete to combat the effects 
of salt to be used in frost and snow treat- 
ment. 

The batched concrete was brought to 
the site by lorry and tipped directly into an 
S.G.M.E. spreader, which laid a _ base 
course of concrete 7in. thick. Mat rein- 
forcement was then placed by hand and a 
further layer of concrete spread on the 
mats leaving a surcharge to suit the com- 
pacting machine. 


Experiment 


The by-pass is the subject of an experi- 
ment by the Road Research Laboratory 
into the incidence of cracking in rein- 
forced concrete slabs. For this purpose, 
the weight of reinforcement was varied 
between 9.3 and 10.7lb./sq. yd. and either 
plain round bars or deformed bars were 
used. The bay lengths were also varied 
between 160ft. and 1,000ft., to examine the 
effectiveness of the different types and 
weights of reinforcement in controlling 
cracking. Mats of the same type were 
laid in both carriageways to compare the 
effects of restraint from the sub-grade. 
Some bays had lighter reinforcement in 
the fast lane. 


The concrete was compacted and levelled 
by an S.G.M.E. vibrator, which left a }in. 
surcharge of concrete above the side beams. 
The surface was then struck off to final 
on the surface of the wet concrete both 
better resistance to skidding, a in. 
crushed granite grit was spread by hand 
on the surface of the west concrete both 
before and after the final pass of the 
Shavian finisher. 


Thurmaston By-pass 


The wet-surface profilometer, developed 
by the Road Research Laboratory, was 
towed by the Shavian finisher. It provided 
a complete record of the surface finish 
of the concrete, and irregularities were 
corrected as work proceeded. 


Laid Continuously 


The concrete was laid continuously over 
both the longitudinal and transverse joints 
and the joints were cut by a power- 
operated saw the following day. A timber 
fillet was nailed to the surfacé of the lean 
concrete base along the centre line of the 
main slab to control any longitudinal 
cracking and a l4in. deep cut was made 
in the surface of the hardened concrete 
over the line of this fillet. All the trans- 
verse joints were dowelled with lin. mild 
steel bars; a softwood filler, which 
finished 4in. below the finished surface 
level, was introduced at all expansion 
joints. The transverse joints were sealed 
with various experimental sealing com- 
pounds. The longitudinal joints were 
sealed with thermoplastic. 

Since it was designed, there has been 
considerable development on either side 
of the by-pass. Facilities for pedestrians 
to cross the by-pass have therefore been 
needed. An 8ft. wide reinforced concrete 
subway, with eaoncrete approach ramps, 
has been constructed where the by-pass is 
on an embankment. As soon as possible, 
footbridges will be constructed at two 
other points. 


The by-pass was constructed by direct 
labour by Leicester County Council, as 
agent authority for the Ministry of Trans- 
port. The approximate cost inclusive of 
subway and bridges being £216,777. 


CONSULTANTS CHANGE 
THEIR ADDRESS 


Howard Humphreys and Sons, consult- 
ing engineers, have changed their London 
office address to 8 Francis Street,’ West- 
minster, S.W.1 (Tel: Victoria 5875). 
Because of the need for expansion they 
have also opened a main design office at 


West Street, Epsom, Surrey (Tel: Epsom 
6381). 
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Men and Movements 





NAR. CHARLES S. FRENCH, while 
A remaining chairman of W. and C. 
French, Ltd., has relinquished his position 
as managing director of the company. 
Mr. A. C. Newman, V.C., O.B.E., and 
Mr. A. Noble, D.S.O., have been appointed 
joint managing directors with responsi- 
bilities for technical and administrative 
control respectively. Mr. F. J. Rudkins 
and Mr. T. J. Wignall, both of whom are 
engineers, have been appointed directors 
of the company. 


Leyland Paint and Varnish Co., Ltd., 
have appointed Mr. F. Peter Jones 
administrative director, Mr. Bernard Butler 
as Managing director, and Mr. Bryan Jones 
as sales director. 


Mr. D. Foster, A.R.I.B.A., has been 
appointed manager of the Clay Products 
Technical Bureau of Great Britain, Ltd., 
and will take up his duties on October 1. 
For several years Mr. Foster has been 
directly concerned at the Building Research 
Station with questions of specific impor- 
tance to those sections of the industry he 
is now coming to serve in a_ different 
capacity. 


Mr. Clifford O. Gould has joined the 
Land and General Developments group of 
companies as general sales manager of the 
property division. He was formerly with 
Wates, Ltd. 


Mr. PP. Blandford, M.A., _ B.Eng., 
A.F.R.Ae.S., A.M.I.Mech.E., has assumed 
the responsibilities of manager, technical 
sales, at Ferodo, Ltd. He joined Vickers 
Armstrongs (Aircraft), Ltd., at Weybridge 
in 1946. and for five years was a member 
of the aircraft design office. After a further 
two years as a project engineer on guided 
weapons development he was appointed 
service manager and later general service 
manager for military and civil aircraft 
responsible for home and overseas after 
sales technical service. Since leaving 
Vickers Armstrongs, Mr. Blandford has 
spent many months with the Ferodo re- 
search division studying the friction 
problems associated with current and 
prospective automotive and _ industrial 
braking practice. 
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The following appointments have been 
announced by _ International Harvester 
Company of Great Britain, Ltd.: Mr. R. J. J. 
Vine has been appointed in charge of 
industrial power 
sales. During his 
service with the 
company, Mr. 
Vine has covered 
the whole of the 
United Kingdom 
in the field of 
construc- 
tion equipment 
and was latterly 
in charge of the 


southern area. 
Mr. M. G. Teale 
has been 


appointed 
construc- 
tion equipment 
representative for 
South Wales, 
Northern Ireland and the south of Eng- 
land, replacing Mr. Vine. Mr. Teale joined 
I.H. in 1956 and has been construction 
equipment representative for most of the 


R. J. J. VINE 





M. G. TEALE J]. W. SHovel 


time he has been with the company. Mr. 
J. W. Shovel is the new construction 
equipment representative covering the 
north of England and Scotland, succeeding 
Mr. Teale. Mr. Shovel joined the com- 
pany in 1956, and has served in various 
phases of the business. 





The training centre of the Birmingham and Industrial Safety Group, at Acocks Green, 
Birmingham, was recently visited by Mr. ‘er H. Hare, Minister of Labour. The photograph 


shows (left to right): Mr. W. W. 


Kirk, managing director of Lawden Manufacturing 


Co., Ltd.; the Minister; Mr. A. Lloyd, production director of Bakelite, Ltd.; Mr. 

Whitehouse, managing director of B. Whitehouse and Sons, Ltd., and chairman of the 

Training Centre Committee; Mr. R. W. Hearn, director of the Group; Mr. A. L. Atwill 

(with hammer), acting chairman of the Group; and Mr. H. W. Evans, principal private 
secretary to the Minister 








September 29 1960 


British Insulated Callender’s Cables, 
Ltd., have announced the following 
appointments: Mr. H. F. Akehurst, B.Sc., 


A.M.I1.E.E., previously director (overseas 
operations), Mr R. M._ Fairfield, 
B.Sc.(Eng.), M.1.E.E., M.I.Mech.E., 


Fel.A.LE.E., previously director (home 
operations), and Mr. W. C. Handley, 
B.Sc.(Tech.), M.I.E.E., previously director 
(home group co-ordination) to be assistant 
managing directors of the company. They 
will be responsible to Sir William 
McFadzean, C.A., Companion I.E.E., the 
managing director for the day-to-day 
operation and administration of the com- 
pany in their respective spheres. Mr. E. 
Bowyer, J.P., B.Sc.(Tech.), M.I.E.E., 
A.M.I.M.E.; and Mr. C. H. Broughton 
Pipkin, A.M.I.Mech.E., M.I.E.E. to be 
executive directors. Lt.-Gen. Sir Ronald M. 
Scobie, K.B.E., C.B., M.C., who has been a 
director of the company since 1947, has 
resigned from the board. 


'e 






E. Boydell and 
Co., Ltd., have an- 
nounced the ap- 
pointment of Mr, 
C. F. Hewlett as 
sales _representa- 
tive for the East 
Anglia area. Mr. 
Hewlett, who has 
been Boydell’s 
service engineer 
in Scotland for 
the past 10 years, 
succeeds Mr. E. 
Kavanagh. 


< 
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HEWLETT 


Mr. Stanley Jessop has relinquished his 
appointment as sales manager of Fredk. 
Town and Sons, Ltd., and Woodhouse and 
Mitchell, both subsidiaries of Thos. W. 
Ward, Ltd. He is rejoining the parent 
company on special duties in connection 
with its engineering activities in Scotland. 


Among passengers recently embarking 
on the “Queen Elizabeth” at Southampton 
for New York was Mr. W. C. Handley, a 
director of British Insulated Callender’s 
Cables, Ltd. Also sailing from this country 
recently for Canada was Mr. Charles S. 
French, chairman of W. and C. French, Ltd. 


The new joint deputy chairman of 
Richard Costain, Ltd., is Lord Nether- 
thorpe, who joined the board of the 


company at the beginning of this year. 
The chairman of Richard Costain (Africa), 
Ltd., Mr. R. M. Taylor, has been appointed 
to the Rhodesian board of the Standard 
Bank of South Africa. 


MUNICIPAL 


Mr. W. Fright, chief superintendent, 
Fulham Borough Council, was yesterday 
installed as President of the Institute of 
Works and Highways Superintendents at 
the Institute’s annual conference being 
held this week at Folkestone. Mr. Fright 
has served with Thanet R.D.C. and Margate 
Borough Council, where he became general 
works superintendent, carrying out many 
large capital works schemes by direct 
labour. In 1952 he became works superin- 
tendent to Fulham and in 1958 was 
appointed to the newly created post of 
chief superintendent to the borough engi- 
neer for all works on highways, sewers, 
building maintenance, refuse collection, 
street lighting, depots and transport allo- 
cation. 


Mr. Peter Greaves, deputy borough 
surveyor at Doncaster, has been appointed 
borough surveyor in succession to Mr. 
Martin Cawley, who is taking up the post 
of chief engineer to Doncaster Water 
Board. 


Northern surveyor to the Isle of Man 
Highway and Transport Board for the last 
38 years, Mr. C. S. Corkill will retire in 
December. 
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NINE-STOREY OFFICE BUILDING COMPLETED 
AT ALBERT EMBANKMENT 


| EINFORCED concrete construction 

with a front elevation of curtain 
walling has been used on a new nine- 
storey office building which has recently 
been completed at 21 Albert Embank- 
ment, London, S.W.1. 

The curtain walling panels, in two shades 
of grey, have also been used on the rear 
elevation, which can be seen from the high 
level mainline railway from Waterloo. 

The building stands 
on slab foundations, 
17ft. below pavement 
level. The 25ft. Qin. 
wide elevation separ- 
ates two existing 
modern office build- 
ings and, while dif- 
ferent in style, blends 


harmoniously with 
them. It is con- 
siderably narrower, 


and one storey lower 
than its neighbours, 
but is saved from in- 
significance by the 
unusually angled 
front elevation. This 
device also allows the 
the maximum § day- 


light to enter the 
building. 

The ground floor 
contains a_ display 


window facing on to 
the main road with a 
small private fore- 
court for pedestrians, 
The remainder of the 
building is set back 
and the roof of the 
display window is 
railed to form a 
balcony backed with 
a decorative wall 
panel of blue tiles. 
The rear elevation is 
double glazed to 
counteract noise from 
passing trains, 

A fan system built 
into a flank wall pro- 
vides ventilation. 

Access doors to 
the adjoining building The new 


(Concluded from page 1560) 


them without front gardens at all, three- 
storey corner units, preferably flats, a 
reasonable number—at least 30 per cent. 
of three- and four-storey dwellings, appro- 
priately high screen walls to avoid gaps 
between houses or blocks of houses, ade- 
quate walls to “patio” back gardens giving 
privacy and sun, provision of garages and 
traffic service roads at the rear rather than 
at the front of houses, and the whole thing 
worked out so that streets were primarily 
for the enjoyment and use of pedestrians 
while vans delivered to the rear of the 
houses. 


Having got the perfect layout from the 
biological, economical, sociological and 
design point of view, then why not just 
scrap the existing by-laws and create new 
ones to serve rather than to dictate the 
pattern of urban life! 


Conclusion 


I feel that most of what I have said can 
be of no immediate use to practical-minded 
members of local authorities, faced with 
a cumulative emergency that is summed 
up in the demand we are all making 
“Where on earth are the new houses to 
go?” But there is no simple answer and 
we shall only get nearer to a solution to 


nine-storey 


are provided on the sixth, seventh and 
eighth floors. The building is fitted 
throughout with electric underfloor heating 
run from off-peak loading. All the floors, 
with the exception of the eighth, are served 
by high-speed Otis passenger lifts. 

The building, occupied by Cementation, 
Ltd., was designed by Frederick Gibberd, 
with Felix J. Samuely and Partners acting 
as consulting engineers. Wates, Ltd., were 
the main contractors. 





Albert Embankment 


block at 


our problem if we face it squarely and 
plan boldly in terms of what we see now 
and not of what we have been used to 
seeing and thinking in the past. We are 
all citizens of a democratic nation that 
has to answer among other things the 
following vital questions: 
(i) In this island what is the appropriate 
pattern for a reasonable stabilisation 
of human settlement and how can we 


adapt our planning machinery to 
attain it? 
(ii) How is the siting of urban com- 


munities by new or expanding towns 
to be related to the location and the 
rehabilitation of industry, and to the 
network of motorways and railways? 


(iii) What principles of land use and 
density of development do we need 
to establish to reconcile the controlled 
growth of towns with an increased 
production in agriculture and im- 
proved rural amenities? In other 
words how can we make town and 
country more truly complementary? 

(iv) In what form should the concept 
of the city and its green belt be revised 
to take into account the growing 
impact of the car on housing habits 
and on the daily journey to work? 

(v) How can planning objectives be 


BIG RISE IN HOUSE 
IMPROVEMENT GRANTS 


R. HENRY BROOKE, Minister of 
Housing and Local Government, has 
announced a striking increase in house 
improvement. Four times as many house 
improvement grants are being made now 
as in 1958, and the improvement of whole 
areas and districts has begun. j 

The Minister, who was opening an 
exhibition to inaugurate a “Better Homes 
Week” in Leeds, said: “I am glad to tell 
you that, as a result of the changes made 
last year, there has been a striking increase 
in the amount of improvement work 
carried out with the aid of grant. Much 
of this is directly due to the introduction 
of standard grants; but the changes in the 
1959 Act have also stimulated a big 
increase in work done with the benefit of 
discretionary grants. 

“The figures for all grant-aided improve- 
ments tell their own story. Up to the end 
of 1958 the number of improvement grants 
made had stayed at about 35,000 a year 
and had failed to increase beyond that. 

“The new provisions came into force in 
the middle of 1959. That year the number 
rose to nearly 80,000. This year I hoped 
that the figure would be 120,000. Now I 
believe it is going to be 135,000. This 
upward trend is most encouraging. By the 
1959 Act we have achieved something like 
a four-fold increase in the pace of grant- 
aided improvement work. 

“But good though this is, I am not 

content. I want to see _ grant-aided 
improvements surpass 200,000 a year. If 
they reach 250,000, that will please me still 
more. 
_ “There is an immense amount of this 
improvement work yet to be done. There 
are up to three million structurally sound 
houses which in varying degrees need 
improvement and are capable of it. They 
form a large and valuable part of our total 
stock of houses which we cannot afford to 
pull down or to neglect. If only they are 
taken in time, they can be made to provide 
good modern homes for another generation 
or more. This is one of the major 
challenges. Meeting it is one of the great 
housing tasks over the next 10 years.” 


CONSULTANTS TO OPEN 
GLASGOW OFFICE 


On October 1, F. R. Bullen and Partners, 
Westminster, S.W.1, are opening an office 


le Royal Exchange Square, Glasgow, 


reconciled with the needs of the 
private individual and how can this 
co-operation be enlisted? 

(vi) What is the function of street by-laws 
and how can they be recast to serve 
the reasonable needs of today’s and 
tomorrow’s town, suburb and village? 

(vii) What kind of development agency 
and local government machine can 
produce a more harmonious and 
rational redevelopment and rehabilita- 
tion of cities and what kind of regional 
organisation is needed to maintain a 
more stabilised and co-ordinated en- 
vironment both inside and outside our 
towns? 

The fact that we put forward these 
major questions now does not in any way 
belittle the solid progress that has been 
achieved in housing, planning and admini- 
stration over the last 50 years, which in 
spite of a good deal of misguided muddle 
makes us still recognised technical leaders 
in these vital fields. But with our problem 
today ever changing in extent and com- 
plexity, and in our attempt to reconcile the 
claims of industry, transport and housing 
with the right use of land, we have to exert 
ourselves sufficiently to abandon many of 
our clichés and our predetermined con- 
clusions based often, I am afraid, on 
unwarranted assumptions. 
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Talking of Safety 


— all accidents with hoists are due 
4 to unusual causes or combinations of 
circumstances. More often they come 
about as the result of quite simple acts 
of ignorance or neglect or carelessness 
sometimes on the part of the management 
(such as omitting to provide the necessary 
safety precautions), and at other times by 
the workmen themselves, when they fail 
to use the safeguards provided, or deli- 
berately take calculated risks, like riding 
on the platform of goods hoists or omitting 
to close the gates. Accidents such as these 
usually result in persons either falling or 
being struck by moving parts of the hoist 
mechanism, and the resulting injuries are 
nearly always serious. 

These points arose during my discussion 
with Bill Kennedy, the agent at the Factory 
Lane site, shortly after we had completed 
our investigation into a mishap with the 
hoist, which was found to have been due 
to the shrinking of the hemp control rope 
during a heavy rainstorm. 

“As you know, hoists used on building 
sites are subject to some pretty stringent 
regulations,” I was saying. “In effect, you 
must treat them like any other piece of 
machinery: fit guards wherever there is 
danger. The landing gates themselves are 
part of the fencing, because they prevent 
persons from coming into contact with the 
platform or the lifting gear, except when 
it is stationary. They also serve the pur- 
pose of stopping people from falling down 
the hoistway.” 

“Let’s get the first bit clear,” said 
Kennedy. “As far as I can remember, the 
regulations don’t specify the construction 
of the gates, so that any rough-and-ready 
makeshift would be legal?” 

“Nothing elaborate is called for,” I 
answered, “but there is a requirement that 
the gates should be at least 6ft. 6in. high. 
Shorter gates can be fitted to guard the 
opening of the hoistway where there is no 
danger of people coming into contact with 
moving parts, but these must be not less 
than 3ft. high. Obviously, if it is possible 
to lean forward over the gate, it must be 
well clear of the hoistway.” 

“I’ve seen a good many hoists used on 
other companies’ sites where the gates are 
simply a few pieces of wood roughly nailed 

“ Dragee,” who is a_ practising safety 
engineer, would welcome subjects for dis- 


cussion in this column. All names of persons 
mentioned in these discussions are entirely 
fictitious. Questions of law are expressed as 
the author’s personal opinions and are not 
authoritative.—EDITOoR. 


claimed to be 


* DRAGEE ” 


appear to get 


together—and_ they away 
with it.” 
I nodded. “I agree, it does seem a little 


disheartening when you see the standard 
of equipment that we provide. On the 
other hand, it is not long ago since the 
very same sites were fitting no gates at all. 
Then they got around to putting up some 
very primitive objects---like the ones you 
mentioned—and these were simply ignored 
by the men. You'll remember the trouble 
we had over that, until we started to get 
tough!” 

“I’m not sure that we've altogether won 
that battle,” said Kennedy. ‘Quite often 
the foremen are as much at fault as the 
men; they’re always having a grizzle about 
the amount of time lost-—and the men 
themselves complain when they're on 
bonus work.” 

“The only way to talk people out of 
that attitude is to stage a practical time- 
and-motion demonstration. It has already 
been proved that in relation to the reduc- 
tion in risk, the amount of extra time taken 
in using the gates is negligible. It is simply 
a matter of habit. Men get accustomed 
to using safeguards such as these quite 
easily and the action soon becomes part 
of the routine operation of handling 
materials on to the job. You must also 
take into account the benefits to be gained 
from the feeling of security which proper 
safeguards provide.” 

“I agree, but I still feel that this is a 
difficult matter to put across effectively. 
It’s really a question of discipline, to begin 
with—make it clear that there’s to be no 
monkey business in the first place, and 
just hope that it stays that way.” 

“It probably will if you provide well- 
made gates and have them properly hung. 
A little forethought in this matter pays 
dividends. For example, take into account 
the direction of movement of materials 
away from the hoist, also returning empty 
barrows or trollies. Decide whether the 
gates should swing or slide. Details like 
that can affect the ease of operation of a 
goods hoist very considerably.” 

*“Workmen using a hoist also have duties 
under the regulations, haven't they?” 

“Yes—any person who uses a hoist gate- 
way must see that the gate is closed imme- 
diately after loading or unloading; but, of 
course, that doesn’t relieve the employer 
of his own responsibilities in the matter. 
It’s a kind of joint obligation. In any case, 
legal requirements of this kind have a 
very limited effect upon the behaviour of 
the operative. When the time comes for 
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the law to step in, the damage is usually 
already done, and, really, our main worry 
is to stop accidents, not to sort out the 
legal consequences.” 

“IT would like to have a talk with you 
about the automatic safety devices on 
goods hoists, but I have an appointment in 
a few minutes time and so [ll have to 
defer it until the tea break.” 


CoID PUBLISHES 15th ANNUAL 
REPORT 


The most encouraging event of the year 
was the award to the Council of Industrial 
Design of the 1959 Gran Premio Inter- 
nazionale la Rinascente Compasso d'Oro, 
states the CoID in its 15th annual report 
(H.M.S.O. Price 2s. 6d.). 

The International Golden Compasses 
Awards are made annually for outstanding 
contributions to industrial design. In 
making the award, the jury described the 
CoID as “the oldest and most efficient 
government organisation for the develop- 
ment and popularisation of good design.” 

The CoID can look back on a year of 
achievement, but, at the same time, it is 
the first to admit that much remains to be 
done. “Only a minority of British firms 
have as yet accepted that a convinced and 
progressive design policy is a function of 
good business management, and far too 
little attention is yet paid to designing for 
the convenience of the user, whether in 
the home or the factory.” 


EXHIBITION OF NEW TRAINING 
COLLEGE BUILDINGS 


Plans, models and photographs illustrat- 
ing the expansion of voluntary teacher 
training colleges throughout the country 
are to be shown at the “Exhibition of New 
Training College Buildings,” sponsored by 
the Church of England Board of Education 
and the Council of the Building Centre, 
which will be opened by Sir David Eccles, 
Minister of Education, at the Building 
Centre, Store Street, London, W.C.1, on 
October 18. 

Expansion plans for 20 Church of 
England teacher training colleges (includ- 
ing the new college to be built at Canter- 
bury) and for 14 other voluntary colleges 
will be on view at the exhibition. 


MORE ROAD BUILDING IN 
GLENROTHES 


A 60 per cent. grant to Fife County 
Council towards the cost, estimated at 
more than £60,000, of building a further 
section of road in Glenrothes New Town, 
is being made by the Secretary of State 
for Scotland. 

The new road, which will be almost 
three-quarters of a mile long, will link the 
existing road system (at a point known as 
Roundabout H) with B.921 at Over Sten- 
ton. It will have a 24ft. carriageway and 
two 8ft. footpaths in an overall road width 
of 60ft. 

The scheme has been prepared and its 
execution will be supervised by Fife County 
Council. The work will be done by con- 
tract, and tenders will be invited shortly 
by the County Council. 


CLEAN AIR CONFERENCE AND 
EXHIBITION 


Over 900 members and delegates will be 
attending the 27th Conference of the 
National Society for Clean Air, to be held 
at Harrogate from October 5 to 7. 

The conference will be opened by Sir 


Keith Joseph, Parliamentary Secretary, 
Ministry of Housing and Local Govern- 
ment. His speech will be followed by a 


presidential address, to be given by Sir 
Hugh Beaver, who was chairman of the 
Committee that recommended a new clean 
air law and the setting up of smokeless 
zones throughout the “black areas.” 
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IMPROVEMENT OF GLASGOW WATER 
SUPPLY SYSTEM 


60in. Reinforced 


prUssBeR stages in the scheme to 

improve Glasgow's water supply 
arrangements have now been inaugur- 
ated, among them being a new 60in. 
diameter reinforced concrete pipeline 
which will enable water to pass direct 
from the tunnel aqueduct from Loch 
Katrine into the trunk mains supply 
to the city. 

The pipeline by-passes the Mugdock 
service reservoir, constructed in 1859, and 
will thus afford greater flexibility of main- 
tenance of supplies, enabling the reservoir 
to be emptied for any necessary inspec- 
tions or repairs. 

Construction of the by-pass involved 
altering the existing stop-plank chamber 
near the junction of the stilling basin and 


the Loch Katrine 1855 tunnel aqueduct. 
This chamber now hoyses a new 60in. 
diameter manually operated sluice. The 


Whatlings 
supplied by 


mainlaving contractors were 
Ltd.. and the pipes were 
Stanton Ironworks Co., Ltd. 
Another improvement has been the con 
struction of a 60,000-gallon reinforced con- 
crete water tower at Barloch to serve about 
700 houses in the Milngavie area. The 
structure consists of a single octagonal 
storage compartment, supported by eight 
columns on a_ strip foundation. A 
rectangular shaft at the edge of the tank 
contains the piping and a stairway giving 
access to the control valves and tank roof. 
The supporting columns are 3ft. 3}in. 
by 2ft.. and are 56ft. 2in. long from the 
top of the reinforced concrete strip founda- 


tion to the underside of the tank floor 
which is 5lft. above ground level. The 
tank is llft. deep, 37ft. across corners. 
and the tank walls are l2in. thick and 
the floor 16in. thick. roadside Construc 
tion Co.. Ltd.. were the contractors. 


Dam Raising 


Work is also in progress on the restora- 
tion of the 100-year-old earthen dams at 
the compensation water reservoir at Loch 
Drunkie in Perthshire. 

The reservoir was formed by the con 
struction of two earthen embankments 


Concrete Pipeline 


150ft. long and 30ft. high and 500ft. long 
and 15ft. high at the east and north ends 
of the loch, respectively, giving a storage 
at overflow level of some 744,000,000 
gallons. The reservoir has a catchment 
area of 1,550 acres on which the average 
rainfall is about 70 in. Water is drawn off 
through a 24in. diameter valve and pipe 
in the east dam, from where it runs to 
Loch Vennachar. 

As a result of inspections under the 
Reservoirs (Safety Provisions) Act, 1930, 
restrictions had been placed on the heighi 
to which the water could be stored in the 
loch owing to seftlement in the earthen 
embankments over the past 100 years. 
These restrictions meant a minimum loss 
of storage equal to some three days supply 
of compensation water to the River Teith, 
and in view of the completion of the Glen 
Finglas Scheme, it was considered desirable 
to proceed with the work of restoring the 
embankments. 

The work in hand consists of recon- 
structing and raising the earthen banks 
to the required level by making up the 
slopes and crests with approved material, 
excavating into the crests of the dams to 
the depth where the puddle clay cores are 
found to be sound, and rebuilding to within 
6in. of the crest with new puddled clay 
brought from an approved source in 
Glasgow. Parts of the stone pitching of 
the upstream slopes of the dams are being 
renewed. 

In addition the crest wave walls are 
being rebuilt in concrete and the whole of 
the downstream slopes are being re-turfed 
or sown with grass to help the newly 
placed material to knit together. Suitable 
allowances are being made in anticipation 
of some slight settlement in the banks 
after the completion of the work. 

While the restoration work is in pro- 
gress the opportunity is being taken also 
to effect improvements to bring the 
reservoir overflow into line with current 
practice. The work here involves the 
widening and deepening of the existing 
overflow situated in a rock spur near the 
east dam. In addition the masonry over- 
flow sill is being replaced with a stream- 
lined crest in reinforced concrete. 


FOR THE DIARY 


Sept. 30 
Meeting of the Metropolitan and Southern 
branch of the Institute of Sewage Purifica- 
tion, Friends House, Euston Road, London, 


N.W.1. 6.30 p.m. Discussion—New and 
Pending Legislation—introduced by J. L. 
Spiller. 
Southern District of the Institution of 
Municipal Engineers. Lunch and meeting 
at Swindon. 

Oct. 3 


Conference of the institute of Quarrying, 


North British Hotel, Edinburgh, Oct. 3-6 
Oct. 4. 
The Institution of Civil Engineers, Great 


George Street, Westminster, $.W.1. 5.30 p.m 
“The Utilisation and Conservation of Water 
in the Chemical Industry.” by J. A. Cooper 
and L. Gilling Smith 


Oct. 5 
Meeting of the North West branch of the 
Contractors’ Mechanical Plant Engineers 
Kirkby Executive Club, Liverpool. 7.30 p.m 
Ladies’ Night. 

Oct. 6 
Convention on Parking arranged by the 
Institution of Municipal Engineers at Central 
Hall. London, 10 a.m. 
Meeting of the London Branch of the 
Contractors’ Mechanical Plant Engineers at 
Red House Hotel. Redbridge, 7.30 p.m. 
Open Forum 


Oct, 7. 
Meeting of the Institution of Highway Engi- 
neers at 11 Upper Belgrave Street, London, 
S.W.1. “Lessons Learned on the Design, 
Construction and Maintenance of Motor- 
ways—from the County Surveyor’s Angle,” 
by H. Bowdler, Kent county surveyor. 


Oct. 11 
Building Trades Exhibition, City Hall, 
Deansgate. Manchester, Oct. 11-22. 
Annual dinner of the Contractors’ Plant 
Association, Dorchester Hotel, London. 
7.30 p.m. 


Meeting of the Birmingham branch of the 
Institution of Plant Engineers, Hotel 
Leofric, Coventry, at 7.30 p.m. Talk on 
“Modern Air Compressors and Equipment.” 
The Institution of Civil Engineers, Great 
George Street, Westminster, S.W.1. 5.30 p.m. 
“The Fire Resistance of Prestressed Con- 
crete Beams.” by L. A. Ashton and S. C. C 
Bate 


Oct. 12 
South Western Branch of the Institution 
of Highway Engineers. Meeting at Fortt's 
of Milsom Street, Bath, 12.15 p.m., at the 
invitation of the Bituminous Roads Develop- 
ment Group. 


Oct. 13 
Twenty-first national conference of the 
Council for the Preservation of Rural 
England, Pavilion, Weymouth. Oct. 13-15. 
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The work has progressed well and the 
reconstruction at the north dam has been 
completed. Placing new puddle clay and 
rock excavation in the overflow are pro- 
ceeding at the east dam. The contract 
is scheduled to be completed within eight 
months from its commencement in March, 
1960. 

The contractors for the works are John 
Woodrow and Sons (Builders), Ltd., Bridge 
of Weir. 

All the new works were designed and 
the construction supervised by the staff 
of the Glasgow Water Department, under 
the direction of Mr. Stanley D. Canvin, 
M.LC.E., chief engineer and _ general 
manager. 


MANCHESTER C.M.P.E. ELECT 
OFFICERS 


At the recent inaugural meeting of the 
Manchester and District Branch of the 
Contractors Mechanical Plant Engineers 
the following officers and committee were 
elected: Chairman—Mr. W. H. Haigh 
(Grayston Plant and Engineers, Ltd.); 
secretary—Mr. Peter S. Seed (Contractors 
Plant Hiring Co., Ltd.); treasurer—Mr. 
Allan G. Pheasey (R. Cripps and Co., Ltd.); 
committee—Mr. M. Mitchell (Swan Road 
Rollers, Ltd.), Mr. J. A. Gore (Fram 
Excavations, Ltd.), Mr. F. Jackson (Vessey, 
Ltd.), Mr. H. B. Higginbottom (Abelson 
and Co. (Eng.), Ltd.), Mr. Bryan Jones 
(Buckton, Ltd.), and Mr. P. Moore (Lappin 
and Moore Plant, Ltd.). 


The Branch will hold their next meeting 
at The Nags Head Hotel, Jacksons Row, off 
Deansgate, Manchester, 2, at 7.30 p.m. 
Further details may be obtained from Mr. 


Peter S. Seed, 91 Shaw Road South, Shaw 
Heath, Stockport. 


WORK STARTED ON 
KIRKCALDY SILO PROJECT 


Kirkcaidy Dean of Guild Court have 
passed plans for a project at Kirkcaldy 
Harbour involving the construction of a 
large grain drying plant and 20 reinforced 
concrete storage silos. The scheme, to 
the design of Blyth and Blyth, the Edin- 
burgh consulting engineers, is for Robert 
Hutchison and Co., Ltd. 

The work has now started and the con- 


tractors are James Turner and Co., Ltd., 
of Edinburgh. 


The Institution of Civil Engineers, Great 
George Street, Westminster, $S.W.1. Traffic 
Engineering Study Group's information dis- 


cussion—“Economics and_ Efficient Traffic 
Survevs”—introduced by F. Garwood. 
Oct. 14. 


Annual dinner and dance of the Institute 
of Quantity Surveyors at the Trocadero 
Restaurant, London, W.1. 


Joint meeting of the Southern District of 
the Institution of Municipal Engineers with 
the Institution of Civil Engineers (South 
Western) at the Military College of Science. 
Shrivenham, Berks. 


Oct. 18 
National conference of the Town and 
Country Planning Association, Church 
House, Great Smith Street, London, S.W.1. 
“Planning and the Motor Vehicle.” 
Oct. 18-19. 
The Institution of Civil Engineers, Great 


George Street, Westminster, S.W.1. 5.30 p.m. 
“Zambesi Hydro-electric Development at 
Kariba: First Stage,” by Sir Duncan Ander 


son, T. A. L. Paton and C. L. Blackburn. 
Oct. 19 
Annual general meeting of the Institute 
of Quantity Surveyors at 6.30 p.m. 
Oct. 20 
Meeting of the Yorkshire branch of the 
Contractors’ Mechanical Plant Engineers, 


Station Hotel, York. 


7.30 p.m. 
“Plant Maintenance.” 


Lecture on 
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International Construction 


WORK ABOUT TO BEGIN ON ST. 
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LAWRENCE 


BRIDGE SUPERSTRUCTURE 


TEEL erection for the North Channel 
span of the Cornwall - Massena 
International Bridge will begin early in 
October, and the superstructure con- 
tract, including the roadway, will be 
completed by autumn of next year, 
according to the latest information 
from The St. Lawrence Seaway 
Authority, Canada. The bridge will 
provide a crossing of the North Channel 
of the St. Lawrence River between 
Cornwall, Ontario, and Cornwall Island. 
Sub-structure work for the construction 
of 32 concrete piers on the mainland, in 
the river channel and on Cornwall Island 
is virtually completed. C. A. Pitts, general 
contractor, has completed the 23 piers and 
an abutment in his contract, and Con- 
Bridge, Ltd., constructing nine concrete 
piers and an abutment and retaining walls 
of the approach embankment on the north 
side, are expected to finish their contract 
by mid-October. 

Canadian Bridge Division of Dominion 
Steel and Coal Corporation, who will build 
the superstructure and the reinforced 
concrete deck, are working on components 
of the bridge superstructure in their shops 
at present. 

The firm of H. H. L. Pratley, of 
Montreal, has been retained by The St. 
Lawrence Seaway Authority as consultants 
for the design, plans and specifications, 
and to supervise the construction of the 
new North Channel Bridge. 

First steel erection will begin near Fifth 
Street, Cornwall, at the north end of the 
bridge. Steel work will commence on the 
south end about December, and the super- 
structure work will meet over the Cornwall 
Canal where the main span will be erected. 


NEW ZEALAND ORDERS FLASH 
STEAM PLANT 


A contract for a flash steam plant, 
valued at £150,000 has just been obtained 
by Bennis Thermoflash, Ltd., Little Hulton, 
Walkden, Manchester. The plant is for 
the New Zealand Government and is to 
form part of the Geothermal Project at 
Wairakei on the North Island. 


A number of geothermal boreholes in 
the Waiora Valley are currently supplying 
steam to the power station situated on the 
banks of the Waikato River at Wairakei. 
The hot water which issues with the steam 
is at present discharged to waste, but the 
plant to be supplied by Bennis Thermoflash, 
Ltd., will be a pilot scheme to invesigate 
the utilisation of this hot water for the 
production of electric power. Eventually 
it is intended to expand considerably the 
scheme to give a further increase in power 
production, 


The consulting engineers for this pro 
ject are Merz and McLellan. 


SIERRA LEONE PARLIAMENT 
CONTRACT 


A $750,000 credit agreement for the 
erection of a parliament building for Sierra 
Leone by the joint Sierra Leone Govern- 
ment-Solel Boneh Company is reported by 
Barclays Bank D.C.O. to have been con- 
cluded recently. The agreement is to be 
implemented by the supply of Israeli 
building material. The joint company is 
also expected to build housing estates. 


The new bridge and approaches will 
replace the present “Roosevelt” bridge 
over the North Channel. It will be some 

1 miles long. With a new black-top road 
3,000ft. long on Cornwall Island and the 
newly constructed 5,000ft. long South 
Channel bridge between Cornwall Island 
and the United States mainland, it will 
provide a first-class crossing of the St. 
Lawrence River. The two bridges and the 
joining roadway constitute the Cornwall- 
Massena International Bridge, operated by 
the Cornwall International Bridge Co. 

Differing from the South Channel bridge, 
which is a suspension structure, the new 
bridge will be constructed of a series of 
continuous truss spans and will be some- 
what like the Burlington Skyway, near 
Hamilton, in appearance. Clearance of 
120ft. will be provided over the location 
of a possible future ship channel. 

The superstructure will require 5,400 
tons of structural steel, 4,285 cu. yd. of 
concrete, and 1,000,000lb. of reinforcing 
steel in the roadway, which will be 27ft. 
wide, with a 2ft. 6in. walkway on each side. 


Additional Facilities Provided 


The St. Lawrence Seaway Authority will 
also award contracts for the following: 

On Cornwall Island the customs and 
immigration facilities will be enlarged. A 
bus terminal will be constructed for 
customs and immigration examination in 
respect to bus passengers. There will also 
be a yard for trucks and a warehouse for 
customs examination of goods 

Administration and maintenance build- 
ings and toll booths at a toll plaza will be 
built on Cornwall Island, so as not to 
interfere with the customs and immigration 
facilities. 


IRAN ORDERS £400,000 STREET 
CLEANSING FLEET 


Leyland Motors Group have _ been 
awarded a £400,000 contract by the 
Municipality of Teheran for re-equipping 
the city’s street cleansing and refuse 
collection system. 

During the months leading up to the 
signing of the contract, Sir Henry Spurrier, 
Leyland’s chairman and managing director, 
and Mr. Donald G. Stokes, Leyland’s sales 
manager, made flying visits to Iran’s capital 
with other senior members of the Group's 
staff to study conditions and make recom- 
mendations. 

As a result Teheran has ordered from 
Leyland, 45 Leyland Super Comet 14-ton 
vehicles, 37 Scammell Scarab’ 6-ton 
mechanical horses, and 2,000 hand-carts 
complete with 4,000 dustbins. 

Before the vehicles are delivered, mem- 
bers of Teheran’s cleansing department will 
travel to England to study the maintenance 
and operation of these specialised vehicles 
at the Lancashire factories of Leyland 
Motors, Ltd., and at the Watford factory of 
Scammell Lorries, Ltd. A resident Leyland 
engineer in Iran, Mr. Wignall, will also give 
vehicle instruction to personnel in Teheran, 


12-STOREY WELLINGTON 
POST OFFICE 


The New Zealand Government have ap- 
proved the preparation of working draw- 
ings for a new multi-storey general post 
office in Wellington. It will be 150ft. 
high with 12 storeys, making it the largest 
post office in the country. It will be 


planned by the Ministry of Works. 
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SOUTH AFRICAN BUILDING 
TRENDS 


HE value of building plans passed in 
the 18 principal urban areas of South 
Africa, is reported by Barclays Bank D.C.O. 
to have fallen in July by almost £700,000 
(to a total of £64m.) compared with June’s 
total. The July figure is, however, still 
well above that for May. 

This decrease was represented principally 
by a drop of £1,400,000 in the value of 
residential plans passed (particularly flats) 
offset by a rise of roughly £900,000 in the 
non - residential building programme. 
Factory plans and major alterations 
accounted for much of the balance, Plans 
passed during the first seven months of this 
vear were valued at £38,600,000, against 
£33,700,000 in 1959, The growth this year, 
states the Bank, has been reflected to 
the extent of £3,500,000 in non-residential 
construction, other than factory and mine 
buildings. The programme in respect of 
flats and dwellings other than houses has 
also expanded by roughly £1lm, this year. 

Contractors in Johannesburg are fairly 
busy, but a measure of hesitancy is 
reported from other main centres of the 
Union. The current wage agreement in 
the building industry, which was due to 
expire at the end of June, was extended 
until February, 1961, when a fresh deter- 
mination of wages is anticipated. 

Competition in the building industry re- 


mains keen. No difficulty is experienced 
in obtaining labour, either skilled or 
unskilled. 

SPAIN BUYS BRITISH 


TRACTOR COMPONENTS 


Following the conclusion of an agree- 
ment entered into earlier this year between 
International Harvester Company of Great 
Britain, Ltd., and S.A. de Construcciones 
Agricolas of Sevilla, an initial 1,000 sets 
of IH tractor components are shortly being 
shipped to Spain. There, with the addi- 
tion of further parts supplied from local 
sources, they will be assembled into special 
versions of McCormick International B-275 
tractors and become available as medium 
horsepower diesels for Spanish farmers. 

Among the items being shipped in the 
first consignment from Britain are BD-144 
International diesel engines, transmission 
assemblies, constant running p.t.o. and 
hydraulic systems, together with sufficient 
service parts for maintenance and repair. 


VOLTA DAM TENDERS 


The Ghana Government are now in- 
viting tenders internationally for the con- 
struction of the £60m. Volta River dam 
and power project. A “pre-bid” meeting 
in Zurich is planned on December 6 to 
provide information to potential tenderers. 


Obituary 


It is with regret that The Contract 
Journal records the death of the following: 

Mr. N. F. Spence, A.M.I1.C.E., M.1.Q., 
who in 1919 joined The Croft Granite, 
Brick and Concrete Co., Ltd., first as 
general manager, then as managing 
director, and finally as a director and 
technical adviser. Throughout the last war 
he was chairman of the British Cast 
Concrete Federation, later becoming the 
first president. In 1948-49 he was elected 
president of the Institute of Quarrying. 

Mr. Ernest F. C. Trench, C.B.E., aged 
91, the eminent railway engineer. He 
was president of the Institution of Civil 
Engineers in 1927-28. 

Mr. William G. Shepherd, aged 78, a 
former divisional surveyor for West 
Kesteven. 

Mr. Philip Neville Taylor, aged 47, a 
partner in the architectural firm of Taylor 
and Yandell, Bristol. 
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THE 


THE CONTRACT JOURNAL 


1961 RANGE OF DODGE TRUCKS 


New Models and General Re-styling 


A TRUCK with a nominal payload 
4 of nine tons and a choice of three 
wheelbase lengths is one of the addi- 
tions to the 1961 range of Dodge trucks, 
made in this country by Dodge Bros. 
(Britain), Ltd., Kew, Surrey. 

The three wheelbase lengths are 
9ft. 8fin. as a 7 cu. yd. tipper, 13ft. 7in. 
as a 17ft. 6in. dropside lorry, and an 
extra long 17ft. Qin. version with a 
standard 22ft. 6in, body. All three models 
are powered by the 375 cu. in. diesel 
introduced last year, which develops 
110 b.h.p. at 2,400 r.p.m. and drives 
through an hydraulically-actuated 14in. 
diameter clutch and constant mesh five- 
speed gearbox. 

The rear axle is of the spiral bevel two 
speed type with electric shift mechanism 
and has a 20,160lb. capacity. An extra 
duty front axle is rated 11,200lb. 

Air over hydraulic two-leading shoe 
brakes with variable ratio handbrake link- 
age are included in the standard specifica- 
tion. Moulded brake linings have dimen- 
sions of 154in. by 44in. at the front and 
154in. by 7in. at the rear to provide an 
effective area of 680 sq. in. 

The 10in. by 3in. by %in. chassis frame 
is given added strength on the 17ft. Qin. 
wheelbase model by the inclusion of in. 
thick “L” type flitch plates with a total 
depth of Il3in. Dual rate springs with 
wrapped eyes and hanger brackets bolted 
to the chassis frame add to the machine's 
ruggedness. The 16-leaf front springs are 
50in. by 3in. and have a total thickness 
of 5-13/15in. Those at the rear are 48in. 
by 3hin. with 13 leaves and 6}in. thick 
on the short wheelbase model; 54in. by 
34in. with 14 leaves and 6jin. thick on 
long wheelbase models. 

Steering gear is cam and double roller 
with a ratio of 28.5 to 1, power assistance 
being optional. B7.O-HD x 20 three-piece 
wheels are equipped with 10.00-20, 14-ply 
tyres and wheel hubs, front and rear, have 
10 studs apiece. 


New 4 x 4 Unit 


Other alterations to the Dodge range 
include a new eight-tonner, a new 354 cu. 
in. direct injection diesel, and re-styled 
front ends on both normal and forward 
control cabs. The 1961 range now em 
braces normal control vehicles from 3 tons 
to 7 tons and forward control models 





Front-end view of the extra long wheelbase version of the 
14-ton G.V.W. chassis 


from 5 tons to 9 tons, plus tractors for 
10-ton and 12-ton articulated loads. In 
addition, a 5-ton normal control diesel- 
powered 4 x 4 model with a g.v.w. of 
21,000lb. has been introduced, as well as 
a 138jZin. wheelbase forward control six- 
wheel chassis, which has been produced 
in collaboration with York Trailer Co., 
Ltd. The latter has a g.v.w. of 36,000lb. 

The 4 x 4 model is based on the normal 
production 7-ton chassis and incorporates 
a two-speed transfer box and “Tracta” 


constant velocity universal joints to the 





Close-up of suspension of the new 9-ton 
model with 14-ton G.V.W. 


front axle. The basic components of the 
8-ton model have been used for the 
tandem axle chassis, wth such mandatory 
fitments as air over hydraulic brakes, 
variable ratio handbrake, and two-speed 
rear axle. This approved conversion with 
its g.v.w. rating of 35,500lb., has been 
designed primarily for tipper work. There 
is a choice of three diesel power units. 

The new 354 cu. in. diesel, delivering 
112 b.h.p. at 2,800 r.p.m., provides an 
additional direct injection diesel for 7-ton 
and 8-ton models, and 10-ton and 12-ton 
tractors. On all load-carrying models, 
with the exception of 3-ton and 4 x 4 
normal control and 9-ton forward control, 
an optional extra duty single-speed spiral 
bevel rear axle is now offered. When fitted 
to the 8-ton forward 
control truck, for ex- 
ample, it has a rated 
capacity of 19,250in. 
Two-speed rear axles 

-standard on 12-ton 
tractors and_ those 
models equipped with 
the 375 cu. in. engine 

now have a larger 
drive pinion and 
crown wheel to give 
a longer working life. 
Power steering is op- 
tional on most 
models. 

At the same time 
the company has 
streamlined its model 
line-up by deleting all 
petrol-engined and 
control tractors from 
its manufacturing 
programme, 


Forward Control 
Series 


all forward 
control models the 
former triple grille 
with mesh facing ar- 
rangement is replaced 
by two broad-spaced 


On 
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grilles fronted by wide chrome-plated bars. 
The company’s ram’s head emblem is 
placed centrally between the twa grilles, 
with the Dodge nameplate, now in far 
larger letters, above them. Apart from 
this new look cab, the current 5-ton models 
remain unchanged in specification. 

The re-styled 7-ton chassis now have 
a g.v.w. of 23,000Ib. and a high tensile 
steel frame. There is a choice of threé 
diesel engines, a 305 cu. in., 351 cu. in. 
and the new 354 cu. in. unit. Rear helper 
springs are now standard equipment on 
this model, as are a five-speed gearbox 
and 8.25-20, 12-ply tyres. A short wheel- 
base model for tipper work is supplemented 
by two long versions for trucking purposes. 

The new 8-ton model is also available 
in three wheelbase lengths. It has a g.v.w. 
of 27,000lb. and is available with three 
diesel engines, 351 cu. in., 354 cu. in. and 
375 cu. in. 

Apart from the front-end re-styling and 
the deletion of petrol-engined models and 
tractors there is little change in the Dodge 
normal control truck range for 1961. The 
3-ton model now has more power, the 
former 189 cu. in. diesel engine having 
been replaced by an entirely new 203 cu. 
in. four-cylinder unit, and the 7-ton models 
are now offered with the new 354 cu. in. 
engine in addition to the current 35% 
cu. in, unit, 


DOZER FOR FOUR-WHEEL 
DRIVE FORDSON 


A special version of the Sapper Power- 
dozer for attachment to the Manuel- 
Roadless four-wheel drive conversion of 
the Fordson Power Major tractor has been 
produced by Bomford and Evershed, Ltd., 
Evesham, Worcs. 

The 6ft., heavily reinforced blade is 
fitted with a hardened steel reversible 
cutting edge and is universally mounted 
to bulldoze, angledoze, or tilt for use on 
sloping sites. The double-acting hydraulic 
ram is located beneath the front axle. 
Fitting and detachment of the blade are 
quick and simple; once the single fixed 
bracket has been bolted on by four set- 
screws to existing drillings on the tractor, 
only three hand pins are required to secure 
the blade assembly. 


INTERCHANGEABLE CRANE/ 
DUMPER SKIP 


A crane skip which can be quickly 
interchanged with a standard small dumper 
skip has been introduced by Thwaites 
Engineering Co., Ltd., Cubbington, near 
Leamington Spa, War. 

The skip is supplied with a stand so 





Dumper 
stand for crane 


leaving full skip on 


that the crane may deposit empty skips 
without waiting for the dumper to return 
to the crane base. It is manufactured 
in two sizes—l2 cu. ft. and 16 cu. ft— 
and is designed with an opening side for 
the quick discharge of stiff mixes. Bottom 
discharge models are also available. Skip 
changing is effected by a simple attach- 
ment requiring no nuts or bolts. 
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NEW COMPANIES 


The undermentioned particulars of new 
companies recently registered are taken 
from the daily register compiled by Jordan 
and Sons, Ltd., company registration 
agents, 116 Chancery Lane, London, 
W.C.2:— 


Monument Construction, Ltd., 13 Harley 
Street, London, W.1. £100. Directors to be 
appointed by subscribers. Subscribers: Roy A. 
Whitman, 5 Cross Road, Dartford, Kent 
(accountant); Michael Morton, 60 Windsor 
Road, London, E.7 (clerk). 

Swinnerton and Miller, Ltd., demolition 
contractors. £3,000. Directors: Harold A. 
Swinnerton and Mrs. Ivy I. Swinnerton, 18 
Woodland Crescent, Merry Hill, Wolverhamp- 
ton. 

H. J. Coombs (Builders), Ltd., 37 Alexandra 
Park, Bristol, 6. £1,000. Directors: Harry J. 
Coombs and Mrs. G. S. Coombs, 23 Bellevue 
Road, Easton, Bristol. 

F. C. Wood (Contractors), Ltd., Clumber 
Buildings, Clumber Street, Nottingham, 
builders. £5,000. Directors: Fredk. C. Wood 
and Doris M. Wood, 519B Nottingham Road, 
Giltbrook. 

Stephens (Builders and Decorators), Ltd., 
457 High Road, London, N.22. £100. Direc- 
tors: Aristophanes Thrasyvoulou and Mrs. 
Agnes Thrasyvoulou, 90 Berkshire Gardens, 
London, N.13; Gordon Reed, 42 Woodside 
Road, London, N.22. 

Grant and Livingston (Pipelines), Ltd., New 

Road, Rainham, constructional engineers. 
£1,000. Directors: John Fawkes, 110 Long- 
wood Gardens, Ilford; Robert C. Fawkes, 9 
Derwent Gardens, Ilford; Mrs. Catherine C. 
Weevers. 
W. G. Fenwick, Ltd., builders. £2,000. 
Directors: Mrs. Audrey P. Fenwick, 81 Sand- 
ford Grove Road, Sheffield, 7; Brian Ashmore, 
12 Burns Drive, Burncross, Chapeltown, near 
Sheffield. 

Richard Conroy (Contractors), Ltd., 5 West- 
head Chambers, George Street, Staines, Middx., 
builders. £100. Directors: Richard Conroy 
and Mrs. Ann Conroy, 83 Alexandra Road, 
Aldershot, Hants. 

Maliban, Ltd., 36e Dryden Chambers, 119 
Oxford Street, W.1, builders. £5,000. Direc- 
tors: Alfred J. Schulze and Angela Rice, 81 
Sinclair Road, W.14; Henry Jayasuriya, 119 
Oxford Street, W.1. 


Parkside Builders (Leeds), Ltd., 37 Basing- 
hall Street, Leeds. £2,000. Permanent man- 
aging director: George Greenwood, 1 Lynd- 
hurst Road, Scholes, near Leeds. 

Eastmoor Demolition and Supply Co., Ltd., 
62 Eastmoor Street, London, S.E.7. £100. 
Directors: Arthur G. Page and Margaret G. 
Page, 65 Rochester Close, London, S.E.3. 

Hambles (London), Ltd., 403 Holloway 
Road, London, N.7, builders. £100. Direc- 
tors: Mrs. Dulcie M. Brislin, 26 King James 
Avenue, Cuffley; Albert V. How, 35 Tillotson 
Road, London, N.9. 

W. and M. Brewster and Sons, Ltd., demo- 
lition contractors. £500. Director: Maurice 
Brewster, 18 Brackenley Lane, Embsay, near 
Skipton, Yorks. 

Michael Houghton (Builders), Ltd., 25a 
Paradise Street, Birmingham, 1. £1,000. Direc- 
tors: Michael Houghton and Mrs. Emm? 
Houghton, 104 Barrows Lane, Birmingham, 26. 

Plymstock Building Co., Ltd., Guardian 
Assurance Building, 166 Armada Way, Ply- 
mouth. £1,000. Directors: John B. Helliwell, 
Lake House, Radford Park Road, Plymstock; 
Leslie Lockhart, Calendra, Dean Cross Road, 
Plymstock. 

G. H. Jeneson, Ltd., 174 Herbert Avenue, 
Parkstone, Poole, builders and _ contractors. 
£100. Directors: Gordon H. Jeneson and 
Mrs. Jean E. Jeneson, 1 Park Homer, Colehill, 
Wimborne. 

Rose Contractors, Ltd., erectors of steel, 
precast concrete, etc. £100. Permanent direc- 
tors: Gordon H. Rose, 566 Princes Road. 
Dartford, Kent; Henry R. Rose, 56/8 Shepherd 
Street, Northfleet, Kent. 

W. W. Kelsey (Builders), Ltd., Back Han- 
over Square, Newcastle upon Tyne, 1. £8,000. 
Directors: Joseph Sanderson, 3 Cresswell 
Avenue, Seaton Sluice, Northumberland; 
William W. Kelsey, Wayside, North Brunton, 
Newcastle upon Tyne, 3; William Coates and 
Edgar D. Wilson. 

R. Hopkins and Sons, Ltd., Clive Road. 
Gravesend, Kent. builders. £3,000. Directors: 
Dennis W. Hopkins. The Wilderness, Forge 
Lane, Higham, near Rochester, Kent: Norman 
— 13 Golf Links Avenue, Gravesend, 

ent. 

George Hedge, Ltd., Briarwood, Windmill 
Lane. Ladbrook, near Southam, builders. 
£1,000. Directors: George S. Hedge and Mrs. 
C. A. E. Hedge, Briarwood, Windmill Lane, 
Ladbrook, near Southam. 


TRADE NEWS IN BRIEF 


The ACE range of building construction 
equipment is featured in a new brochure by 
A.C.E. Machinery, Ltd., Porden Road, 
London, S.W.2. 

A new illustrated brochure from G. N. 
Haden and Sons, Ltd., 7-12 Tavistock Square, 
London, W.C.1, explains their oil-fired heating 
and hot water installations for domestic 
purposes. 

George Cohen Sons and Co., Ltd., announce 
that the HIAB Speed Loader can now be 
pacts with a simple platform or “personnel 
basket” attachment designed to be quickly 
fitted to the end of the boom. 

Pyrotenax, Ltd., announce the opening of 
a new sales office at 69 Loughborough Road, 
West Bridgford, Nottingham. Tel. 83805. 

Frew Brothers and Co., Ltd., New Broad 
Street, London, E.C.2, are moving to 27 Cur- 
tain Road, E.C.2, with effect from October 1. 
Tel.: Bishopsgate 3125. 

United Dominions Trust have opened a new 
branch office at 2 Queen Square, Bath. Tel: 
Bath 5821/2. 

“Sprayed Limpet Asbestos—Heat and Sound 
Insulation” is the subject of the latest brochure 
published by Turners Asbestos Cement Co., 
Ltd., Trafford Park, Manchester, 17. 

“Street Lighting—The Changing Scene,” is 
the title of a new brochure published by the 
Electrical Development Association, 2 Savoy 
Hill, London. W.C.2. 

C. H. Johnson (Machinery), Ltd., con- 
tractors’ plant division, announce the appoint- 
ment of the following sales and _ service 
agents: Pannell (Plant), Ltd., Torre Hill, Plym- 
stock. Plymouth (Somerset, Dorset, Devon 


and Cornwall); Gould Plant Hire, Ltd., 
Eastern Drydocks, Newport, Mon. (Mon- 
mouthshire, Glamorgan, Carmarthen, Pem- 


brokeshire. Brecon, Radnorshire, Cardigan- 
shire); West Plant, Ltd. 6-8 Cambridge 
Street, Wells Road, Bristol, 3 (Gloucester- 
shire and Wiltshire). 


A comprehensive reference book on the use 
of gland packings has been received from 
Crane Packings, Ltd., Slough, Bucks. 

The Key Engineering Co., Ltd., Larkfield, 
near Maidstone, have introduced a 90 deg. 
short radius bend which can be driven 
directly on to the tapered end of the standard 
4in. pitch fibre pipe without first fitting a 
coupling, as was necessary with the earlier 
model. 

A new leaflet, entitled “The Case for Key 
Pitch Fibre Pipes,” has just been published 
by The Key Engineering Co., Ltd., Larkfield, 
near Maidstone, Kent. 

Albright and Wilson (Mfg.), Ltd., have 
opened a sales office in Imperial Buildings, 72 
High Street, Belfast (Tel.: Belfast 32312). 

Douglas fir plywood previously grade- 
named “Underlay Sheathing,” has been re- 
named and will in future be designated 
throughout the trade as “Select Sheathing.” 
This announcement comes from the Plywood 
Manufacturers Association of British 
Columbia. 4 Carmelite Street, London, E.C.4. 

Head Wrightson Stockton Forge, Ltd., have 
changed their name to Head Wrightson 
Stockton, Ltd. 

Wates, Ltd., have moved their Midlands 
office from New Street, Birmingham. to 94 
ma Road, Edgbaston. Tel.: Edgbaston 


Northern Aluminium Co.. Ltd., are now 
known as Alcan Industries. Ltd. The change 
is designed to identify the company as a 
member of the Aluminum Co., Ltd., of 
Canada. 

J. I. Case Co., Ltd.. have appointed Wm. 
Lewis (Agricultural House), Ltd., Newport 
Road. Cardiff (Tel.: Cardiff 45641) as soil dis- 
tribytors for Wales and Monmouthshire. 

Eddison Plant, Ltd., Belton, Grantham, have 
published a new illustrated brochure giving 
details of the plant and service facilities avail- 
able from their depots throughout the country. 
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H. G. Taylor, Ltd., 60 Eastcourt Avenue, 
Earley, Reading, builders. £2,000. Directors: 
Harold G. Taylor and Violet A. Taylor, 60 
Eastcourt Avenue, Earley, Reading. 

B. S. Evans and Co., Ltd., builders. £3,000. 
Directors: Brian S. Evans and Geo. A. Stokes. 
Subscribers: Brian S. Evans and Samuel G. 
Evans, 823 Cannock Road, Wolverhampton. 

Penfolds Concrete Products, Ltd., 41 Beach 
Road, Littlehampton, precast and reinforced 
concrete. £5,000. Directors: Peter L. Penfold, 
Garden Court, Barnham, Bognor Regis; Paul 
E. Penfold, Barn Tiles, Mount Pleasant Lane, 
Eastergate, Aldingbourne, Chichester. 

F. J. Barnard, Ltd., builders. £100. Directors: 
Francis J. Barnard and Mrs. Daisy E. Barnard, 
38 Madrid Road, S.W.13. 

Barnbrook Building Co., Ltd., 2 Topping 
Street, Bury, Lancs. £100. Permanent 
directors: Mary M. Sugden, 20 Shortlands 
Avenue, Bury; Edmund Kershaw, 27 Eastham 
Avenue, Bury; Wm. Rostron and Geoffrey 
Entwistle. 

H. Miles (Construction) Co., Ltd., 359 
Strand, W.C.2, builders. £100. Directors: 
Harry Miles, 4 Egerton Road, S.E.25; Thomas 
E. S. Shanks, Old Poynters, Chatley Road, 
Cobham. 

C. W. Carver, Ltd., Ellerslie Chambers, 2 
Hinton Road, Bournemouth, builders. £100. 
Directors: Clarence W. Carver and Mrs. I. C. 
Carver, “Westerlea.” Chaddesley Glen, Canford 
Cliffs. Bournemouth. 

Bailey and Martyn (Holdings), Ltd., 210 
Rock Street. Sheffield, 3, builders. £1,000. 
Directors: Wm. M. Corcoran, 65 Grove Road, 
Sheffield; Thos. P. Martyn, 232 Abbey Lane, 
Sheffield. 

Swan Contractors (Dartford), Ltd., Lloyds 
Bank Chambers, High Street. Dartford. Kent. 
£500. Directors: James W. Conlin, 28 
Meadowside, Dartford, Kent; Leslie J. Francis. 
7 Woodlands Close, Swanley, Kent: Terence 
Foreman, Frank Bottomley and Tohn Bing. 

R. H. Fautley, Ltd.. 64-6 Camden High 
Street. N.W.1. builders. £1,000. Directors: 
Ronald H. Fautley and Renee Fautley, 18 
Chittys Lane. Dagenham. Essex: Leslie G. 
Livermore, 12 Rayburn Road, Hornchurch, 
Essex. 

Davies and Elverd, Ltd., builders. £2.000. 
Directors: Leonard J. Davies, Springfield. Goss 
Lane, Nailsea, Som.; Kenneth F. Elverd, 
Waverley. Goss Lane. Nailsea. Som. 

A. G. Guv and Sons (Southampton). Ltd.. 
builders. £3,000. Directors: Ambrose G. Guv 
and Mrs. F. M. Guy, 57 West End Road, 
Bitterne, Southampton. 

E. T. F.. Kite, Ltd.. 6 Liverpool Terrace. 
Worthing, builders. £100. Directors: Eric 
1. F. Kite, 53 Lawes Avenue, Newhaven: Mrs. 
Doreen M. Kite. 53 Lawes Avenue, Newhaven. 

F. N. P. (General Builders). Ltd. £500. 
Director: Frank N. Peacock. Jaffholme, Cotti- 
more Crescent. Walton on Thames. 

G. and E. Robinson Bros., Ltd.. builders. 
£1.000. Directors: George Robinson, 22 
Northen Grove. W. Didsbury, Manchester: 
Fammon Robinson, 22 Northen Grove, W. 
Didsbury. Manchester. 

Cramotons (Builders). Ltd., 15 Broom Garth. 
Relle Isle. Leeds. 10. £1,500. Directors: Hilda 
Cramnton, 15 Broom Garth, Belle Isle. Leeds. 
10: Cyril Robinson, “Ridgewav.” Mill Lane. 
Ackworth, near Pontefract: Arthur Parker. 
ae Mill Lane, Ackworth, near Ponte- 
ract. 

Carventer (Builders). Ltd.. 126 Blenheim 
Gardens. Brixton. S.W.2. £1.000. Directors: 
Henrv G. Carpenter and Walter R. Carpenter. 
29 Kellett Road. S.W.2: Geo. S. Carpenter, 
31 Teander Road. S.W.2. 

Thomas Durkin amd Sons. Ltd.. builders. 
5.000. Directors: Not named. Subscribers: 
Thomas Durkin, 25 Harriot Drive. Killine- 
worth Station. Newcastle uvnon Tyne, 12: 
Anthonv Drrkin, High Ridge Cottage, Heddon 
on the Wall. 

Peterborongh Mixed Concrete. Ltd.. Fengate. 
Peterborough. Northants. £5.000. Permanent 
directors: Emerson C. McCarthv. South 
Tuffenham. Oskham. Rutland: Cherles D. 
Parslev. New Cross Road. Stamford. Lincs. 

T. and N. Snarling. Ltd.. Bridses Wood. 
Rurstow. near Horley. Surrey, builders. £100. 
Nireetors: Theodore A. G. Snarling and Nancv 
F. Sparling. Bridses Wood. Burstow. near 
Horlev. Svrrev: Mrs. Vera K. Metcalfe, 23 
Mortlake Road. Kew Gardens, Surrev. 

R. Simnson (Ruilders). Ltd.. The Rungalow 
Rulls Hill. Coughton. Ross-on-Wve. Hereford- 
shire. £1.00. Directors: Beniamin Simnson 
and Tacaveline F. Simpson. The Bungalow. 
te Hill, Coughton, Ross-on-Wye, Hereford- 
shire. 

L. G. Davis. Utd.. 2542 High Street. 
Waltham Cross. builders. contractors. etc. 
1.000. Directors: Leonard G. Davis and Mrs 
Dorothy M. Davis. “Clarador,” Riverside 
Avenve. Broxborme. Herts. 

M.K.T. Plant Hire. Ttd.. 27 Old Gloucester 
Street. Oveen Sanare. W.C.1. £100 Directors: 
Not named. Subscribers: Lence A. W. Kent. 
Tanglev House. Orchard Tane. Amershom 


(clerk); Lionel G. R. Lines, 12 Gore Road. E.9 
(clerk). 
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PERKINS INTRODUCE NEW DIRECT 
INJECTION ENGINE 


A NEW direct injection diesel engine, 
intended for 7- and 8-ton trucks 
and passenger coaches, has been intro- 
duced by Perkins’ Engines, Ltd., 
Peterborough. 
The most powerful transport engine pro- 
duced by the company, and the first direct 


injection engine to be made by the firm. 


for vehicles, it will be called the Six 354. 
With six cylinders and 354 cu. in. in capa- 
city, the engine develops 112 b.h.p. at the 
maximum governed speed of 2,800 r.p.m. 

Combustion chambers are toroidal 
bowls, slightly offset from centre and 
formed in the top of the pistons. Fuel is 
injected directly into the cylinders through 
multi-hole atomisers. 

The Six 354 is comparatively small and 
compact for its power output, weighing 
854lb., and develops maximum torque at 
260lb. ft. at 1,450 rpm. It has a 3{in. 
bore, 5in. stroke and 5.8 litres capacity. 

Features include a distributor-type fuel 
pump mounted vertically and driven 
through worm and worm wheel from the 
auxiliary shaft. The pump is fitted with 
an automatic advance and_ retard 
mechanism so that injection timing is 
varied to provide the best engine perfor- 
mance at all speeds. 

There is an eccentric-rotor-type oil-feed 
pump driven through a serrated extension 
of the fuel pump drive worm gear wheel. 
The engine timing drive is through helical 
gears, providing a positive drive. Use is 
made from an extension of the fuel pump 
drive horizontal layshaft for driving a 
compact exhauster or compressor, as re- 
quired, at engine speed with further 
provision for operating a power steering 
hydraulic pump from this shaft. 

The engine is fitted with renewable, 
pressed in, dry cast-iron liners. The water 


KWICKFORM MIDGET BEAM 
New Lightweight Floor Centre 


Kwickform, Ltd., Birmingham and 
London, are now introducing the Midget 
Beam, a telescopic centre designed to 
support floor slabs of average thickness 
over spans from 4ft. to 6ft. 10in. without 
propping. 

Over greater spans, it is stated, the use 
of head trees permits an economical and 
speedy method of supporting decking, thus 
allowing the re-use of floor centres with 
props as temporary support. 

The beam is simply constructed of an 
inner and outer with a captive wedge 
clamping the members together to fix the 
beam to the required length. Both inner 
and outer are 12-gauge mild steel pressings 
with lip end of 14 x 14 x 3/l6in. angle 
welded on. 

Weighing only 33lb., the beam costs 
approximately 6s. 8d. per foot run. 


POWDER INSULATED BURIED 
PIPING 


A fine mineral powder called Protexulate, 
for use in underground pipe installations, 
is now being marketed by Croxton and 
Garry, Ltd., 16 High Street, Kingston-on- 
Thames, Surrey. It is claimed to provide 
buried heating pipes with thermal insula- 
tion and complete protection against 
corrosion, 

The material is poured direct from bags 
into the trench, covering the pipeline to 
a depth based on the dimensions of the 
pipes. The empty multi-ply paper bags 
are then placed over the powder and the 
trench filled in with earth. The powder 
is permanently waterproof and infiltration 
of moisture cannot occur owing to its 
extraordinary surface tension, 


jackets are carried down the full length of 
the cylinders, with a water space between 
all cylinders. 

Seven thin wall, pre-finished, steel- 
backed, copper lead-lined main bearings 
are fitted. The chrome molybdenum steel 
crankshaft’s pin and main journals are 
induction hardened to reduce wear, and 
the rear of the shaft is machined to provide 
oil thrower and oil seal. 





Six 354 diesel engine 


The low-level camshaft has chill- 
hardened cams, and is supported by four 
bearings machined direct into the cylinder 
block and lubricated by pressure feed. 

Weighing 1,020Ilb. with all accessories, 
the engine is about 37in. long, 23in. wide 
and 33in. high. The compression ratio is 
16:1. 


ALEXANDER KENYON’S FURTHER 
EXTENSIONS 


Two years ago, Alexander Kenyon and 
Co., Ltd., left their premises in Chapel 
Street, Manchester, where they had traded 
for 100 years, to occupy “Akenco” House, 
their new building in Elizabeth Street. 
This building is now being extended to 
include a further two bays. 


~ — ———— 
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BABCOCK AND WILCOX/VECOR 
AGREEMENT 


ee pie a1 te not 

LONG-TERM agreement for closer co- 

ordination of their manufacturing 
activities in South Africa has now been 
concluded between Babcock and Wilcox, 
Ltd., London, and Vanderbijl Engineering 
Corporation, Ltd., Pretoria (Vecor). It will 
come into force on December 30. 

The manufacturing facilities of Vecor 
will be expanded by purchasing the 
Vereeniging works at present owned and 
operated by Babcock and Wilcox of Africa 
(Pty.), Ltd., valued at about £lm. Babcock 
and Wilcox, Ltd., will acquire 400,000 
ordinary shares in Vecor in part payment 
for these assets. At the same time Vecor 
will take a 25 per cent. holding in the 
African company of Babcock and Wilcox, 
Ltd. 

When the agreement becomes effective 
there will be an exchange of directors 
between Vecor and the African company of 
Babcock and Wilcox, Ltd. It is emphasised 
that the sales, engineering, contracting, 
erecting and servicing of Babcock steam- 
raising plant and other products will 
remain the responsibility of Babcock and 
Wilcox and their African company will 
continue to operate from the present offices 
at Vereeniging. 

The transaction is subject to the approval 
of both the South African and United 
Kingdom Treasuries. 


iy; 


KENT SURVEYORS VISIT 
ATLAS STONE 


Thirty-four members of the Association 
of Kent Surveyors recently visited the 
Shorne and Greenhithe Works of the 
Atlas Stone Co., Ltd. 

At Shorne the party saw intricate 
cornices and decorative work, circular 
staircases and mouldings being cast in 
wooden moulds made on the spot. They 
also saw a wide range of reconstructed 
stone for use in public buildings, and a 
large consignment of exposed aggregate 
cladding panels being made for a Hertford- 
shire school building. 

The visit to Greenhithe included an 
inspection of the American Spectraglaze 
process, several different types of Omnia 
concrete flooring, and the German process 
called Windowall, a system of modular 
window frames in concrete. 

The visitors were welcomed at Green- 
hithe by Mr. Bernard Davis, managing 
director of Atlas Stone, and Mr. J. P. 
Evans, one of the directors. 





ee 


“omauiily 








A Caterpillar 944A wheel type Traxcavator, one of the first to be imported from America, 

seen loading a 22-ton Euclid dump truck near a rail bridge under construction on the 

Doncaster Motorway. The 944A was supplied by Fred Myers, Ltd., to the main contractors, 
Cubitts-Fitzpatrick-Shand 
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Current 
Constructional 
Activities 


HIS editorial feature provides readers 
with a comprehensive news service 
covering forthcoming private and public 
construction work. Commencing on this 
page information is given concerning future 
projects followed by details of tenders 
being invited. In the third section will 
be found news of tenders recommended 
for acceptance, tenders accepted and con- 
tracts awarded. Attention is also drawn 
to the advertisements covering contracts 
and appointments appearing in the front 
part of the Journal. 
BUILDING AND DECORATING 
(See also Housing Schemes) 


Aberystwyth, Cards.—Welsh Joint Education 
Committee to submit to M.E., for approval, 
scheme for a new Welsh Agricultural College 
at Aberystwyth. Estimated cost £343,260. 

Alnwick, Northumb.—B. H. Brown (Engi- 
neering), Ltd., 22 Main Road, Kenton Bank 
Foot, Newcastle upon Tyne, are to erect sales 
and service depot on Alnwick industrial estate. 
Plans by Roger Thornton, consulting engineer, 
Lloyds Bank Chambers, Newgate Street, 
Morpeth. No contracts let. 

Durham.—C.C. to build additional work- 
shops at Technical College, estimated cost 
£43,000; propose additions to Tow Law 
County Junior and Infant School. 

Bakery additions are to be carried out at 
Gilesgate Moor for the Richmond Sausage 
Co. K. Dancer, architect, 14 Hegley Road, 
Stourbridge. Worcestershire. 

Birmingham.—Holland W. Hobbiss_§ and 
Partners, 36 Waterloo Street, are the architects 
for the Edgbaston High School for Girls at 
Westbourne Road. Estimated cost £350,000. 

Brighton, Sussex. — B.C. recommended to 
proceed with essential temporary repairs to 
properties at sea front section of King’s Road- 
West Street site, estimated cost £5,000; invite 
tenders for improvements at Saddlescombe 
Farm and provision of four cesspools, £5,750. 

B.C. have granted planning permission for 
extension to old people’s home at 38-39 
Preston Park Avenue for The House of 
Hospittalities, Ltd., 38-39 Preston Park Avenue; 
outline application for erection of factory at 
16-26 Hollingdean Road for Horsell Electrics, 
Ltd., 47 Hollingdean Road. 

Gateshead.—B.C. recommended to erect a 
new civic restaurant at the corner of High 
Street and Park Lane. Estimated cost £40,000. 

Glamorganshire. — C.C. propose erection of 
primary school at Sandfields, Aberavon. 

Gosforth, Northumb.—U.D.C. has approved 
proposals for two county secondary schools 
for Co. E.C. 

Hackney. — L.C.C. planning permission is 
being sought for an office block on the site 
of the Empire Music Hall, Mare Street, for 
which the architects are Ellis Clarke and Gal- 
lannaugh, 37 Soho Square, London, W.1. 

Hampstead. — L.C.C. planning permission is 
pelap sought for flats, including two 11-storey 
blotks; houses and garages, at 29-49 St. 
John’s’ Wood Park, site C, for which the 
architects are T. P. Bennett and Son, 43 
Bloomsbury Square, London, W.C.1. 

Holborn. —L.C.C. planning permission is 
being sought for a 14-storey building for 
showrooms, offices, flats and garages at 162- 
166 High Holborn, 2-9 Museum Street and 
10-13 West Central Street, for which the 
architects are F. Boreham, Son and Wallace, 
4a Bloomsbury Square, London, W.C.1. 

Houghton Regis, Beds.—-Standing Joint 
Committee have approved scheme for a police 
sub-station and a pair of pobhice houses at 
Houghton Regis. Estimated cost £11,584. 

Loughborough, Leics. — Estates Committee 
have approved, in principle, revised scheme 
for a mew _ market at Cotton's Baxter Gate 
premises. Estimated cost £25,000. 

Middlesbrough, Yorks.— Alterations and 
additions ate proposed to officés at Longlands 
Road for Priest Purnaces, Ltd. (E. W. 
Chapman, architect, 125 Acklam Road. 
Thornaby-on-Tees); garage additions proposed 
at Newport Road, for Stockdale Brothers (J. V. 
Spencer, architect, 171 Albert Road, Middles- 
brough); The North-Eastern Evening Gazette, 
Ltd., are to carry out additions to their news- 
paper offices at 105-9 Borough Road, to plans 
by Ellis, Clarke, and Gollannaugh, 37 Soho 
Square, London, W.1; a new engineering and 
commercial depot is to be built at Cargo 
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Fleet Lane, for the North-Eastern Electricity 
Board, Carliol House, Newcastle upon Tyne 
(sketch plans have been prepared by L. J. 
Couves and Partners, Grainger Chambers, 
Hood Street, Newcastle upon Tyne); altera- 
tions are proposed to the Albert Social Club, 
32 Grange Road, to plans by Thomas A. 
Crawford, 80 Borough Road; Kitching and 
Co., 21 Albert Road, have prepared plans for 
single-storey shop and store in Stockton 
Street for Miss K. March; plans are still 
being considered by the planning authorities 
for three-storey block of offices, showrooms, 
etc., at Bolckow Street, for F. Durkin (T. A. 
Crawford, architect, 80 Borough Road); 
Borough Engineer has prepared outline plans 
for old people’s hostel at Beechwood. 

Tees Amateur Rowing Club are planning 
the erection of a new boathouse to cost be- 
tween £3,000 and £4,000. 

Middlesex.—-M.E. have approved plans for 
the erection of a hostel at eastern end of 
Norwood Green Infants’ School for E.C. 
Estimated cost £22,000. 

Morpeth, Northumb.—It is hoped to ar- 
range a contract towards the end of the year 
for the construction of a supermarket on 
the site of the Playhouse Cinema, Market 
Place, for Laws Stores, Ltd., Hawks Road, 
Gateshead. Mauchen Weightman and Elphick, 
architects, 12 Saville Row, Newcastle upon 
Tyne. 

Newcastle upon Tyne.—Ministry have ap- 
proved in principle the City Council's draft 
plans for a new central library in Higham 


Place and Saville Place. Estimated cosi 
£485,000 
H. Faulkner Brown, 16 The Grove, 


Gosforth. has been appointed architect for 
branch librarv at St. George’s Crescent for 
the City Council. 

City Council’s proposed new abattoir to 
be built on a 20 acres site in Scotswood Road 
area will cost £1.500,000. 

Northallerton, Yorks.——Alterations and addi- 
tions ‘are proposed to j\alaughterhouse for 
White Brothers, and the scheme is being con- 
sidered by the planning authorities. The 
architects are Mortimer Partners, Ainderby 
Hall, Northallerton. 

Northumberland.—County Welfare Com- 
mittee are considering schemes for welfare 
homes at Berwick and Ashington to accom- 
modate 120 people and to cost £146,500. 

Paddington.—L.C.C. planning permission is 
being sought for the following projects: 
Revised scheme for 23-storey building for 
hotel and shops at Bayswater Road, Lancaster 
Terrace and Westbourne Street (architects: 
a Bennett and Son, 43 Bloomsbury 
Square, W.C.1); an eight-storey hotel at 29-43 
Norfolk Square (architects: Calderhead and 
Scobie, 7 Friars Stile Road, Richmond, 
Surrey). 

Pickering, Yorks.—North Riding C.C. to 
purchase a site at Pickering for the erection 
of a police station, court house, and weights 
and measures office. 

Pontypridd, Glam. — Pontypridd and 
Rhondda Hospital Management Committee to 
submit to the Welsh Board of Health, for 
approval, scheme for redevelopment of Craig 
Hospital. Estimated cost £600,000. 

St. Marylebone.—L.C.C. planning permission 
being sought for following projects: Coaversion 
of offices to residential club at 11 Stratford 
Place, for Oriental Club (architect: E. Daydon 
Griffiths, 28 Gloucester Place, London, W.! 
redevelopment as shops, stores, garage, offices 
and flats at 150-162 Edgware Road, 15-19 
Brendon Street (architects: Ardin and 
Brookes, 129 Mount Street, W.1); rebuilding 
as a combined London Overseas Student 
Centre and residential flats at 11, lla and 
1lb Portland Place (architects: Clifford Culpin 
and Partners, 39 Doughty Street, W.C.1). 

Scarborough, Yorks.—Tesseymans of Scar- 
borough, Ltd., Vernon Road, are to erect 
garage and showroom at the junction of Valley 
Bridge Road and Westwood. E. Allen, archi- 
tect, 32 St. Nicholas’ Street. 

Solihull, War.—A public inquiry is to be 
held during October in connection with the 
Norwich Union Insurance Societies’ proposal 
to erect a shopping centre off High Streét. 
H. W. Weedon and Partners, 45 Calthorpe 
Road, Edgebaston, Birmingham, are the archi- 
tects for the scheme. 

Stepney.—-L.C.C. planning permission is 
being sought for a concrete mixing plant, con- 
crete spinning plant and petrol filling station, 
etc., at part of 566 Cable Street and the junc- 
tion of Butchers Row and The Highway, for 


CONTRACTS ° 


III 


September 29 1960 


AWARDS 


which the architect is Lucas Mellinger, 2 Not- 
tingham Street, London, W.1. 

Stroud, Glos.—-Stroud Water Board to 
submit to Co. Planning Committee. for 
approval, plans for a central depot at 13 Wall- 
bridge. Estimated cost £2,000. 

Sunderland, Dur.—Borough Architect has 
been asked to prepare a scheme for a new 
hall at Seaburn. 

Hadrian Supply Co., Ltd., Norham Road, 
North Shields, are to erect a_ self-service 
centre at Northumberland Street (C. Solomon, 
architect, 30 St. Mary’s Place, Newcastle upon 
Tyne); M. and H. Gatoff, 26 Mosley Street, 
Newcastle upon Tyne, are the architecis for 
converting 50 The Green, Southwick, into 
shops and flats for Hurzuz Development In- 
vestments, Ltd. 

E.C, have approved final plans for additions 
to teachers’ training college. and subject to 
the approval of the Ministry, tenders are to 
be invited. 

T. Wall and Sons, Acton, London. are 
planning the erection of depot at Wear Street 
(Broadbent, Thompson and Wilson. architects, 
Hillary Chambers, Hillarv Place, Leeds). 

Thetford, Norfolk.—B.C. are to apply to 
Ministry for permission to invite tenders for 
the erection of a third block of nine-unit 
factories at the industrial estate. 

Tynemouth, Northumb.—Tynemouth Squash 
Racket Club, 14 Bath Terrace, are to erect 
£10,000 headquarters at Billy Mill Lane, North 
Shields, and have prepared their own plans. 

Westminster.—-L.C.C. planning permission 
is being sought for the following projects: 
Revised scheme for mechanical engineering 
building at Exhibition Road and Imperial In- 
stitue Road (architects: Norman and Daw- 
barn, 7 Portland Place, London, W.1); eight- 
storey block of shops, offices and maison- 
nettes with basement car park at 45 Park 
Lane (architects: Cotton, Ballard and Blow. 5 
Baker Street, W.1, in conjunction with the 
Architects Collaboration of Cambridge, Mass.. 
U.S.A.); rebuilding as showrooms, galleries 
fiats and offices of 3-5 St. George Street and 
32-35 New Bond Street (architects: Guy 
Morgan and Partners, 12a Eaton Square, 
S.W.1); reconstruction as four-storey Car- 
parking building and three-storey workshop 
with stores. office and showroom building and 
a petrol filling station at 76, 77 and 77a 
Grosvenor Road and 80-92 Bessborough Place 
(architects: Sydney Clough, Son and Partners, 
39 Devonshire Street. W.1); phase 2 of ex- 
tension to Airways Terminal at Buckingham 
Palace Road for B.O.A.C. 


GAS AND WATER SUPPLY 


Brighton, Sussex. B.C. recommended to 
approve revised scheme for construction of 
reinforced concrete reservoir (1} m.g. capacity) 
fencing and incidental works, laying trunk 
distribution mains in Saltdean and Telscombe. 
etc.. and booster pumping installation at Salt- 
dean, and appoint L. G. Mouchel and 
Partners, Southbank House, Black Prince 
Road, London, S.E.11, as consulting engineers 
for the design, preparation of bills of 
quantities and supervision of construction of 
the reservoir. 

Monmouthshire.—Newport and South Mon- 
mouthshire Water Board considering shemes 
for providing piped water to the villages of 
Tiddenham Chase, near Lydney, and Llangym, 
and Common-y-Coed, both near Chepstow; 
have approved, in principle, scheme for 
improving piped water supply in the Caldicot 
area, Chepstow. Estimated cost £26,000. 

St. Ives, Hunts.—B.C. recommended to in- 
struct Howard Humphreys and Sons, con- 
sulting engineers, 8 Francis Street, London, 
S.W.l, to prepare a scheme for the con- 
struction of a water tower. 


HOUSING SCHEMES 


Aylesbury, Bucks. -- Planning permission 
granted for the erection of 26 dwellings and 
34 garages at Gowers Field, Buckingham Road, 
for C. G. Young (Builders and Contractors), 
Ltd., 3 Thorngate Road. London, W.9. 

Barnes, Surrey. — B.C. recommended to 
anprove revised layout plan for the erection 
of 12 one-bedroom flats at Chertsey Court. 

Bexhill-on-Sea, Sussex.—B.C. have approved 
conversion of 14 Cranfield Road into 11 flats 
for aged persons. 

Brighton, Sussex. — B.C. recommended to 
invite tenders for erection of multi-storey and 
three-storey block of flats at Albion Hill, 
Estimated cost £307,525. 
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B.C. recommended to grant planning 
permission for 10 terraced houses at block 4, 
Bristol Nurseries, eight pairs of semi-detached 
bungalows with garages at 1-16 High Bank, and 
a four-siorey block of 16 flats and eight garages 
at Upper Rock Gardens-Edward Street for 
R. Green Properties, Ltd., 27 Chesham Road: 
outline application for a three-storey block of 
18 flats, a block of two shops with maison- 
nettes Over, with garages and parking for 20 
cars, adjoining The Elms, Ladies Mile Road, 
for Park Investments, Lid., 98 Park Lane, 
London, W.1. 

Bromsgrove, Worcs.—U.D.C. have approved, 
in principle, scheme for 48 flats in four four- 
storey blocks at Windsor Street. 

Calne and Chippenham, Wilts. Ministry 
have approved R.D.C.’s schemes for 50 houses 
as the second stage of the Prospect site 
development at Corsham; 47 at site la; 20 for 
the first stage of Rudloe estate development: 
and 25 in the central area: and 14 old people’s 
bungalows, with warden’s flat, at Derry Hill. 


Chelsea. —L.C.C. planning permission is 
be:ng sought for 22 houses at 1-43 Royal 
Avenue, for which the architects are Stone, 
Toms and Partners, 28 South Audley Street, 
London, W.1. 

Frimley, Surrey.—Ministry have approved 
the erection of houses, Bungalows and flats 
for Baileys Builders and Contractors, Ltd., 


2 George Road, New Malden, Surrey. 

Harpenden, Herts. — U.D.C. have approved 
erection of about 40 cottage flats at Oakley 
Road. 

Kettering, Northants.— County Planning 
Committee have approved, subject to condi- 
tions, application to extend development of 
Home Farm estate for W. D. Strachan, Home 
Farm estate, Stanion, Kettering. 

_ Lytham St. Annes, Lancs.— B.C. to apply 
for planning permission for erection of 86 units 
of accommodation on land off Saltcotes Road. 


Margate, Kent.--B.C. recommended to ap- 
point E, C. Harris and Partners, Lynton 
House, Tavistock Square, London, W.C.1, 


quantity surveyors to prepare bills of quan- 
tities for the erection of 20 flats, 25 flatlets 
and warden’s flat and 28 houses at Millmead 
Road housing estate (stage 1). Estimated cost 
£34,747, £35,152, £51,639, respectively. 

B.C, recommended to approve, subject to 
conditions, outline application for the erection 
of a block of flats at Beresford Gardens for 
Spain Bros, Northdown, Park Road, Clifton- 
ville; block of 24 flats at Gay Cottage, The 
Parade, Birchington, for Mrs. King-Hall. 

Melton and Belvoir, Leics.—R.D.C. to 
prepare scheme for eight old people's 
bungalows at Bottesford. 

Newcastle upon Tyne.—City Housing Com- 
mittee is planning the erection of 600 flatlets 
and work is expected to start next year, Com- 
mittee also has plans under consideration jor 


two 18-storey blocks of flats at Wesigaie 
Road to cost £429,000. 
Portsmouth.—Development Committee have 


approved the removal of 101 prefabs in 
Clacton Road and Halstead Road, Wymering, 
and the erection of 200 houses and flats, two 
shops and some lock-up garages on the sives. 

Ripon, Yorks.—City Council recommended 
to approve amended layout plan for 20 houses 
in Oak Road for submission to the Minisiry. 

Rugby, War. R.D.C. have approved, in 
principle, revised sketch layout for 119 units 
of accommodation at Ryton-on-Dunsmore. 

Stourbridge, Worcs.—B.C. recommended to 
approve plans for a block of 24 flats on site 
of Heathfield House, South Road, for Percy 
Cox (Builders), Ltd., Park Road, Quarry Bank, 
Cradley Heath; outline application for block 
of 12 flats (three-storey) off Hanbury Hill, 
for Wassell Bros., Bott Lane, Lye. 

Tynemouth, Northumb.—Tynemouth Blind 
Welfare Society are to erect six flatlets at 
Pearey House, North Shields. at a cost of 
about £10,000. Tenders have not yet been 
obtained. 

B.C. to carry out housing developmenis at 
North Shields on a site bounded by George 
Street, Charlotte Street, Hudson Street and 
Upper Toll Street. 

Wanstead-Woodford, Essex.—Ministry have 
approved B.C.’s development scheme for Hall 
Road, Tilney Road and Eastern Avenue. 
Wanstead, including blocks of eight- and 
ll-storey flats. 


PLANT AND MECHANICAL TRANSPORT 


Dover, Kent. 
chase a mnew 
2.785. 


B.C. recommended to pur- 
bulloader. Estimated cost 


PLAYING FIELDS, PARKS, ETC. 
Croydon, Surrey.—B.C. recommended to a; 
prove the redevelopment of land at Upper 
Norwood bounded by Church Road, Sylvan 
Hill, Auckland Road and Cypress Road, 

into a public park. Estimated cost £5,100. 

Uxbridge, Middx.—Parks Committee pro- 
pose scheme for laying out land at Polenill 
Farm, East Hillingdon, as playing fields and 
gardens. 
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RIVER AND FLOOD PREVENTION 
WORKS 


Suffolk.—Land Drainage Committee of East 
Suffolk and Norfolk River Board to submit to 
Ministry for approval and grant aid scheme 
for repair of River Bure bank upstream 
of Stracey Arms. Estimated cost £3,633. 


ROADS, BRIDGES AND SITE WORKS 


Brighton, Sussex.—M.T. have approved 
B.C.’s_ plan to widen part of North Street 
between Bond Street and Ship Street. 

Halifax, Yorks.—B.C. have approved in 
principle proposals for an improved layout of 
precincts of the town parish church in con- 


junction with street improvements in the 
area. 
B.C. to apply to M.T. for grant towards 


cost estimated at £100,750 for widening and 
improvement of the third section of Lee 


Bank. 

Leeds. — M.T. have approved scheme for 
construction of a traffic roundabout at the 
junction of Wetherby Road and the Ring 
Road at Wellington Hill for City Council. 
Estimated cost £20,960. 

City Council to widen Church Lane, 
Manston. Estimated cost £1,520. 


Scarborough, Yorks.—B.C. recommended to 
apply for sanction to borrow £9,278 for pro- 
posed contribution towards the reconstruction 
of Musham Bank railway bridge. 

Wolverhampton, Staffs.—B.C. recommended 
to approve scheme for the demolition of the 
old Market Hall, North Street and the con- 
struction of a car park on the site. Esti- 
mated cost £3,600. 


SEWERAGE, SEWAGE AND REFUSE 
DISPOSAL 


Oswestry, Salop.—R.D.C. to submit to 
Ministry, for approval, sewerage scheme for 
Morda. 

Stratford-upon-Avon, War.—R.D.C. to sub- 
mit to Ministry, for approval and grant aid, 


scheme for extensions to sewage disposal 
works at Wellesbourne. Estimated cost 
£22,558. 

Tiverton, Devon. — B.C. to submit to 


Ministry, for approval, new sewerage scheme 
for Tiverton. Estimated cost £13,700. 


CONTRACTS 
Full details of the Contracts marked * 
will be found in our Advertisement Columns. 
BUILDING AND DECORATING 
(See also Housing Schemes) 
Atherstone, War.—Exterior painting of 65 
dwellings at The Woodlands, Hartshill, for 


R.D.C. Documents from the Engineer and 
Surveyor, Council Offices, Atherstone, Deposit 


£2 2s. Tenders by Oct. 31. : 
Basingstoke, Hants.—Drainage and_provi- 
sion of sanitary fittings at 13 and 15 The 


Street, Basing, for R.D.C. Documents from 
the Clerk to the Council, Eastlands, London 
Road, Basingstoke. Tenders by Oct. 7. 

Belfast. — Resurfacing artificial stonework 
and rebuilding parapet wall at Botanic Primary 
School, Agincourt Avenue, for City Council. 
Documents from the Education Architect’s 
Department, 40 Academy Street, Belfast, 1. 
Tenders by Oct. 6. 

Belfast.—Repairs to outhouses at Derwent 
House, 440 Lisburn Road, for City Council. 
Documents from City Architect’s Office (Room 
53), City Hall, Belfast, 1. Tenders by Oct. 6. 

Berkhamsted, Herts.—Building works and 
supply of building materials, the cost of which 
exceeds £100 but does not exceed £500, for 
R.D.C. Applications to the Clerk of the 
Council, Boxwell House, 275 High Street, 
Berkhamsted, Herts., by Oct. 10. 

Bexhill, Sussex.—Following, for B.C.: 
Alterations to the swimming baths, Egerton 
Park Bexhill, to be carried out in two stages; 
the work comprised in this the first stage 
consists of a proposed new entrance hail. 
ticket office, changing accommodation and 
kitchen, together with other ancillary work 
and new services and surround to the exist- 
ing pool. Documents from the Borough Sur- 
veyor, Town Hall, Bexhill. Deposit £2 2s. 
Tenders by Oct. 22. 

Bromley, Kent. — Construction of an 
assembly hall and additional office accom- 
modation at the Municipal Buildings for B.C. 
Applications, giving references and particulars 
of work previously executed, should be 
furnished, and the successful firm will be re- 
quired to provide a surety by an approved 
guarantee society for £10,000 to Lionel Kaye, 
town clerk, Municipal Buildings, Bromley, by 
Oct. ' 7; 

Buckinghamshire.— Bletchley Grammar/Tech- 


nical School for C.C., cost in region of 
£120,000. Applications to the County 
Architect, County Offices, Aylesbury. Deposit 


£3 3s. Tenders by Oct. 31. 
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Buckinghamshire.—Following projects for 
C.C.: Aylesbury College of Further Education 
and Aylesbury Technical School, cost in the 
region of £400,000. Applications to the 
County Architect, County Offices, Aylesbury. 
Deposit £3 3s. Tenders by Oct. 31. 

Cheadle and Gatley, Ches.— Public con- 
veniences at East Avenue recreation ground, 
Heald Green, for U.D.C. Documents from 
the Engineer and Surveyor, Town Hall, 
Cheadle. Deposit £2 2s. Tenders by Oct. 15. 

Cookham, Berks.—Additions and alterations 
at Choseley Stores, Knowl Hill, for R.D.C. 
Documents from the office of the Engineer 
and Surveyor, Council Offices, Oaklands, 
1 Bath Road, Maidenhead. Deposit £2 2s. 
Tenders by Oct. 13. 

Cookham, Berks.—Improvements to 1 and 2 
Milley Cottages, Milley Road, Waltham St. 
Lawrence, for R.D.C. Documents from. the 
office of the Engineer and Surveyor, Council 
Offices, Oaklands, 1 Bath Road, Maidenhead. 
Deposit £2 2s. Tenders by Oct. 13. 

Cookstown, Tyrone.—Erection of 'sculleries 
at 18 labourers’ cottages for R.D.C. Docu- 
ments from W. and M. Given, architects, 
Molesworth Street, Cookstown, or the Board- 
oe Deposit £3 3s. Tenders by 

% Ze 
_ Cookstown, Tyrone. — Provision and 
installation of sanitary fittings in 16 labourers’ 
cottages, together with drainage pipework and 
disposal plant, for R.D.C. Documents from 
the Boardroom, Cookstown... Deposit £3 3s. 
Tenders by Oct. 7. 

*Cricklade and Wootton Bassett, Wilts.— 
Improvements to houses for R.D.C. Deposit 
£2 2s. Tenders by Nov. 8. 

Dewsbury, Yorks.—Reconstruction of a green- 
house at Crow Nest Parkfor B.C. Thiscontract 
will comprise demolitions, alterations to exist- 
ing boilerhouse, including new flue, erection 
of greenhouse base only and new heating 
duct, and installation of new heating system. 
Documents from the office of the Borough 
Architect and Buildings Surveyor, Town Hail. 
Dewsbury. Tenders by Oct. 18. 

Doncaster, Yorks.—Demolition of the exist- 
ing hutments and the erection of the proposed 
new Auxiliary Fire Service premises and Fire 
Brigade workshop at Leicester Avenue for 
B.C. Documents from the Borough Architect, 
15 South Parade, on or after Oct. 1. Deposit 
£2. Tenders by Oct. 12. 

Down.—Supply, assembly and erection of 
granite walling at Regent House (New) 
Grammar School, Newtownards, for Co. E.C 
Documents from the office of the Education 
Committee, Prudential Chambers, 1 Wellington 


— Belfast, 1. Deposit £3 3s. Tenders by 
ct. 6. 
Downpatrick, Down.—Supply, fabrication, 


assembly and erection on prepared founda- 
tions of structural steelwork for Head Post 
Office, Downpatrick, for Ministry of Finance. 
Documents from Room 103, Law Courts 
Buildings, Belfast, 1. Tenders by Oct, 17. 

Dundee.—Following works for the provision 
of new pennage at the livestock auction 
market for City Council. (1) Mild steel 
fencing of new cattle pens; (2) excavator, 
brick and concrete work; (3) painter work. 
Documents from the City Quantity Surveyor, 
21 City Square. Dundee. Tenders by Oct. 4. 

Dunstable, Beds.—Erection of a public 
health department depot off Buttercup Lane, 
Dunstable, with ancillary buildings for B.C. 
Applications, in writing, to the Chief Public 
Health Inspector, Priory House, High Street 
South, Dunstable. Deposit £2 2s. Tenders 
by Oct. 14. d 

Durham. — Lanchester Residential Occupa- 
tion Centre: Adaptations to Lanchester 
Children’s Homes for C.C. Applications to 
or Architect, South Street, Durham, by 

ee ee 

Essex.—Following for C.C.: (1) Buckhurst 
Hill County High School for Boys—erection 
of new kitchen and music room in. traditional 
construction and adaptations to form lavatory 
and staff lavatory, etc., estimated cost £20,000; 
(2) Harlow Mark Hall County Secondary 
School—erection of science laboratory block 
im traditional construction, estimated cost 
£9,782. Separate applications to H: Canolly, 
ey architect, County Hall, Chelmsford, by 

t. i. 

Glasgow.—Reconstruction of the refuse 
disposal works at Govan for City Council. 
The work includes the partial demolition of 
the existing plant, the reconstruction of build- 
ings, the supply, delivery and erection of the 
dust and cinders handling plant, incinerator 
plant, clinker handling plant, electrical control 
equipment and the water, fire, heating and 
electrical services. Only tenders for the whole 
of the work specified will be considered. 
Documents from Merz and McLellan, consult- 
ing engineers, Carliol House, Newcastle upon 


Tyne, 1. Deposit £10 10s., cheques payable 
to the Corporation. Plans seen at the office 
of the Director of Cleansing, 235 George 
Street, Glasgow, C.1. The site may be 


inspected by appointment with the Director of 
Cleansing. Tenders by Jan. 23 
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Great Yarmouth, Norfolk. — Extensions to 
transport depot, Caister Road, comprising a 
mess room and an oil store for B.C. Docu- 
ments from the Borough Engineer’s Office, 
Town Hail, Great Yarmouth. Deposit £2 2s. 
Tenders by Oct. 10. 

Halifax, Yorks.—All Saints’ Primary School: 
New toilet extension for B.C. Applications to 
the Engineer, Crossley Street, Halifax. 
Deposit £2, cheques payable to Corporation. 
Tenders by Oct. 10. 


Halifax, Yorks.—Removal of a condemned 
2,000-gallon petrol tank, the construction of a 
pit and installation of a new 600-gallon petrol 
tank for Passenger Transport Department. 
Documents from R. Le Fevre, general manager 
and engineer, Passenger Transport Department, 
Skircoat Road, Halifax. Tenders by Oct. 12. 

Hawarden, Flints.—Improvements and repairs 
to 11 houses, Mancot Royal, for R.D.C. 
Applications to the Architect and Surveyor, 
Council Offices, Hawarden, Chester, by Oct. 3. 
Tenders by Nov. 5. : 

Hemel Hempstead, Herts.—Following at the 

Nursery site, Two Waters Road, for 
B.C.: (1) Main contract, comprising glasshouse 
foundation work, erection of boiler house and 
chimney, fuel storage and electrical work; (2) 
glasshouses, comprising the provision and 
erection of two 100ft. by 30ft. glasshouses on 
prepared foundations; (3) heating installation, 
comprising hot water heating apparatus alter- 
natively by oil or solid fuel firing. Documents 
from A. H. Turner, borough engineer, High 
Street, Hemel Hempstead. Tenders by Nov. 8. 

*Heston and Isleworth, Middx.—Re-planning 
of kitchen, Cranford Junior School for B.C. 
Tenders by Oct. 24. 

Holland.—Construction of a bathroom and 
the carying out of various improvemenis to 
the farmhouse at Toft Farm, Wrangle, for 


An Documents from the County Land 
oom Oxford Street, Boston. Tenders by 
ct. b 


Inverness.—Following for B.C.: Mason, car- 
penter and joiner, plumber and drainage. 
plaster, painter and electrical works reavired 
in connection with alterations to Briton 
Lodge. Telford Street. Documents from the 
Burgh Architect, 11 High Street, Inverness. 
Tenders by Oct. 5. 

Isle of Wight.—Alterations, etc., to Drill 
Hall, Freshwater, for Freshwater and Tot- 
land Joint Parish Councils. Documents from 
the Clerk to the Freshwater Parish Council. 
—o Office, Freshwater. Tenders by 

Kingsclere and Whitchurch, Hants.—Erection 
of a block of five garages at housing site 55, 


Holt Cottages, Ashford Hill, for R.D.C 
Documents from Henshaw and Cheek, archi- 
tects, Chantry House, 1 West Street, 
Andover. Tenders by Oct. 17. 


Kingston-upon-Thames, Surrey. — Renewal 
of asbestos roof, roof linings, heating, electrical 
and ancillary works at Corporation Depot for 
B.C. Documents from Borough Surveyor, 
Guildhall, Kingston:- upon - Thames. Deposit 
£2 2s. Tenders by Oct. 24. 

Lancashire.—Following for C.C.: Erection of 
brick porch and conversion of existing rooms 
into bathrooms, including services, drainage, 
and finishes at seven smaill holdings, Clitheroe; 
alterations in traditional construction to form 
a_ kitchen at the Eccles Beech Street central 
kitchen; resurfacing of concrete playgrounds 
and macadam surfaces, etc. (total area approx. 
4,250 sq. yd.) at Huyton St. Aloysius R.C. 
Secondary School. Applications to the County 
Architect, P.O. Box No. 26, County Hall, 
Preston, by Oct. 3. 

Leeds.—Stripping of asbestos tile roofs and 
re-slating in blue Welsh slates and renewal 
of all leadwork at Harehills estate for City 
Council. Documents from the Director of 
Works, Sweet Street, Leeds, 11. Deposit £2 
(cheques payable to Corporation). Tenders 
by Oct. 13. 

Liverpool. — Extensions, Nursery School, 
Chatham Place, for City Council. Documents 
from City Architect and Director of Housing, 
Blackburn Chambers, Dale Street, Kingsway, 
Liverpool, 2. Deposit £2 2s., payable to City 
Treasurer. Tenders by Oct. 7. 

Manchester. — Five-storey transport head 
office building, with an aggregate floor area of 
some 50,000 sq. ft., at Devonshire Street for 
City Council, and is at present covered by a 
part of the Hyde Road bus garage. The 
demolition of this part of the bus garage, 
amounting to a covered area of some 30,000 
sq. ft., and the building of a new boundary 
wall to the bus garage will form a part of the 
contract. The office building is designed with 
a reinforced concrete frame and precast and 
in-situ concrete floors. This structural work, 
together with the main foundation bases, will 
be let as a nominated sub-contract within the 
main contract. It is anticipated that a start 
can be made on site early in 1961, and the 
contract period will be fixed at 18 months. 
Applications to the General Manager, Man- 
chester Corporation Transport Department, 


. 
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55 Piccadilly, Manchester, by Oct. 4. Tenders 
by Nov. 7. 

Manchester. — Extensions to underground 
conveniences, Piccadilly, for City Council. 
Documents from City Architect, P.O. Box 488, 
Town Hail, Manchester. Tenders by Oct. 12. 

Manchester.—Following for City Council: 
(a) Glass domelights, and (b) bituminous roof 
covering required in the erection of Harpurhey 
Technical High School for Girls. Documents 
from the City Architect, P.O. Box 488, Town 
Hall, Manchester. Tenders by Oct. 5. 

Manchester. — Combined clinic, Wilmslow 
Road, Withington, for City Council. Docu- 
ments from City Architect, P.O. Box 488, 
Town Hall, Manchester. Tenders by Oct. 6. 

Morpeth, Northumb. — Construction and 
completion of a public convenience at Pegs- 
wood for R.D.C. Documents from the Engineer 
and Surveyor, Council Offices, Dacre Street, 
Morpeth. Deposit £5 5s. Tenders by Oct. 10. 

Northern Ireland.—Following for Housing 
Trust: Plumbing, electrical and patent tile 
flooring sub-contracts at (a) 61 dwellings at 
Balyclare 2; (b) 64 dwellings and one shop at 
Whitehead 3. Documents from the Trusi, 12 
Hope Street, Belfast, 12. Tenders by Occ. 7. 


North Riding.—Ereciion of a library at 
Skelton-in-Cleveland for Co. E.C. Docu- 
ments from the County Architect, County 


Hall. Northallerton. Tenders by Oct. 21. 

Nottingham. — Construction of a_ police 
operational centre at Queen’s Drive for City 
Council. Documents from H. McD. Lawson, 
acting city engineer and surveyor, The Guild- 
_ ee. Deposit £2. Tenders by 

t. ° 
Ogmore and Garw, Glam.—Repair and im- 
provement of 34 Waunbant, Pontycymmer, for 
U.D.C. The work includes the installation of 
a bathroom and larder and general repairs 
to the premises. Documenis from the 
Engineer and Surveyor, Council Offices, 
Brynmenyn, Glam. Deposit £2 2s. Tenders 
by Oct. 14. 

Peterborough.—Eastfield estate— 20 bric” 
garages for City Council. Documents from 
the City Engineer, Town Hall, Peterborough 
Deposit £2. Tenders by Oct. 10. 

Peterborough. — Construction of concrete 
floors to and Qin. brick walls around newly 
erected farm buildings at the following small- 
holdings for C.C.: (1) Willow Barn Farm, 
Willow Drove; (2) Horsehoe Farm, Crowland 
Road: (3) Steamhouse Farm, Crowland Road 
Documents from the County Surveyor, 
County Offices, Bridge Street, Peterborough 
Tenders by Oct. 4. 

Reading, Berks. — Erection of a clinic off 
Lyndhurst Road, Reading, for B.C. Documents 
from Borough Architect, Town Hall, Reading. 
Deposit £2 2s., payable to Corporation. Tenders 
by Oct. 17. 

*Salford, Lancs.—Erection of administrative 
offices for City Council. Deposit £5 5s. 
Tenders by Oct. 24. 

Southampton. — York Gate—demolition of 
archway, repair and reconstruction of old 
town wall adjacent and erection of concre‘e 
retaining walls and ancillary works for B.C. 
Written applications to the Borough Archi- 
tect, Civic Centre, Southampton, by Oct. 1. 
Tenders by Oct. 31. 

Sunderland, Dur. — Following for B.C.: (a) 
St. Joseph’s R.C. School—additional paved 
area; (b) Plains Farm Junior and Infants’ 
Schools—provision of hot water and additional 
sanitary accommodation; (c) agate 
C. of E. School—conversion of classroom to 
dining room and scullery. Documents from 
the Borough Architect, Grange House, Stock- 
ton Road, Sunderland. Tenders by Oct. 7. 

*Suffolk and Ipswich. — Erection of a fire 
station at Ipswich for Fire Authority. Apply 
by Oct. 17. Deposit £2 2s. Tenders by 
Dec. 12. 

Tyrone.—Following at Dungannon County 
Secondary Intermediate School for Co. E.C.: 
(Contract 1) mass excavation and drainage 
work; (2) grass sowing and cultivation, tennis 
courts, fencing and tarmacadam work. Docu- 
ments from the Chief Education Officer, 
Education Offices, Omagh. Plans seen at 
Education Offices, Omagh, or at the office of 
Geo. McNeill, quantity surveyor, 29 Welling- 
ton Place, Belfast, 1, or at the school. Tenders 
by Oct. 18. 

Watford, Herts.—Erection of a group of 10 
lock-up garages in traditional brick construc- 
tion, on the Cecil Lodge housing estate. 
Abbots Langley, for R.D.C. Documents 
from the Council Offices, Wynyard House, 99 


Langley Road, Watford. Deposit £1 Is. 
Tender bv Oct, 19. 
*Weston-super-Mare, Som. — Erection of 


two factories for B.C. Deposit £2 2s. 

West Riding.—Renewal of a number of 
ceilings at the Askern Secondary School. 
Sutton Road, Askern, near Doncaster, for 
C.C. Documents from the Divisional Edvca- 
tion Officer, County Area Offices, Station 
Road, Doncaster. Tenders by Oct. 7. 

_ West Sussex.—Following for C.C.: (a) Addi- 
tional lavatories, greenhouse, etc., at Horsham 
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High School for Girls (Job No. 6262); (b) 
extensions to Lancing Secondary Modern 
School (Job No. 6446); (c) stage one extensions 
‘o Southwick Kings Manor Secondary Modern 
Girls’ School (Job No. 6323). Applications to 
the County Architect, County Hail, Chichester, 
by Oct. 10. 

Waunvieuon, Surrey—Ereciion of a smail 
stoie ana woikshop aajacenc to the car pa. 
«0 yueens Road, Wimoiedon, tor B.C. Docu- 
mens irom the Borough Engineer, 1Own Hau, 
wimoieaon, >.W.1¥. saenaers vy Occ. lz. 

Wombweil, Yorks. — Additional office and 
stores accommodation for Dearne Valley Waier 
board. Documents from j. G. L. Poulson, 
29 Ropergate, Pontefract. Deposit £2 2s. 
ltenaers by Oct. 17. 

Worcestershire.—General repairs and paint- 
ing to various properties for Upper Svour 
Vailey Sewerage Board, consisting of farm 
builaings, cottages, pumping stations, disposal 
works, ecc., throughout the Board’s districi. 
Documents from the Board’s Engineer, 10c 
Hagley Road, Stourbridge, Worcs. Deposit 
£2 2s. Tenders by Oct. 10. , 

Workington, Cumb.—Erection of housing 
maintenance depot, Moorclose estate, for B.C. 
Ihe works comprise the erection of workshop, 
stores, etc., enclosed in a compound approx. 
220ft. by 100ft. Documents trom Oldfield, 
Simpson and Saul, architects, National 
Provincial Bank Chambers, Workington. 
Deposit £2 2s. Tenders by Oct. 13. 


CLOTHING AND TEXTILES 


*Durham.—-Supply ot protective clothing for 
C.C. tenders by Oct. 12. ; 

Manchester.— Supply of uniform clothing, 
helmets, caps and sniris, etc., for City Police. 
Documents from the Chief Consiable, P.O. 
Box 51, Manchester. Tenders by Oct. 6. 

Merthyr tydfil, Glam.—»suppiy ana Gelivery 
of the unaermentioned clothing for B.C.. 
Approximately 250 navy blue serge two-piece 


double breasted suits for drivers ana con- 
ductors, for delivery in time for issue on 
February 1, 1961. Documents from 1. 5 


Evans, town clerk, Town Hall, Merhyr Tydfil. 
Tenders by Oct. 10. 

Rochdale, Lancs.—-Suppiy of brown drili 
boiler suits to the Cleansing Department tor 
B.C. Documents from the Cleansing Super- 
intendent, Entwistle Road, Rochdale. Tenaers 


vy Oct, 6. 


DEMOLITION 


Heywood, Lancs. — Demolition of 1-21 
Manchester Street, 29-45 Manchester Street, 
and a small warehouse in Rochdale Lane, 
Heywood, for B.C. The work includes com- 
plete demolition, filling cellars, removal of 
materials and clearing o1 the sites. Documents 
from Borough Engineer, Municipal Buildings, 
Heywood. Depos.: £2 2s. Tenders by Oct. 8. 

Morley, Yorks. — Demolition and _ site 
clearance of the properiy known as 3, 4, 5, 10, 
11 and 12 Princess Street, Morley, for B.C. 
Documents from Borough Engineer, Town 
Hall, Morley. Tenders by Oct. 17. 

Newbury, Berks.—Demolition and site clear- 


ance of the air-raid shelter and garage 
situated in The Broadway, Thatcham, tor 
R.D.C. Documents from the Surveyor, 
Newbury R.D.C., Phoenix House, Bar- 
tholomew Street, Newbury. Tenders by 
Oct, 7. 

Northwich, Ches. — Demolition of the 
property, formerly the Old Vicarage, for 
U.D.C. Documents from the Engineer and 
Surveyor, The Council House, Northwich. 
Tenders by Oct. 8. 

Northwich, Ches. — Demolition of _ the 


property formerly used as a garage in Cross 
Street for Documents from the 
Engineer and Surveyor, The Council House, 
Northwich. Tenders by Oct. 8. 

Sheffield, Yorks.— Complete demolition of 
approx. 430 dwelling houses, several shops, 
and various workshop and warehouse 
premises, all situated in stage C of the 
Netherthorpe redevelopment scheme for City 
Council. Documents from the Estates Sur- 
veyor, Town Hall, Sheffield, 1. Deposit £2 2s., 
aoe payable to City Council. Tenders by 

ict 


Spenborough, Yorks.—Demolition of single- 
storey shops on the Market Place, Cleckheaton, 
for B.C. Documents from Borough Engineer, 


Spenborough Town Hall, Cleckheaton. Depos't 
£2 2s. Tenders by Oct. 7. 
Spenborough, Yorks.—Demolition and 


clearance of six houses in Horncastle Stree‘. 
Cleckheaton, for B.C. Documents from the 
Borough Engineer, Spenborough Town Hall 
Cleckheaton. Deposit £2 2s. Tenders by 
Oct. 7. 

Tavistock, Devon.— Demolition and _ site 
clearance of five derelict cottages in Corn- 
wall Street, Bere Alston. and for the demo- 
litton and site clearance of two unoccupied 
cottages in Tuckermarsh Lane. Bere Als‘on 
for R.D.C. Documents from the office of L. J, 
Shepherd. surveyor, Pym Street, Tavistock, 


Tenders by Oct. 6, 
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ELECTRICAL 


Birmingham.—Electrical installation at the 
Junior Boys’ Remand Home, 232 Moseley 
Road, for City Council. Documents from the 
office of Sir Herbert J. Manzoni, city engineer 
and surveyor, Civic Centre, Birmingham, 
Deposit £2 2s. cheque. Tenders by Oct. 5. 

pury, lLancs.—tclectrical installation at 
Public Library, for B.C. Documents from the 
Borough Engineer, Town Hall, Bury. Tenders 
vy Oct. 10. 

Cardiff.—Complete electrical installation in 
the proposed teachers’ training college, 
Cyncoed, for City Council. Estimated cost 
£38,000. Documents from the City Surveyor, 
City Hall, Cardiff. Deposit £5 5s., cheque 
payable to Corporation. Tenders by Oct. 26. 

Chorley, Lancs.—lInstallation ot landing 
lights to 51 dwellings for B.C. Documents 
from the Borough Engineer's Office, Town 
Hall, Chorley. Deposit £1 ls. Tenders by 
Oct. 10. 

Littlehampton, Sussex.—Electrical installa- 
tions to six type “M” houses, Helyer’s Green, 
Wickbounne estate, contract 24, for U.D.C. 
Documents from the Engineer and Surveyor, 
Council Offices, Littlehampton. Deposit £1 ls. 
Tenders by Oct. 18. 

Oswaldtwistle, Yorks.—Replacement of the 
electrical installation at 1 to 22 Central 
Avenue (22 houses). Documents from Surveyor, 
Town Hall, Oswaldtwistle. Tenders by Oct. 6. 

Peterborough.—Electrical installation to a 
farm building which it is proposed to erect 
at each of the following smallholdings for 
C.C.: (1) Willow Barn Farm, Willow Drove; 
(2) Horseshoe Farm, Crowland Road; (>) 
Steamhouse Farm, Crowland Road. Docu- 
ments from the County Surveyor, County 
Offices, Bridge Street, Peterborough. Tenders 
by Oct. 4. 


FENCING 


Croydon, Surrey.—Fencing works to play.ng 
field at Old Norwood Golf Course, Auckland 
Road, South Norwood. for B.C. Applications 
to the Chief Education Officer, 19 Katharine 
Street, Croydon. Tenders by Oct. 25. 

Kirkburton, Yorks.—Supply and erection of 
plastic-covered chain link fencing, concrete 
posts and steel work gates at various sites for 
U.D.C. Documents from the Engineer and 
Surveyor, Town Hall, Kirkburton. Tenders 
by Oct. 10. 

Liverpool.—Supply and erection of concrete 
fencing at the Corporation Depot, Queens 
Drive, Walton, for City Council. Documents 
from City Engineer and Surveyor, Municipal 
Buildings, Liverpool, 2. Tenders by Oct. 14. 

Newcastle under Lyme, Staffis——Supply and 
erection of approx. 250 lin. yd. of 9ft. high 
plastic-covered chain-link fencing, with 
concrete posts, gates, etc. for B.C. Documents 
from the office of the Borough Engineer and 
Surveyor, Lancaster Building, High Street, 
Newcastle, Staffs. Tenders by Oct. 7. 

*Romford, Essex.—Fencing works for B.C. 
Deposit £2 2s. Tenders by Oct. 14. 

Surbiton, Surrey. — Close-boarded fencing, 
rear of 141, 143, 145 and 147 Hamilton 
Avenue for B.C. Documents from the office 
of R. Thirlway, borough engineer and surveyor, 
ge 9 — Ewell Road, Surbiton. Tenders 
y Oct. 14. 


GAS AND WATER SUPPLY 

*Ashbourne, Derbys.—Water supply scheme, 
contracts 1, 2 and 3, for R.D.C. Deposit 
£1 ls. each. Tenders by Oct. 19. 

Biggleswade, Beds. —- Contract 4, main to 
Campton and Meppershall extension for Water 
Board, including the laying of approx. j-mile 
of 8in. and 14 miles of 61m. asbestos-cement 
mains, and also an extension to the filter 
house at the existing Meppershall Water 
Works, 6in. spun-iron rising mains from the 
boreholes, and ancillary works. Documents 
from the offices of Binnie, Deacon and 
Gourley, engineers, Artillery House, Artillery 
Row, Westminster, S.W.1. Deposit £10, cheque 
payable to the Board. Tenders by Oct. 17. 

*Brighton, Sussex. —- Patcham pumping 
station, contract 8: Supply of sluice valves and 


air valves for B.C. Deposit £2 2s. Tenders 
by Nov. 1. 
*Brighton, Sussex. — Patcham pumping 


station, contract 7: Supply of spun-iron pipes 
and special castings for B.C. Deposit £2 2s. 
Tenders by Nov. 1 

Buteshire. — Construction of two reinforced 
concrete slow sand filter beds, with relative 
piping and other improvement works at the 
Kilchattan Bay water system for C.C. Ap- 
plications to Babtie, Shaw and Morton, con- 
sulting engineers, 17 Blythswoed Square, 
Glasgow, C.2, by Oct. 6. 

*Calne and Chippenham, Wilts.—Construc- 
tion of water mains for R.D.C. Deposit £2 2s. 
Tenders by Oct. 15. 

Cardiff.—Reconditioning a stone barn at 
Grawen Farm, Liwynon, near Merthyr Tydfil, 
for City Council. The work consists of the 
and of 73 sq. yd. of 


removal replacement 
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slate roof, and 54 sq. yd. of wood flooring, 
together with miscellaneous building work. 
Vocuments trom the Water Engineer ana 
Manager, Municipal Offices, Greytriars Roaa, 
Cardut. Tenders py Oct. 10. 

Cork, Eire.—Construction of a water supply 
scheme for Coole-Bawnard, which is situaied 
approximately three miles from Fermoy, for 
Cc, ‘the work consists of the construcwon 
of intake and 10,000-gallon service reservoir 
and the laying of approximately 2,100yd. of 
4in. water main ana approximately 1,000yd. 
ot 3in, water main. Documents from the 
Secretary, Cork County Council, Annabella, 
Mallow. Deposit £10. Tenders by Oct. 8. 

*Vevon.—oupply pumps tor sheidon pump- 
ing station for East Vevon Water soard. 
fenders by Oct. 24. 

Leek, Staffs.—Construction of about 6,125yd. 
of Sin. 2,875yd. of 4in., and 8,975ya. of 3in. 
diameter spun-iron water mains, together with 
fittings for same, a mass concrete reservoir of 
75,0UU-gallon capacity at Heaton, a booster 
pumping station at Rudyard, and other inci- 
aental works in the parishes of Rudyard, 
Heavon, Rushton Spencer and Rushton James, 
contract 1, for R.D.C. Documents from 
Willcox, Raikes and Marshall, engineers, 33 
Great Charles Street, Birmingham, 3. Appli- 
cants should forward details of their recent 
experience on this kind of work at the same 
time as they apply for the documents. Deposit 
= a Saree payable to R.D.C. Tenders by 

ct. 26. 

*Leek, Staffs—Rushton and Heaton water 
supply, contract 1, for R.D.C. Deposit £5 5s. 
fenders by Oct. 26. 

Lincoinshire.—1lrial boreholes for 
East Lincolnshire Water Board. 
eu: FZ. 

Lleyn, Caerns.—Water mains extensions in 
the parishes of Aberdaron, Pistyll, Botwnnog 
and Llanystumdwy for R.D.C.: (Approx. 
lengths) 8,259 lin. yd. 2in. diameter asbestos- 
cement pipes; 790 lin. yd. Il4in. diameter 
asbestos-cement pipes; 770 lin. yd. jin. 
alkathene piping. Documents from R. G. 
Roberts, clerk ot the Council, Metro Buildings, 
Pwilheli, Caerns. Deposit £3 3s. Tenders by 
Oct. 10. 

Londonderry.— Supply and installation of 
automatic chiorination equipment capable ot 
treating water being pumped at the rate o1 
150 g.p.m. at Kulcaltan tor R.D.C, Docu- 
ments trom the W. D. R. and R. T. Taggart, 
consulting engineers, 13 College Garaens, 
Beltast, 9. Tenders py Oct. 18. 

*Louth, Lincs.—Area water scheme, con- 
tracts 26 and 29, for R.D.C. Deposit £3 3s. 
each. Tenders by Oct. 20. 

*Mid-Glamorgan.—Design and construction 
# — works for Water Board. Apply by 

jet. 21. 

‘Newry, Armagh.—Comprehensive water 
scheme, zone 6, Fathom Upper and_ Clonty- 
g0ra suppiy for R.D.C. Works include the 
rollowing: Construction of stream intakes 
and slow sand filter works in Clontygora 
townland, together with the supply and layin, 
of 4,655 lin. yd. of 3in. s.i. class B/C pipes, 
2,255 lin. yd. of 3in. a.c. class B pipes; 560 lin. 
yd. of Zin. a.c. class C pipes with all 
necessary valves, hydrants and fittings. Docu- 
ments trom W. B. O'Donoghue, clerk of 
Council, Rural Council Offices, Daisy Hiti. 
Newry. Deposit £15 15s. Tenders by Oct. 19. 

Newtown and Llanidloes, Monts.—Follow- 
ing for R.D.C.: Laying of approximately 6,700 
lin. yd. of 3in. diameter asbestos-cement waier 
mains in classes B, C and D, complete with 
all valves, fire hydrants and break pressure 
tank, at Dolfor and Stepaside; the construction 
of a brick building approximately 15ft. by 
8ft. 6in. internal to house pumping machinery 
and treatment plant; the provision of a 
reservoir constructed of pressed steel, with 
a Capacity of approximately 28,000 gallons. 
Applications to W. Herbert Bateman and 
Partners, consulting engineers, Chesterfield 
House, Batheaston, Bath, Somerset, giving the 
names and addresses of at least two engineers 
under whose directions similar works have 
been carried out. Deposit £3 3s., payable to 


North- 
lenders by 


R.D.C. Plans also seen by appointment at 
the Town Hall, Newtown. Tenders by 
Oct. 24. 


*Norton, Yorks.—Water main extension for 
Ryedale Joint Water Board. Deposit £2 2s. 
Tenders by Oct. 22. ‘ 

*Otley, Yorks.—East Chevin water main 
for U.D.C. Deposit £3 3s. Tenders by 
Oct. 17. 

*Skipton, Yorks.—Erection of 
water tank for Craven Water Board. Apply 
by Oct. 10. 

*Stratford-upon-Avon, War. — Sinking a 
borehole at Hyon Hill for B.C. Deposit £3. 
Tenders by Oct. 19. 

Warwick.—Laying of approximately 1,100 
lin. yd. of 4in. diameter asbestos-cement water 
main, phase 4, on the Percy estate, for B.C. 
Documents from the Borough Engineer and 
Surveyor, 23 Jury Street, Warwick. Deposit 
£2 2s. Tenders by Oct. 6. 


elevated 
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HARBOURS, PIERS AND SEA DEFENCE 
WORKS 


Cowes, I. of W.—Provision and driving of 
six timber mooring piles at Cowes for Harbour 
Commissioners. Documents from Clerk to 
the Harbour Commissioners, 67 High Street, 
Cowes. Deposit £1 ls. Tenders by Oct 12. 


HEATING AND VENTILATING 


Halifax, Yorks.—Installation of a new low 
pressure hot water heating scheme in_ the 
practical block extension at the Haugh Shaw 
Secondary School for B.C. Applications to 
Leake and Wilson, consulting engineers, Oriel 
Chambers, 27 High Street, Hull, by Oct. 3. 
Deposit £2, cheque payable to Corporation. 
Plans also seen at the Borough Engineer’s 
Office, Crossley Street, Halifax. Tenders by 
Oct. 17. 

*clalifax, Yorks.—Reorganisation of boiler- 
house at the Haugh Shaw Secondary School 





tor B.C. Apply by Oct. 10. Deposit £2. 
Tenders by Oct. 31. 
Northern Ireland.—Supply, delivery and 


erection at Coolkeeragh Power Station, 
Londonderry, of the following: Lighting and 
heating for No. 3 boiler and turbo-generator 
for Electricity Board. Documents from 
Kennedy and Donkin, consulting engineers, 
64 Royal Exchange, Manchester, 2. Deposit 
£5 5s., cheques payable to the Board. Tenders 
by Oct. 24. 

_ Tyrone.—Electrical and mechanical services 
installations in old people’s home, Omagh, for 
County Welfare Committee. Documents trom 
McCandless and Barton, consulting engineers, 
6 Murray Sireet, Belfast. Deposit £3 3s. each. 
Tenders by Oct. 13. 

Wallasey, Ches. — Moreton Secondary 
Modern School extensions for B.C., including 
(a) heating imstallations, (b) electrical instaila- 
tion. Documents from the Borough Architect, 
Town Hail, Wallasey. Tenders by Oct. 17. 


*Wallasey, Ches.—Heating installation at 
Moreton Secondary Modern School extension 
for B.C. Tenders by Oct. 17. 


HOUSING SCHEMES 


Ammanford, Carms.— Extension scheme, 
Parcyrnun housing estate, for U.D.C.: (Con- 
tract ay Site clearance, road construction, lay- 
ing OL sewers and surtace water drains, 
together with other incidental works; (vc, 
erection of five blocks ot four tlats (20 units) 
traditional one-bedroom type. Documents 
trom the Surveyor, Council Offices, 48 College 
oueet, Ammantord. Deposit £3 3s. lenders 
oy Oct, 8. 

*Barking, Essex.—Erection of flats for B.C. 
Apply by Oct. 10. Deposit £5 5s. 

seltord, Northumb.—Following for R.D.C.: 
(a) 19 hnouses, six bungalows and eigni 
sarages as a first development of a site at 
yames Street, Seahouses; and (b) seven 
nouses and five garages at Lucker. Supject 
to satistactory execution .of the contract, it 
may be extended to approximately 20 further 
nouses on the Seahouses site. Documents 
trom Richard Turley and Associates, archi- 
tects, 46 Jesmond Road, Newcastle wmpon 
syne, 3. Deposit £2 2s. Plans also seen at 
the ourveyor’s Office, 54 High Street, Belford. 
tenders by Nov. 3. 

Belfast.—Erection and completion of the 
following for City Council: (1) 18 flats at 
Carlow Street; (2) three garages at Avoniel 
Road. Documents from the Housing Archi- 
tect’s Department, 97 Townsend Street, 
Belfast, 13. Deposit £5 for (1) and £3 for (4) 
(cneques payable to Corporation). Tenders 
poy Oct. 4. 

Berkshire.—Erection of two pairs of fire- 
men’s houses in traditional brick construction 
at Fairacres Road, Didcot, for C.C. Docu- 
ments from County Architect, Wilton House, 
Parkside Road. Reading. Deposit £2 2s. 
Tenders by Oct. 18. 

*Bournemouth, Hants. — Supply of .dustbins 
725 for City Council. Apply by Oct 4. De- 
posit £2 2s. each. Tenders by Nov. 2 

Dewsbury, Yorks.—Thornhill Lees redevel 
ment, scheme 1: Eighty-two dwellings for B.C., 
including construction of roads, etc. Docu- 
ments from the office of the Borough Architect 
and Buildings Surveyor, Town Hall, Dewsbury. 
Deposit £3. Tenders by Oct. 17. 

Doncaster, Yorks.—Fifty houses at Stripe 
Road, Rossington, contract 357, for R.D.C. 
Documents from J. A. Williams, surveyor, 
Nether Hall, Doncaster. Deposit £5 5s, 
Tenders by Oct. 21. 


Doncaster, Yorks.—Fourteen houses at 
Campsall Park, Campsall, contract 355, for 
R.D.C. Documents from J. A. Williams, 
surveyor, Nether Hall, Doncaster. Deposit 
£5 5s. Tenders by Oct. 21. 

Doncaster, Yorks. — Fifty-eight houses at 
Holly Bush Lane, Kirk Sandall, contract 356, 


for R.D.C. Documents from J. A. Williams, 
surveyor, Nether Hall, Doncaster. Deposit 
£5 5s. Tenders by Oct. 21. 
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Eastbourne.—Forty-four houses in section 8 
of Spots Farm Estate, Hampden Park, for 
B.C. Applications to the Borough Surveyor, 
2 and 4 Saffrons Road, Eastbourne, by Oct. 10. 
Deposit £2 2s., cheque payable to Corporation. 
Tenders by Nov. 7. 

*Eastleigh, Hants.— Thirty bungalows at 
Volmore housing estate for B.C. Deposii 
£2 2s. Tenders by Nov. 7. 

Grantham, Lines.—Erection of 101 houses 
for B.C. Documents from the Borough Sur- 
veyor’s Office, Guildhall, eamam. Deposii 
£2 2s. Tenders by Oct. 19. 

Holderness, Saks Volsitie for R.D.C.: 
Erection of (a) 17 bungalows at Keyingham, 
(b) 40 Unity-type houses, 12 Unity-type bun- 
galows, one block of nine and one block of 
11 garages at Preston. Documents from H. L. 
Ingham, surveyor, Council Offices, Skirlaugh. 
Deposit £2 2s. Tenders by Oct. 17. 

Hull. — Erection of 54 dwellings and eight 
garages, Greenwood Avenue-Endike Lane, for 
City Council. Documents from City Architect, 
Guildhall, Hull. Deposit £2, payable to City 
Treasurer. -Tenders by Oct. 10. 

*Leominster, Heres.—Erection of old 
people’s bungalows, etc., Sydonia site, for 
B.C. Deposit £3 3s. Tenders by Oct. 25. 

Littleborough, Lancs.—Erection of one 
block of eight one-bedroom flats, together 
with ancillary works, at the Calderbrook Road 
estate, for U.D.C. Documents from F. Lindop, 
architect and surveyor, Bridge Street, Tod- 
morden. Tenders by Oct. 8. ; 

Llanelly, Carms.—Erection of four tradi- 
tional type B.G.10 (one bedroom) bungalows 
for aged persons on the Tanyrhodyn site 
(opposite Fron Terrace), Felinfoel, together 
with drains, paths, retaining, boundary and 
forecourt walls and fences, and also the con- 
struction of a footpath for R.D.C. Docu- 
ments from the Council’s Architect at 2 
Queen Victoria Road, Llanelly. Deposit £2 2s 
Tenders by Oct. 4 

Louth, Lincs.—Two two-bedroom bungalows 
at North Somercotes and of two two-bedroom 
bungalows at Strubby, near Alford, including 
site works, drainage, etc., for R.D-C. Docu- 
ments from G. R. A. Mack, Council's architect, 


New Street, Louth. Deposit £3 3s. each 
contract. Tenders by Oct. 15. 
Luton, Beds.—Erection of one block of 


four old people’s dwellings and two pairs of 
houses, Eaton Green Road, for B.C. Docu- 
ments from Borough Architect, Town Hall, 
Luton. Tenders by Oct. 20. 

*Mansfield, Notts.—Eight bungalows, con- 
tract 32, for B.C. Deposit £2 2s. Tenders by 
Oct. 19. 

Newmarket, Suffolk.—Twenty-eight flats in 
Portland Road and Valley Way to be built in 
two three-storey blocks in traditional con- 
struction on a site on the Houldsworth Valley 
estate for U.D.C. The work to be carried out 
imcludes the whole of the site preparations, 
pavings, drainage and services. Documents 
from D. Lees. architect, Council Offices, 
Severals House, Newmarket. Deposit £2 2s. 
Tenders by Oct. 28. 

Norwich. Norfolk.— Following for City 
Council: (1) 63 dwellings, Grove Road _ re- 
development area; (2) Blyth School extension; 
(3) 71 dwellings. Heartsease estate; (4) 20 
dwellings and 20 garages, West Earlham 
estate. Applications to the City Architect, 
Citv Hall, Norwich, by 5 p.m., Oct. 5. 

Ormskirk, Lancs.—Twelve bungalows and 
eight houses, Trustcott estate, Burscough, for 
U.D.C. Documents from the office of the 
surveyor, Council Offices, Burscough Street, 
Ormskirk. Deposit £2 2s. Tenders by Oct. 11. 

Paddington.—Erection and completion of 
one three-storey block of 12 flats, at juction 
of Denholme and Macroom Roads, for B.C. 
Constructed with cross-walls of brick load- 
bearing construction. concrete fire-resisting 
floors, slated pitched roof, external trans- 
former chamber, pram sheds, paths, drains 
and external services and site works. The 
council require to be satisfied that contractors 
wishing to tender have had previous experi- 
ence of works of this nature. Applicants are 
reguired to submit particulars of such works, 
and of the local authorities and/or architects 
under whose supervision they have carried 
them out, with details of the nature and 
scope of the contract in each case, and the 
date when it was completed. Applications to 
W. H. Bentley, town clerk, Town Hall, 
Paddington Green. W.2, by Oct. 14. 

Peterborough.—Bluebell estate, 172 dwel- 
lings, mostly new types in ten groups varying 
from one block of four flats to 17 pairs of 
houses for City Council. Documents from 
City Engineer, Town Hall. Peterborough, from 
Sept. 30. Deposit £2. Tenders by Oct. 20. 

Sheerness, Kent. — Erection of three blocks 
of three-storey flats on No. 9 housing site at 
the rear of High Street. Bluetown, for 
U.D.C. Documents from K. Scott, engineer 
and survevor. Sheerness Urban District Coun- 
cil, Council Offices, Trinity Road, Sheerness. 
Deposit £3 3s. (cheques payable to U.D.C.). 


Tenders by Oct. 17. 


THE CONTRACT JOURNAL 


Stepney.—-Spital Street housing scheme, 
erection of a block of 28 flats seven storeys 
high for B.C. Documents from the Borough 
Engineer and Surveyor, Municipal Offices, 
227/233 Commercial Road, E.l. Deposit 
£10 10s. Tenders by Oct. 24. 

Uttoxeter, Staffs.—Erection of 34 permanent 
houses, and incidental works at Heath House 
estate, scheme 1, for U.D.C. Documenis from 
the Surveyor, Council Offices, Old Bank House, 
72 High Street, Uttoxeter. Deposit £3. 
Tenders by Oct. 14. 

Walton and Weybridge, Surrey.—Erection 
of six flats in one two-storey block in 
Adelaide Place, St. Mary’s Road, Weybridge, 
for U.D.C. Documents from the office of the 
Engineer and Surveyor, Council Offices, 
Walton-on-Thames, from Oct. |. Tenders by 
Oct. 18. 

Wombwell, Yorks. — Forty-two dwellings, 
comprising flatlets, bungalows and houses, on 
land in Brampton Road, Wombwell, for U.D.C. 
Documents from Council's Architect, Town 
Hall, Wombwell. Deposit £2 2s. Tenders by 
Oct. 10. 

Worcester.—Ten dwellings, Powell's Row 
redevelopment area, St. Johns, for City Coun- 
cil, comprising traditional brick-built two- 
storey blocks of one-bedroom flats. Docu- 
ments from the City Engineer and Surveyor. 
22 Bridge Street, Worcester. Deposit £3 3s. 
—- payable to Corporation). Tenders by 

Ct. iy. 

Worcester.— Erection of 108 dwellings, 
Warndon estate, for City Council, comprising 
traditional brick-built two-storey blocks of 
one-bedroom flats. Documents from the City 


Engineer and Surveyor, 22 Bridge Street, 

Worcester. Deposit £3 3s. (cheques payable 

to Corporation). Tenders by Oct. 17. 
*Worksop, Notts.—Erection of 38 houses 


for B.C. Deposit £3 3s. Tenders by Oct. 24. 


MATERIALS AND SUPPLIES 


Aycliffe, Dur.—Supply of the following 
materials and the execution of specialist sub- 
contracting work in connection with the 
erection of 132 houses, 47 lock-up garages, and 
three motor-cycle lock-ups by the Direct 
Labour Department for the Development 
Corporation: (List 1) Common bricks; (2) fire- 
places; (3) glazing: (4) carcassing and joinery 
timbers; (5) electrical goods; (6) plumbing 
goods; (7) doors; (8) joinery fitments: (9) stairs: 
(10) windows; (11) iron and steel work; (12) 


ironmongery; (13) miscellaneous building 
materials. Documents from A. V. Williams, 
general manager, Churchill House, Newton 
Aycliffe, near Darlington, Co. Durham. Tenders 
by Oct. 12. 


*Bournumeoth, Hants.— 
for B.C. Tenders by Oct. 

Leicester.—Supply ee the year ending 
on December 31, 1961, of the following, for 
City Council: Ironmongery, ‘hardware and 
tools; sewerage ironwork castings, etc.; brick, 
etc.; stoneware pipes, etc.; Portland cemeni: 
granite kerbs and setts, broken granite and 
coated granite macadam; gravel sand and 
clinker ashes; concrete pipes; kerbs, slabs and 
edging; road reinforcement fabric; materials 
for spraying road surfaces; and lubricating oils. 
Documents from City Surveyor’s Costing 
Office, 1 St. Nicholas Street, Leicester. Tenders 
by Nov. 7. 


oper of dustbins 


MISCELLANEOUS 


Bristol. — Aerial survey along the proposed 
route of The Parkway, approximately 34 miles 
in length and of variable width up to 1,000ft. 
for City Council Documents from the Ci« 
Engineer and Planning Officer, Cabot House, 
Deanery Road, Bristol, 1. Tenders by Oct. 13. 

West Riding. — Following for C.C.: Survey 
works along four sections of road totalling 
10 miles in length either by aerial or orthodox 
ground methods, together with the prepara- 
tion of 30ft. to lin. detailed plans. Levels 
in the form of contours of longitudinal and 
cross sections will also be required. Docu- 
ments from the County Engineer and Sur- 
a. County Hall, Wakefield. Tenders by 

od. 


PLANT AND MECHANICAL TRANSPORT 


*Durham.—Supply of one spreader-finisher 
machine for C.C. Tenders by Oct. 7. 

*Durham.—Supply of woodwork and metal- 
work machines for C.C. Tenders by Oct. 14 

*Pudsey, Yorks. — Supply of a Chaseside 
shovel for B.C. Tenders by Oct. 12. 

Torquay, Devon.—Supply and delivery of 
one refuse collecting vehicle having Eas’ 
12/20 cu. yd. Compressmore body, mounted 
on 5-ton forward controlled long wheelbase 
B.M.C. chassis, with 6-cylinder diesel engine, 
for B.C. Documents from the Borough Ene’- 
neer, Town Hall, Torquay. Firms tendering 
must state what credit they will allow for 
one old refuse collecting vehicle. which mav 
be inspected by arrangement with the Borough 
Engineer. Tenders by Oct. 7. 
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PLAYING FIELDS, PARKS, ETC. 


*Acton, Middx.—Bromyard Avenue playing 
fields work for B.C. Deposit £2 2s. Tenders 
by Oct, 12. 

*Batley, Yorks.—Turfing Wilton Park for 
B.C. Tenders by Oct. 10. 

Cheshire. — Layout schemes involving 
excavation, levelling, draimage and general 
preparation of the following sites for Co. E.C.: 
Nantwich County Secondary School (Girls)— 
layout of school surrounds and planting; Rud- 
heath County Secondary School—layout of 
playing field (9.25 acres), including drainage; 
Disley County Primary School—excavation and 
layout of playing field (1.5 acres); Hazel Grove 
County Primary School—layout of playing 
field (approx. three acres); Macclesfield Ash 
Grove County Primary School—excavation and 
layout of playing field; Ellesmere Port Little 
Sutton County Secondary School for Girls— 
playing field only (8.5 acres) excavation work 
involved. Documents from John G. Kellett, 
director of education, County Hall, Chester. 
Deposit £3 3s. each. Tenders by Oct. 11. 

vette, Lanes, — Construction of running 
track and athletic ground for B.C. Deposit 
£2 2s. Tenders by Oct. 14. 


RIVER AND FLOOD PREVENTION 
WORKS 


*Kent.—St. Mary's Bay outfall for River 


Board. Apply by Oct. 10 


ROADS, BRIDGES AND SITE WORKS 

Aylesbury, Bucks.——Construction of foot- 
paths (about 800 sq. yd. in total) on the 
housing estates at Aston Clinton, Haddenham, 
Long Crendon and Waddesdon, for R.D.C. 
Documents from the offices of Raymond C. 
White, architect, 4 Temple Square, Aylesbury. 
Deposit £2 2s. Tenders by Oct. 14. 

Baildon, Yorks.—Supply and laying of ap- 
proximately 4,250 sq. yd. of hot rolled 
asphalt at Baildon (Cliffe Avenue), for U.D.C. 
Documents from the Surveyor, Town Hall. 
Baildon. Tenders by Oct. 18. 

Belfast.—-Supply and delivery of steel sheet 
piling for City Council. Documents from the 
City Surveyor’s Department (Room 84), City 
Hall. Belfast. Tenders by Oct. 17. 

Birmingham. Construction of footpaths 
and other ancillary works in the eastern 
division of the city (district 6) for City 
Council. Documents from the office of Sir 
Herbert J. Manzoni, city engineer and sur- 
veyor, Civic Centre, Birmingham, |. Deposit 
£2 2s. cheque. Tenders by Oct. 5. 

*Bournemouth, Hants.— Construction of 
new road for B.C. Deposit £1 ls. Tenders 
by Oct. 13. 

Brentwood, Essex.—Making-up of Uplands 
Road for U.D.C. Documents from D. A. 
Dallas, engineer and surveyor, Council Offices, 
Brentwood. Deposit £1 Is. Tenders by 


Oct. 10. 

Bristol.—-Roads and sewers at Brislington 
Trading Estate, fourth extension, for City 
Council. Work includes approximately 6,000 


including 
1,100 lin. ya. 


sq. yd. bitumen macadam_ roads 
kerbing and channelling and 
of sewers varying from 6in, to 18in. in dia- 
meter. Documents from the City Engineer 
and Planning Officer, Cabot House, Deanery 
Road, Bristol, 1. Tenders by Oct. 12. 

Bristol.—Construction of roads and sewers 
at Brislington trading estate, fourth extension, 
for City Council. Work includes approxi- 
mately 6,000 sq. yd. bitumen macadam roads. 
including kerbing and channelling. and 1,100 
lin. yd. of sewers varying from 6in. to 18in. 
in diameter. Documents from City Engineer 
and Planning Officer, Cabot House, Deaney 
Road, Bristol, 1. Tenders by Oct. 12. 

*Bromsgrove, Worces.—Charford Road im- 
provement for U.D.C. Deposit £2 2s. 
Tenders by Oct. 21. 

*Buxton, Derbys.— 
Gardens for B.C. 
Oct. 10. 

Carmarthen.—Making-up of lane leading 
from St. David's Avenue to St. Non’s Avenue 
and road improvements at the southern end 
of St. Non’s Avenue, for B.C., comprising the 
laying of approximately 140yd. ‘of kerb together 
with 350 sq. yd. of surfacing and ancillary 
works. Documents from J. Vivian Evans, 
borough engineer, John Street, Carmarthen. 


-Reconstruction of Spring 


Deposit £2 2s. Tenders by 


Deposit £2 2s. Tenders by Oct. 10. 
*Chineford.. Essex.- Improvements to fore- 
courts for B.C. Deposit £2 2s. Tenders by 


Oct. 12. 

Coldstream, Berwick.—Consiruction of 530 
sa. yd. of roads and footpaths, 51 lin. vd. of 
sewers, and other relative works at Gallows- 
knowe for B.C. Documents from the Burgh 


Surveyor. High Street, Coldstream. Tenders 
by Oct. 17. 

Denton, Lancs.—Making-up of Bowker 
Avenue and St. Mary’s Avenue for U,.D.C. 
Documents from the office of the Engineer 
and Surveyor, Town Hall. Denton. Deposit 
£2 2s. Tenders by Nov. 7. 

Evsom and Ewell, Surrey.—Private street 


works for B.C., comprising tarmacadam foot- 
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ways, kerbing, footway crossings and verge, 
etc., at: Westcott Way (part of), Cheam 
from a line between the north-east boundary 
of Oakleigh No. 1 and the north-east boundary 
of Girton House School No. 2 Westcott Way 
to a Avenue. Documents from the 
office of Colin Cobbett, borough engineer and 
surveyor, Town Hall, Epsom. Deposit £2 2s. 
Tenders by Oct, 10. 

*Erith, Kent.— Making-up of Holly Hill 
Road for B.C. Deposit £2 2s. Tenders by 
Oct. 14. 

*Frimley and ea 


—- — Road 
surfacing for U.D.C. Ten ct. 


ers by & 3. 


*Gloucestershire. —- Severn Bridge, con- 
tract 1, for Ministry of Transport. Deposit 
£50. Tenders by Dec. 20. 

*Holland. — Reconstruction of Smith's 


Bridge, Deeping, St. Nicholas, and approaches 
for C.C. Deposit £5. Tenders by Oct. 31. 

Hornchurch, Essex.—Resurfacing of district 
roads for U.D.C., comprising: (1) The scarify- 
ing and resurfacing of Tudor Gardens; (2) 
the resurfacing of Albany Road and Warren 
Drive; with bitumen macadam (l}in. thick) 
and fine cold asphalt (jin. thick). The area 
involved is approx. 15,000 sq. yd. Documents 
from the office of the Engineer and Surveyor. 
Council Offices, Billet Lane, Hornchurch. 
Deposit £2 2s. Tenders by Oct. 10 

Horsforth, Yorks.—Tarmacadam drying 
areas to the rear of flats in Featherbank Lane, 
Broadway, for U.D.C. Documents from the 
Engineer and Surveyor, Council Offices, 
Manor Road, Horsforth. Tenders by Oct. 8. 

*Ilford, Essex.— Reconstruction of High 
Road, A.118 (part). for B.C. Deposit £2 2s. 
Tenders by Oct. 25. ; 

Kendal, Westmor. — Private street works in 
Helme Drive, for B.C. Documents from the 
Borough Engineer and Surveyor, Municinz 
Offices, Lowther Street, Kendal. Tenders 
Oct. 15. 

Kingston-upon-Thames, Surrey. — Construc- 
tion of new parking area, London Road, for 
B.C.. which consists of earthmoving, grading 
and forming ash surface on the parking area. 
Documents from Borough Surveyor, Guildhall, 
Kingston - upon - Thames. Deposit £2 2s. 
Tenders by Oct. 17. , 

Leicester.—Following work for C.C.: (a) 
Dunton Bassett (route C.62}—demolition of 
an existing wall and construction of a new 
Yin. brick wall near the school access; (b) 
South Kilworth—improvement at junction of 
route A.427 and Walcote Road, consisting 
of the demolition of walls and outbuildings. 
and the construction of a new garage, new 
walls. road widening, and footpath work: 
(c) Theddingworth (route A.427)}—improve- 
ment of “S” bend, consisting of the demoli- 
tion of existing wall and fences, construction 
of new concrete brick-faced retaining wall. 
roadworks, and footpath work. Documents 
from the County Engineer and Surveyor 
County Offices, Grey Friars, Leicester 
Devosit £5. Tenders by Oct. 13. 

Leviland. Lancs.—Private street works 
Hough Lane group. for U.D.C. The. works 
inclyde the construction of approximately 
2.560 sq. yd. of hot rolled asphalt surfacing 
with wetmix foundation, 3,380 sq. vd. of tar- 
macadam surfacing with hardcore foundation. 
4,680 sq. yd. of concrete slab back streets. 
together with flagged footways, kerbing 
channelling and surface water drainage. 
Documents from the office of F. D. Howe. 
engineer and surveyor, Council Offices Lev- 
land Deposit £2 2s. (cheques payable to 
U.D.C.). Tenders by Oct. 17. 


Nottingham.—Construction of roads and 
sewers at Canwick Close and Tremayne 
Road. Bilborough estate. for City Council. 
The works involve the construction of a new 
road aporoximately 55yd. in length with foul 
and surface water sewers and other minor 
works. Documents from H. McD. Lawson. 
acting citv engineer and survevor, The Guild- 
hall. Nottingham. Deposit £2. Tenders by 
Oct. 25 

Nottingham. — Construction of roads and 
sewers at Canwick Close and Tremavne Road. 
Bilborough estate for Citv Council. The 
works involve the construction of a new road 
approximately 55yd. in length, with foul and 
surface water sewers. and other minor, works 
Documents from H. McD. Lawson. acting Citv 
engineer and survevor. The Guildhall. Not- 
tingham. Deposit £2. Tenders bv Oct. 25. 


Plymoton St. Mary. Devon.—Construction 
of approximately 12,000 sq. vd. of carriage- 
way. 1.600 lin. vd. of foul and 1.100 lin. yd. 
of surface water sewers of which apoproxi- 
matelv 90 per cent. are in a common trench 
with the foul sewers, 3,450 lin. vd. of water 
main for Stentawav housing site. stage J" 
contract I, for R.D.C. Documents from the 
Engineer and Surveyor. Council Offices, 
Plympton. Deposit £5 5s. Tenders by 
Oct. 21. 

*Ramsgate, Kent. — Resurfacing of Roval 
Parade footway for B.C. Deposit £2 2s. 
Tenders by Oct. 15. 
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Old 
Deposit £2 2s. 


*Rochester, Kent.—Making-up of 
Patens Lane for City Council. 
Tenders by Oct, 22. 

Rochester, Kent. — Following for City 
Council: Construction of approx. 5,000 sq. yd. 
of reinforced _ Concrete carriageway and 
associated kerbing and slab paving, together 
with foul and surface water sewers, street 
lighting and ancillary works, at Added Area 
Earl estate, stage l(c). Documents from City 
Surveyor, 66 Maidstone Road, Rochester. 
Deposit £2 2s. Tenders by Oct. 17. 

Rushden, Northants.—Construction of foot- 
paths and carriageway surfacing at Morris 
Avenue for U.D.C., involving approximately 
882 sq. yd. of slab paving, etc., and 1,805 
super, yd. of carriageway surfacing. Docu- 
ments _ from the Engineer and Surveyor, 
Council Buildings, Rushden. Tenders by 


Oct. 8. 

Saddleworth, Yorks. — Making-u of 
Wharmton Rise, Grasscroft, for UDC. in- 
volving the following approximate quantities: 
1,400 sq. yd. of tarmacadam carriageway, 350 
lin. yd. of concrete kerbing, 1,000 sq. yd. of 
tarmacadam footways, surface water drainage, 
other incidental works. Documents from 
ue —neenete ant Eee, Council Offices, 

permill, near am. Deposit s. 
Tenders by Oct. 17. ; 7 

*Scotland.—Construction of bridge over 
ee wraidwood. Lanarks. for Scottish 

ome Department. eposit £15. ‘ 
by Oct 20. Pp £ Tenders 

taffordshire. — Newcastle-Madeley-Woore 
road, A.525—footpath and footbridge over 
tailway at Madeley for C.C., comprising the 
construction of brick-faced concrete abut- 
ments and retaining walls, taking delivery, 
assembly and erection of an _ 80ft. span 
tubular steel footbridge, together with the 
provision of fencing and a footpath on the 
bridge approaches. Documents from T. H. 
Evans, clerk of the County Council, County 
Buildings, Stafford. Deposit £5. Tenders by 
ee, Es, 

Staffordshire—Improvement of Orton Lane, 
Wombourn for C.C. Deposit £. Tenders by 
Oct. 20. 

Staines, Middx.—Making-up of Glen 
Avenue (part), Ashford, for U.D.C., compris- 
ing the following approximate quantities: 360 
cu. yd. excavation; 740 sq. yd. 9in. hardcore: 
740 sq. yd. 2in. gravel asphalt; 220 lin. yd. 
concrete kerb; 140 lin. yd. precast concrete 
channel and 145 sq. yd. 2in. artificial stone 
paving. Documents from the office of the 
Engineer and Surveyor, 240 London Road 
Staines. Deposit £2 2s. Tenders by Oct. 6. 

Stockton-on-Tees. — Following works at 
Garbutt Street redevelopment, stage III, for 
B.C.: Laying of approx. 4,700 sq. yd. of 6in. 
reinforced concrete carriageway with 34in. hot- 
rolled asphalt-wearing coat; 132 lin. yd. of 
30in. and 36in. diameter trunk sewer (average 
depth 14ft.); 480 lin. yd. of 12in. to 6in. dia- 
meter sewer, together with the usual ancillary 
works. Documents from the Borough Engineer, 
Victoria Buildings, High Street, Stockton-on- 
Tees. Deposit £2 2s. Tenders by Oct. 17. 

*Stoke-on-Trent, Staffs.—Street improvement 
works for City Council. Deposit £2. Tenders 
by Oct. 12. 

*Surbiton, Surrey.— Construction of car 
park for B.C. Tenders by Oct. 14. 

Surrey.—Construction in concrete of an ex- 
tension to the accommodation road at Knoll- 
mead, Surbiton, length approximately 110yd., 
for C.C. Documents from the County Engi- 
neer, County Hall, Kingston-upon-Thames. 
Tenders by Oct. 8. 

Surrey. — Following for C.C.: Improvement 
of the section of the London-Portsmouth 
trunk road (A.3) between Vine House and 
Savoy Cinema Street, Cobham, a length of 
about 250 lin. yd., comprising excavation, 
drainage, lean-mix concrete foundation with 
asphalt surfacing. Documents from the 
County Engineer, County Hall, Kingston- 
upon-Thames. Tenders by Oct. 17. 

Thornton Cleveleys, Lancs.—Making-up of 
Ringway, Cleveleys, for U.D.C. Documents 
from J. E. Porter, engineer and _ surveyor, 
Council Offices, Thornton Cleveleys, Blackpool. 
Deposit £2 2s. Tenders by Oct. 11. 

Torquay, Devon.— Proposed widening of 

sections of Shiphay Lane and Collaton Road 
(length 8loyd.), including surface water 
drainage and accommodation works for 
B Documents from the Borough Engi- 
neer, Town Hall, Torquay. Deposit £5 5s. 
Tenders by Oct. 15. 
_ Trowbridge, Wilts.— Road improvement at 
Frome Road (A.361) which extends over a 
section of road 500yd. in length and which 
includes the following for U.D.C.: Widening 
of carriageway; construction of new kerb and 
footpath; reconstruction of existing foot- 
path; surface water drainage; accommo- 
dation works on properties abutting on to the 
improvement works. Documents from the 
Engineer and Surveyor, Town Hall, Trow- 
bridge. Deposit £2 2s., payable to U.D.C. 
Tenders by Oct. 17. 
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*Warrington, Lancs.—Roads and sewers on 
the Orford meighbourhood unit for B.C. 
Deposit £2 2s. Tenders by Oct. 5. 

*Wembley, Middx. — Reconstruction of 
— Road (part) for B.C. Tenders by 

ict. > 

*Wiltshire—Widening and realignment of 
B.3102 for C.C. Deposit £2. Tenders by 
Oct. 29. 

Yorkshire.— Construction of a _ reinforced 
concrete 110ft. single-span arch bridge over 
the River Derwent, together with one-third 
of a mile of 24ft. wide approach road, in- 
cluding earthworks, on the York-Hull trunk 
road (A.1079) at Kexby for Ministry of Trans- 
port. Documents from L. G. Mouchel and 
Partners, consulting engineers, Southbank 
House, Black Prince Road, Albert Embank- 
ment, London, S.E.11. Deposit £15 (cheque 
payable to the Ministry). Tenders by Nov. = 


SEWERAGE, SEWAGE AND REFUSE 
DISPOSAL 


*Aylesbury, Bucks.—Wendover sewage dis- 
posal works extensions for R.D.C. eposit 
£5 5s. Tenders by Nov. 7. 

*Beeston and Stapleford, Notts.—Culvertin 
of watercourses, Central Avenue, for U.D.C. 
Deposit £2 2s. Tenders by Oct. 10. 

Beverley, Yorks.—Leven and Tickton sewer- 
age scheme for R.D.C., involving supply and 
erection of pumping and ejector plant, com- 
plete with electric motors, starters and acces- 
sories, as follows: Contract 2—two 180 
gallons per minute sewage pumps in pumping 
station at Leven; one 100 gallons per minute 
sludge pump in sludge pumping station at 
Leven; one 100 gallons per minute sludge 
pump in sludge pumping station at Tickton. 
Contract 3—two 40 gallons per minute sew- 
age ejectors in ejector station 1 at Leven; 
two 30 gallons per minute sewage ejectors 
in ejector station 2 at Leven; two 40 gallons 
per minute sewage ejectors in ejector station 
at Tickton. Documents from John H. Haiste 
and Partners, consulting engineers, Belmont 
House. 20 Wood Lane, Headingley, Leeds, 6. 
Deposit £3 3s. each contract (cheques payable 
to R.D.C.). Tenders by Oct. 24. 

*Cambridge. — Foul sewer extension, Long 
Road, for City Council. Deposit £2 2s. 
Tenders by Oct. 14. 

*Chichester, Sussex.—Pagham and Nye- 
timber sewerage scheme, stage 1, for R.D.C. 
Deposit £2 2s. Tenders by Oct. 10. 


*Chislehurst and Sidcup, Kent.—Foul sewers 
(1) and (2) for U.D.C. Deposit £2. Tenders 
by Oct. 17. 4 

Cookstown, Tyrone.—Paving of approxi- 
mately 800yd. of 9in. diameter sewer and 
500yd. of 4in. diameter pumping main, 
together with manholes, pumphouse, path 
and fence for R.D.C. Documents from the 
Boardroom, Cookstown, Deposit £3 3s. 
Tenders by Oct. 7. Laps 

Crosby, Lancs.—Boundary ditch piping 
scheme for B.C., including the construction 
of approximately 54 lin. yd. of 33in. and 152 
lin. yd. of 30in. diameter concrete sewers in 
trench, together with manholes and ancillary 
works, at Edgemoor Drive, Thornton. Docu- 
ment from the Borough Engineer and Sur- 
veyor, Town Hall, Waterloo, Liverpool, 22. 
Deposit £2. Tenders by Oct. 5. 

Crosby, Lancs.—Repair of a 54in. diameter 
cast-iron sea outfall pipe, involving excava- 
tion, piling, realigning and supporting pipe on 
cradles over a length of approximately 120yd.. 
at Mariners Road, Blundellsands, for B.C. 
Documents from Borough Engineer and Sur- 
veyor, Town Hall, Waterloo, Liverpool, 22. 
Deposit £2. Tenders by Oct. 12. — 

Dungannon, Tyrone.—Construction of the 
Caledon sewerage scheme for R.D.C., consist- 
ing of laying 297 lin. yd. 15in., 267 lin. yd. 
12in., 656 lin. yd. 9in. and 1,725 lin. yd. 6in. 
diameter sewer pipe, with manholes, and con- 
structing the sewage treatment works and 
pumphouse, together with 315 lin. yd. 4in. 
diameter spun-iron rising main. Documents 
from the Dungannon Rural District Council, 
Council Offices, Dungannon. Deposit £3 3s. 
Tenders by Oct. 13. 7 

*Easthampstead, Berks. — Martin’s Lane 
drainage for R.D.C. Deposit £2 2s. Tenders 
by Oct. 17. - 

*Eton, Bucks.—Surface water sewer for 
R.D.C. Apply by Oct. 7. i 

Gainsborough, Lincs. — Construction of 
three sewerage schemes in and near Bridge 
Street, Trinity Street and Mayflower Close 
for U.D.C. The work includes construction 
of 270yd. of 6in. diameter concrete tube 
sewer; 253yd. of 9in. diameter concrete tube 
sewer; 625yd. of 12in. diameter concrete tube 
sewer; 7lyd. 15in. diameter concrete tube 
sewer; 53yd. of 18in. diameter concrete tube 
sewer: and the construction or alteration of 
21 manholes. Documents from the office of 
the Engineer and Surveyor, Council Offices, 6 
Lord Street, Gainsborough. Deposit £2 
hoams payable to U.D.C.). Tenders by 

et T7. 
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Godstone, Surrey.—Furzefield Road sewer- 
age scheme, Baldwins Hill, stage 1, for 
R.D.C., including the laying of approximately 
400yd. of Yin. and 7in. diameter stoneware 
pipe, together with manholes, etc. Docu- 
ments from the Engineer and Surveyor, Coun- 
cil Offices, Oxted. Deposit £2 2s. Tenders 
by Oct. 12. . 

*Hatfield, Herts.—Dixons Hill road sewer- 
- a R.D.C. Deposit £2 2s. Tenders by 

ct. 5. 

Havant and Waterloo, Hants.—Construction 
of approximately 340 lin. yd. of 15in. dia- 
meter foul water sewer and ancillary works 
connected therewith at Fishery Lane, Hayling 
Island, for U.D.C. Documents from the office 
of the Engineer and Surveyor, 1 Park Road 
North, Havant. Tenders by Oct. 13. 

*Kingswood, Som.—New Cheltenham storm 
water relief scheme, K.26, contract 1, for 
U.D.C. 

*Kirkbymoorside, Yorks.—Sewers and_sew- 
age disposal works for R.D.C. Deposit £2 2s. 
Tenders by Oct, 25. : z 

Maldon, Essex.—Following works in the 
parish of St, Mary, contract 4, for B.C.: (a) 
Approximately 580yd. of 24in., 710yd. of 18in., 
4l10yd. of 15in., 650yd. of Yin. and 610yd. 
of 6in. concrete and glazed stoneware sewers; 
(b) 29 concrete tube manholes; (c) bricx 
overflow chamber; (d) minor reconstruction 
to existing brick manholes. Documents from 
Grantham, Brundell and Farran, engineers, 20 





South Parade, Doncaster. Deposit £2 2s. Plans 

also seen at Municipal Offices, Maldon. 

Tenders by Oct. 18. 
Manchester.—Construction of 183yd._ of 


2lin. diameter sewer and_manholes in Hatfield 
Street, Harpurhey, for City Council. Docu- 
ments from City Surveyor, Town Hall, 
Manchester, 2. Tenders by Oct. 10. 

*Manchester. — Construction of sewer and 
manholes for City Council. Tenders by Oct. 10. 

*Matlock, Derbys. — Darley Dale sewerage, 
contract D.D.5, for U.D.C. Deposit £3 3s. 
Tenders by Dec. 14. 

*Middlesex.—East Middlesex main drainage, 
contract EMR2, for C.C. Deposit £10 10s. 
Tenders by Oct. 31. 

Newtown and Llanidloes, Monts. — Follow- 
ing for R.D.C.: Laying of approximately 
1,060yd. of 6in. diameter g.s.s. sewers and 
spun-iron pipes, with precast concrete man- 
holes, etc., together with a small sewage 
disposal works, comprising septic tank, filter, 
humus tank, sludge drying beds, and approxi- 
mately 166yd. of 9in. diameter spun-iron out- 
fall pipe, together with ancillary works, at 
Llangurig, situated at five miles west of 
Llanidloes, on the Aberystwyth road. Ap- 
plications to W. Herbert Bateman and 
Partners, consulting engineers, Chesterfield 
House, Batheaston, Bath, Somerset, giving the 
names and addresses of at least two engineers 
under whose direction similar works have 
been carried out. Deposit £3 3s., payable 
to R.D.C. Plans also seen by appointment 
at the Council Offices, Town Hall, Newtown. 
Tenders by Oct. 19. 

Northwich, Ches.—Reconstruction of a 
sewage treatment installation consisting of 
a brick settling tank, filter and site works at 
Chester Lane Brook, Marton, for R.D.C. 
Documents from the office of the Engineer and 
Surveyor, Whitehall, Hartford, Northwich. 
Deposit £2 2s. Tenders by Oct. 13. 

Orpington, Kent.— Construction of Leaves 
Green main drainage scheme for U.D.C.. 
comprising 2,579vd. of Qin. diameter and 
780yd. of 6in. diameter foul water sewers, 
also 380yd. of 4in. diameter spun-iron rising 
main, pumphouse, storage tank and ancillary 
works. Applications to L. W. Freeman, engi- 
meer and_ surveyor, Civic Offices, The 
Walnuts, High Street, Orpington, by Oct. 7. 

*Ruislip-Northwood, Middx.— Relief s.w. 
sewer, Ladygate Lane area, for U.D.C. Deposit 
£2 2s. Tenders by Oct. 17. 

*Runcorn, Ches.—Kingsley sewerage and 
sewage disposal for R.D.C. Deposit £5 5s. 
Tenders by Nov. 4. 

Rushden, Northants.—Sanders Lodge sewer- 
age for U.D.C., including 1,270yd. of Qin. 
s.g.w. sewer, 537yd. of 8in. s.i. pumping main, 
and the construction of a sewage pumping 


station. Documents from the Engineer and 
Surveyor, Council Buildings, Rushden. 
Tenders by Oct. 6. 

*Southport, Lancs.— Sewers at Staveley 


Road housing site extension for B.C. Deposit 
£2 2s. Tenders by Oct. 15. 
Wakefield, Yorks—Following for City 
Council: Construction of approximately 15 
lin. yd. of 72in. diameter concrete pipe 
sewer (average depth 10ft.), 17 lin. yd. of 
48in. diameter concrete pipe sewers (average 
depth 10ft.), brick chamber (20ft. by 19ft.). 
and appurtenant works at the junction of 
Ings Road, Kirkgate, and Thornes Lane, the 
work also involving the control and diversion 
of flow in the existing main sewers during 
construction work. Documents from the 
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office of the City Engineer, Town Hall, Wake- 
field. Tenders by Oct. 10. 

*Worksop, Notts.—Construction of foul 
water sewer for B.C. Deposit £5 5s. Tenders 
by Oct, 24. 


STREET LIGHTING 


Camberwell.—Substitution of sodium for 
mercury lighting, comprising group “A” 200- 
watt sodium installations on steel columns, 
for B.C.: A.2216, 140 units; 112 new, 28 re- 
tained; A.2208, 12 units; nine new, three 
retained; and replacement of 140-watt sodium 
with 200-watt sodium on_ existing steel 
columns; A.2, 70 units; A.202, 108 units; 
A.215, 98 units. Documents from Borough 
Engineer and Surveyor, Town Hall, S.E.5 
Tenders by Oct. 10. 

Chelmsford, Essex. — Following for R.D.C.: 
Provision and erection of 64 concrete group A 
street lighting columns, complete with side 
entry lanterns and ancillary equipment, on 
the London-Great Yarmouth trunk road, A.12, 
at Mountnessing, near Brentwood, Essex. The 
contract will include the _ provision of 
reinforced concrete columns and brackets 


giving a mounting height of 25ft.; 140-watt 
sodium discharge lamps; totally enclosed 
pattern lanterns; all control gear and 


necessary wiring. Documents from Engineer 
and Surveyor, Council Offices, New London 
Road, Chelmsford. Deposit £2 2s. Tenders 
by Oct. 17. 

Ellon, Aberdeens.—Supply and erection of 
21 street lighting units, complete, on trunk 
road A.92 within the burgh for B.C. Docu- 
ments from Burgh Surveyor, Station Road, 
Ellon. Tenders by Oct. 14. 

_ Hitchin, Herts.—Erection and commission- 
ing of approx, 30 class A and 65 class B 
lighting units in various parts of the urban 
district for U.D.C. Documents from Surveyor 
to the Council, Council Offices, Brand Street, 
Hitchin. Tenders by Oct. 14. 

_Kirkburton, Yorks.— Supply and_installa- 
tion of 88 lighting points on Penistone Road 
(second part) for U.D.C. Each point consisis 
of a 200-W sodium discharge lamp mounted 
on a 35ft. steel column. Documents from the 
Surveyor, Town Hall, Kirkburton. 
by Oct. 19. 

Merton and Morden, Surrey.—Installation 
of class A street lighting for U.D.C., includ- 
ing supply and erection of 80 mercury 
vapour and sodium lanterns, complete with 
control gear and wiring, on 25ft. concrete 
columns, in Wandle Road, Green Lane and 
Middleton Road. Documents from the Engi- 
neer and Surveyor, Morden Hall, S.W.19 
Tenders by Oct. 10. 

Nairn.—Alteration of three existing lighting 
units and the provision of three new lighting 
units all for fluorescent type lighting, includ- 
ing the supplying and fitting of all gear, wir- 
ing, etc., for Documents from the 
Burgh Surveyor, Viewfield House, King 
Street, Nairn. Tenders by Oct. 7. 

Sunderland, Dur.—Laying of approximately 
2,000 lin. yd. of 4-, 3- and 2-core paper 
insulated lead covered steel tape armoured 
cable for B.C. Documents from the Borough 
Engineer, 27 Fawcett Street, Sunderland. 
Deposit £2 2s. Tenders by Oct. 19. 


Tenders 


INTERNATIONAL CONTRACT 


Pakistan.—The West Pakistan Waiter and 
Power Development Authority is proposing 
the construction of two Barrages: (1) Mailsi 
Barrage on the River Sutlej near the town 
of Mailsi, and (2) Sidhnai Barrage on the 
River Ravi near the town of Abdul Hakim. 
Both the Barrages are to be completed by 
April, 1965. The works form part of the 
Settlement Plan being financed by the Indus 
Basin Development Fund, which is 
administered by the International Bank for 
Reconstruction and Development. Civil 
engineering contractors of international 
repute, who are interested in tendering for 
the construction of these barrages including 
the gates to be installed therein, are invited 
to apply in writing by Nov. 30 to: The Chief 
Engineer (Water), West Pakistan Water and 
Power Development Authority, The Pipals, 
Lower Mall, Lahore, with a copy to Coode 
and Partners, consulting engineers, 2 Victoria 
Street, London, S.W.1. Further particulars 
about the barrages can be obtained from 
either the Authority or the consulting engi- 
neers by Oct. 31. Intending contractors should 
give details of their resources, their experience 
in the construction of barrages or other similar 
works working along and not in association 
with other contractors, with the value and 
description of each project which they have 
carried out, time of construction and the 
names of the employers and the consulting 
engineers responsible. The Authority expects 


to issue the documents for each barrage by 
Jan. 1961 to those firms who are considered 
to have sufficient experience and resources, 
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AWARDS 


BUILDING AND DECORATING 
(See also Housing Schemes) 

Banbridge, Down.—Improvements and repairs 
to nine cottages situated at Loughbrickland 
Road, Scarva, for R.D.C.—H. Proctor, Main 
Street, Scarva, Co. Down, £6,130. Work to 
start in November. 

Bedfordshire.—Erection of a police post on 
the M.l at Toddington for the Standing 
Joint Committee—Bidwell and Co., Warden 
Hill, Luton, £3,882. 

Brighton, Sussex.—Following for B.C.: Pro- 
vision of additional office accommodation 
at 18 Princes Street—J. W. Ridge, Ltd., 
42 Portland Street, Brighton, 1, £1,025 





(recommended); William Willett,  Ltd., 
£1,169; Field and Cox, £1,372; Farmer 
(Brighton), £1,462; A. C. Jenkins, Ltd., 
£1,507; A.J. Construction, Ltd., £1,575: 


F. T. Wilson and Sons, £1,700; Gates and 
Sons, £1,788. 

Alterations and extensions to factory 
premises at Crowhurst Road—MckKellar and 
Westerman, Ltd., 143 Church Road, Hove, 
£5,556 (recommended); A. C. Jenkins, Ltd., 
£5,573; F. T. Wilson and Son, Ltd., £5,924; 
T. J. Braybon and Son, Ltd., £5,944; Field 
and Cox, Ltd., £6,316; John W. Ridge, 
Ltd., £6,104; Elliott Bros., £6,471; A.J. Con- 
struction Co., Ltd., £6,476; G. Comber and 
Co,, Ltd., £6,695. 

Provision of bathrooms and w.c.s at 
cottages 479 and 481 Mile Oak Road— 
G. Watts and Co., Ltd., £950 (recom- 
mended); Edward Cox and Co., Ltd., £1,166; 


Elliott Bros. (Brighton), Ltd., £1.324; 
Field and Cox, Ltd., £1,310; G. J. King 
and Son (Brighton), Ltd., £1,325; McKellar 
and Westerman, td., £1,084; Mirfields 
(Brighton), Ltd., £1,350; H. A. Pocock, 
Ltd., £1,285; J. W. Ridge, Ltd., £1,387; 
William Willett, £1,359. 

Bury St. Edmunds, Suffolk.—Erection of 


nurses’ home at West Suffolk General Hos- 
ital for the East Anglian Regional Hospital 
oard—Bright Bros. en Ltd., 

Cavenham Road, Tuddenham, Mildenhall, 

£89,070 (subject .to Ministry approval). 

Cambuslang, Lanarks.—Erection of 88,000 sq. 
ft. extension to Hoover (Electric Motors) 
factory for Industrial Estates Management 
Corporation for Scotland, 3 Woodside 
Place, Glasgow, C.3—Angus M. MacDougall 
and Co,, Ltd., 24 Davaar Street, Glasgow. 
S.E. Wylie, Shanks and Underwood, 12 
Clairmont Gardens, Glasgow, C.3, are the 
architects, James Barr and Son, 213 St. 
Vincent Street, Glasgow, C.2, quantity sur- 
veyors, and Donald Smith, Seymour and 
Rooley, 204 West Regent Street, Glasgow, 
C.2, consulting engineers. 

Gosport, Hants.—Following at various housing 
estates for B.C.: Supply and erection of 100 
garage structures on prepared basis—Wool- 
away Constructions, Ltd., West Bay, Brid- 
port, Dorset, £7,419; construction of 100 
garage bases—Pipe Line and Engineering 
Co., Ltd., Chawton, Alton, £5,255 (recom- 
mended, subject to Ministry approval). 

Halesworth, Suffolk.—Conversion of south 
block to staff quarters at Blythburgh and 


District Hospital for the East Anglian 
Regional Hospital Board—Cooper and 
Denny, Enfiderville, Covert Road, South- 


wold, £7,150 (recommended). 

Hammersmith. — Conversion of the Windsor 
Castle Hotel, King Street, into a _ super- 
market for Tesco Stores, Ltd.—Opus, Ltd., 
20 Telford Avenue, London, S.W.2. Esti- 
mated cost £30,000. 

Hornsey, Middx.—External painting of flats 
at Hillcrest, North Hill, for B.C.—Burnham 
and Bainbridge, Ltd., 631 Green Lane, 
London, N.8, £2,954. 

Hunstanton, Norfolk.—Construction of new 
lavatories at the bathing pool for U.D.C.— 
F. W. Shanks, Ltd., 25 Park Road, Hun- 
stanton, £13,539 (recommended, subject to 
Ministry approval). 

Ipswich, Suffolk.—Erection of medical library 
at Anglesea Road wing and reorganisation 
of theatre sterilising facilities at Heath Road 
wing of Ipswich and East Suffolk General 
Hospital, for the East Anglian Regional 
Hospital Board—Cubitt and Gotts, Ltd., 
Westerfield, Ipswich, £2,644; and G. A. 
Kenney and Sons, Ltd., Army Works, Burrell 
Road, Ipswich, £1,175, respectively (recom- 
mended). 

K'dderminster, Worcs.—Erection of factory 
and offices at Stourport Road industrial 
estate, for Henry Beakbane (Fortox), Ltd. 
W. E. Bodenham, architect, 74 Worcester 
Street—G. Law, Ltd., Anchorfields, Kidder- 
minster. Estimated cost £10,000. 

London. — Renovation of the men’s public 
convenience between West Smithfield and 
Smithfield Street for City of London 
Corporation—Ashford and Moll, Ltd., 38 St. 
John Street, London, E.C,1, £5.840 (recom- 
mended); Anderson and Brown (Bishopsgate), 
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Ltd., £5,988; Heeps Willard and Co., Ltd., 
£6,133; Killby and Gayford, Ltd., £6,919. 
Lurgan, Armagh.—Design, supply, fabrication 
and erection of structural steelwork for 
a factory extension for Ministry of Com- 
merce—R. J. McKinney, Ltd., 195 York 

Road, Belfast, 15. 

Lyme Regis, Dorset.—Restoration of the west 
wing of the museum for B.C.—A. G. Case 
and Sons, 51 Broad Street, Lyme Regis, 
£2,673 (recommended). 

Mablethorpe and Sutton, Lincs.—Construction 
of two lavatory blocks at the Bohemia Cara- 
van Park at Sutton-on-Sea, for U.D.C.— 
H. A. Winter and Sons, Huttoft Road, 
Sutton-on-Sea, £6,220 (subject to Ministry 


approval). L. C. Allen, architect, White 
House, Wanlip, Leicester, and W. L. F. 
Price, quantity surveyor, 152 Fore Street, 
Hereford. 


Manchester.—Construction of a traverser pit 
and alterations to assembly shops at loco- 
motive works of Beyer Peacock Gorton, 
Ltd., Gorton—J. Gerrard and Sons, Ltd., 
Swinton, Lancs. 

Middlesbrough, Yorks.—Alterations to shop 
and showroom at Newport Road for 
Marks, Ltd.—C. Tennet (Contractors), Ltd.. 
74 Church Road, Middlesbrough. 

Montgomeryshire — Adaptation at Newtown 
Fire Station for C.C. H. Carr, county archi- 
tect—A. Reading Jones and Co., Ltd., 
Newtown, £3,351. Work commencing 
Oct, 10. 

Newcastle upon Tyne.— Erection of super- 
structure on foundations of annexe to 


Museum of Science and Industry, Exhibi- 
tion Park, for City Council—A. H. Ander- 
son, Ltd. 66 Victoria Street, London, 
S.W.1. £10.686. 


Newmarket, Suffolk.—Erection of boiler house 
at the General Hospital for the East Anglian 
Regional Hospital Board—H. Holland, Ltd.. 
11 Falmouth Street, Newmarket, £40,163 
(recommended). 

Northallerton, Yorks.—Additions to 
police headquarters for North Riding 
C.C.—R. B. A. Moody Bros. (Contractors), 
Ltd., 18 East Road. Northallerton, £15,500. 

Oxford.—Following for City Council: Im- 
provement works to science facilities at 
East Oxford School—G. H. Hutt, 41 High 
Street, New Headington, Oxford, £1,046; 
building work for Blackbird Leys Secon- 
dary School and third instalment (second 
phase) of the College of Technology— 
Lavender McMillan (Contractors), Ltd., 54 


county 
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Cheam Common Road, Worcester Park, 
Surrey, £116,600 and £282, 200; conversion 
of classrooms to provide laboratory in the 
architecture and building department— 
Lavender McMillan (Contractors), Ltd., 
£835 (recommended). 

Peterborough. — Construction of additional 
bathrooms, toilets, etc., at the Gables 
Maternity Hospital for the East Anglian 
Regional Hospital Board—Jellings (Builders), 
Ltd., Walpole Street, Westwood Bridge, 
Peterborough, £1,681 (cecommended). 

Peterborough.—Extension to store in Long 
Causeway for Watkins and Stafford, Ltd.— 
Bettles Building Co., Ltd, Alma Road 
Works, Millfield, Peterborough, £34,500. 
S. Dodson and_ Son, architects, Priestgate 
and Smart and Partners, quantity surveyors, 
Market Place Chambers. Work com- 
menced. 

Pewsey, Wilts.—Modernisation of 1 to 8 Ever- 
leigh Road, Collingbourne Ducis, for R.D.C., 
including the construction of a sewage 
pumping station and rising main. W. E. 
Hall, engineer and surveyor—W. J. New. 
Collingbourne, Kingston, £3,448 (accepted); 
A. J. Dunning and Son, Ltd., £3,570. Work 
commencing Oct. 

St. Ives, Hunts.—Painting 57 houses at Little 
Farthing Close, for B.C—Howes and 


Hutson, £768 (recommended, in lieu of 
previous tender). F 
Sandbach, Ches.—Further extensions. at 


Elworth factory for Murgatroyd’s Salt and 
Chemical Co., Ltd., including the building 
of extensions to the following sections: 
mercury cell, rectifier, brine treatment, 
caustic storage tank bases, chlorine dyers, 
refrigeration, first and second stage com- 
pressors and chlorine storage —J. Gerrard 
and Sons, Ltd., Swinton, Lancs. Estimated 
cost £100,000. Bernard Taylor and Asso- 
ciates, architects, 16 Kennedy Street, Man- 
chester, 2, and Tozer and Partners, quan- 
tity surveyors, Sunlight House, Man- 
chester, 3. 

Sheffield. —— Extension to Halifax Women’s 
Hall of Residence at Endcliffe for the Uni- 


versity. M. J. Gleeson (Contractors), Ltd., 
Chantry House, Chesterfield Road, Shef- 
field, 8. Hadfield, Cawkwell and David- 


son, architects, 17 Broomgrove Road, 
Sheffield, 10; Whitehead and Nodder, quan- 
tity surveyors, 15 Montgomery Road, Shef- 
field, 7, and Hoare, Lea and Partners, 
mechanical consultants, 23 St. James Road, 
Edgbaston, Birmingham. Work commenced. 
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Shrewsbury, Salop.—Erection of a secondary 
modern school at Harlescourt Grange 
estate for Co. E.C—-G. Wimpey and Co., 
Ltd.. Hammersmith Grove, London, W.6, 
£129,135 

Stamford, Lincs. — Erection of mortuary and 
post-mortem rooms at Stamford and Rutland 
Hospital for the East Anglian Regional 
Hospital Board—E. Bowman and Sons 
Cherry Holt Lane, Stamford, £6,034 (recom- 
mended). 

Stourbridge, Worcs.—Supply and _ erection 
of three temporary shops at Lye Cross for 
B.C.—Vic Hallam, Ltd., Nottingham, £1,096 
(recommended). 

Stowmarket, Suffolk.—Construction of bath- 
rooms and kitchenettes on top floor of Stow 
Lodge Hospital for the East Anglian 
Regional Hospital Board—A. J. Gibbons and 
Son, Ltd., Crowfield, Ipswich, £2,987 (recom- 
mended). 

Tynemouth, Northumb. — Erection of branch 
library with two flats above on the Coast 
Road at Billy Mill, North Shields, for 
B.C. D. M. O’Herlihy, borough engineer— 
R. Sleightholme, Ltd., St. Oswin’s Place, 
Tynemouth. 

Walsall, Staffs.—Following for B.C.: Erection 
of an occupation centre at Brewer Street— 
A. J. Downes and Sons, Ltd., 115 Walsall 
Road, Aldridge, £36,938; reorganisation of 
the Central Library—Deacon and Board- 
man, Ltd., Algernon Street, Walsall, £12,900 
(recommended, subject to Ministry 


proval). 

Woodbridge, Suffolk.—Building work in con- 
nection with imstallation of lift at St. 
Audry’s Hospital, Melton, for the East 
Anglian Regional Hospital Board—Direct 
Labour (recommended). Estimated cost 





£2,380 
Yeovil, Som.—Reconstruction of public 
baths for B.C.—Staverton Contractors, 
Ltd., Totnes, Devon, £118,719 (recom- 
mended). 

DEMOLITION 


Ashton-under-Lyne, Lancs.—Demolition of 62- 
70 Bradgate Street, 189-221 Park Street and 
67-75 Margaret Street (properties included 
in redevelopment areas) for B.C—J. Scho- 


field, Stalybridge, Ches., £150 (recom- 
mended) 
Brighton, Sussex.—Demolition of Mile Oak 


pumping station for B.C_—W. Demolitions, 
Ltd., Brighton, £259 (recommended); Surface 
Maintenance Services, Ltd., £844; K. Miko- 
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Fit the right rope .... 


and you'll get the best results. Sound advice 
from a man who really ‘knows the ropes’. 
But do you know what your equipment needs? 
Round or Flattened Strand ? 

Langs or Ordinary Lay? 

Preformed or not? 


All good reasons for calling in Whitecross * 


* For schedule replacement, emergency or just 
honest advice about wire ropes contact 


Whitecross, we're on the job all the time. 


FIT TUFFDIGGA 


WIRE ROPES 


THE WHITECROSS- COMPANY LIMITED » WARRINGTON »* LANCS « Tel: Warrington 3020! Telex :- 62251 
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lay and an, Ltd., £990; H. Pannett, Ltd., 
£1,766; W. H. Hallam, £2, 288; S. M. Tidy 
(Public Works), Ltd., £2,325; Specialised 
Explosives Services, £2, 432; Universal Weld- 
ing and Construction Co., Ltd., £7,789. 

Gosport, Hants. — Demolition, clearance and 
levelling required on the site allocated to 
Camper and Nicholsons, Ltd., in_ North 
Street for B.C.—Treloar and Son (Contrac- 
tors), Ltd., 68 Brockhurst Road, Gosport, 
£660 (recommended). 

Hornsey, Middx.—Demolition of 44 properties 
in Campsbourne and Myddleton Roads for 
B.C.—H. Kirk, £426. Work commenced. 


ELECTRICAL 


Aylsham, Norfolk.—Electrical work, including 
rovision of a stand-by generator, at St. 
Michael's Hospital for the East Anglian 
and C2. Hospital Board—Mann Egerton 

Co., Ltd., Norwich, £1,815 (recom- 


Suey Y St. EE teente, Suffolk.—Following at the 
Nurses’ Home, West Suffolk General Hos- 
pital, for the East Anglian Regional Hospital 

Board: Electrical installation — Norwich 
Electrical Co., Ltd., 1 Exeter Street, Nor- 
wich, £7,633; lift installation—Evans Lifts, 
Ltd., Leicester, £3,740 (recommended). 

Cambridge. — Electrical work in new boiler 
house at Fulbourn Hospital for the East 
Anglian Regional Hospital Board—Mann 
Egerton and Co., Ltd., 5 Prince of Wales 
Road, Norwich, £1,406 (recommended). 


FENCING 


Hornsey, Middx.—Erection of approximately 
847yd. of boundary fencing at Muswell 
Hill Sports Ground for B.C—H. L. 
Holdrup and Sons, Ltd., 139 Bells Hill, 
Barnet, Herts., £412 (recommended). 


GAS AND WATER SUPPLY 


Border, Cumb.—Extension to the Crew Fell 
water supply scheme, involving the laying 
of 2,850yd. of 3in. mains, for R.D.C. 
W. Skerry, surveyor—John Corbett, 28 Cor- 
poration Road, Carlisle (subject to Ministry 
approval). 

Brighton, Sussex.—Following for B.C.: Supply 
and installation of pumping plant at 
Patcham pumping station—Hayward Tyler 


and Co., Ltd., Luton, £24,456 (recom- 
mended); Berry Hill (Engineers), Ltd., 
£25,063; British Pleuger (Submersible) 


Pumps, Ltd., £26,459; Harland Engineering 
Co., Ltd., £30,744. 

Sinking of boreholes in Valley Gardens, 
etc. — George Stow and Co., Ltd., Henley- 
on-Thames, £2,713 (recommended); Le 
Grand Adsco, Ltd., £3,671; Duke and 
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Ockenden, Ltd., £3,911; F. Smith and Son 
(Grimsby), Ltd., £4,110; Guthrie Allsebrook 
and Co., Ltd., £4,466; Ground Engineering, 
Ltd., £5,661. 

Cheltenham, Glos.—Improvements of pre-war 
Council houses, 7-11 and 14-18 Lynworth 
Lane, 1-8 Bavon Cottages and 1-4 Nut 
Orchard, Twyning, for R.D.C,— Perks 
Bros., Church Street, Eckington, near Per- 
shore, £9,418. Work about to commence. 

Cricklade and Wootton Bassett, Wilts.—Lay- 
ing about 730yd. of 9in. diameter asbestos- 
cement water main at Vasterne, Wootton 
Bassett, for R.D.C. J. C. Grindley, engi- 
neer and surveyor—North Wilts. Sanitary 
and Heating Co., Ltd., Station Approach, 
Newport Street, Swindon, £2,266. 

Dowlais, Glam.—Foundations for butane 
tanks at Dowlais for Wales Gas Board— 
Davies, Middleton and Davies, Ltd., Phoenix 
Works, Caerphilly Road, Cardiff. 

East Elloe, Lincs.—Water main distribution 
scheme, contract 19, for R.D.C., comprising 
the laying of approximately 37 775yd. of 4in. 
diameter and 3in. diameter asbestos-cement 
class B_ pipes, together with valves, 
hydrants and ancillary works, in various 
parts of the rural district. H. Rippin, water 
engineer and manager — W. Emerson, 
Ashby, Spilsby, Lincs., £12,738 (accepted); 
Stamford Construction Co., Ltd., £14,545; 
G. E. Atkin, £14,917; Grocock and Day, 
Ltd., £17,344; Gregory Construction, Ltd., 
£20,243; Mangan and Co., Ltd., £23,987: 
Biggs Wall and Co., Ltd., £24,075; William 
Press and Son, Ltd., £28,583. Work com- 
mencing October-November. 

Midhurst, Sussex.— Construction of a pump- 
ing station, installation of pumps, and the 
construction of short hengthe of cast-iron 
link main, together with ancillary works, 
at Easebourne and Henley for R.D.C. 
K. C. Parker, engineer—James Lee and Son, 
New Road, Midhurst, £1,852 (accepted); 
R. H. McCullock, Ltd., £2,189; A. L. i, 
Davis (Public Works), Ltd., £2,235; Bridg- 
waters (Public Contractors), Ltd., £2,433. 
Work commencing October, 

Northumberland. — Following for the Coquet 
Water Board _ S. G. Barrett, engineer and 
manager—laying northern trunk main, con- 
tra't 6, commencing at Warkworth in the 
rural district of Alnwick and terminating 
at Windy Law in the rural district of Bel- 
ford—Wm. P. MacNamara, 477 Gorgie 
Road, West Edinburgh, £91,531. Work 
about to commence. 

Construction of two service reservoirs at 
Hedgeley and on in the rural dis- 
trict of Alnwick—J. G. Green and Sons, 
Ltd., Warkworth, £27,232. Work to com- 
mence before the end of the year. 
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Laying of 4in. and 8in. 
water main at Ramsey 


St. Ives, Hunts. 
asbestos-cement 





Road for B.C.—Felix Murray, St. Ives, 
£899 (recommended); T. Rule and Sons, 
Ltd., £1,025; G. Hanney and Sons, 


£1,069; Biggs, Wall and Co., Ltd., £1,244. 
South Cambridgeshire. — Eastern area water 


supply scheme, contract 4, for R.D.C., com- 
prising the construction, testing and 
maintenance of approx. 44 miles of 
asbestos-cement water mains, together with 
valves, fittings, and all other works 
incidental thereto. Lemon and_ Bilizard, 
Council’s consulting engineers, 59 Tufton 


Street, | Westminster, W.l—G._ E. 

Atkin and Don, Ltd., Portland Place, 

rT Lines., £18,542. Work commencing 
OV 

West Kesteven, Lincs. — Provision and laying 
of about 1,500yd. of 6in. diameter spun-iron 
pipe water mains with flexible joints, etc., in 
the parish of Heydour as an extension "for 
Quarry Farm, Ancaster, for R.D.C. Elliott 
and Brown, consulting engineers, Stanley 
House, Pelham Road, Nottingham—Stam- 
ford Construction Co., Ltd., Uffington 
Road, Stamford, £3,953. 

Wisbech, I. of E.—Construction of water 
storage tanks at Clarkson Hospital for the 
East Anglian Regional Hospital Board- 
J. A. Sandover and Co., King’s Lynn, £5,060 
(recommended). 


HARBOURS, PIERS AND SEA DEFENCE 
WORKS 


Hull.—Construction of a 2,400ft. long quay. 
roads, and rail services at King George 
Dock, including four cargo transit sheds, for 
British Transport Commission—A, Monk 
and Co., Padgate, Warrington, £14m. 

Wallsend, Northumb.—Construction of con- 
crete shipbuilding berth and crane gantry 
served by two 60-ton monotower cranes at 
the Wallsend shipyard of Swan Hunter and 
Wigham Richardson, Ltd. T. F. Burns 
and Partners, consulting engineers, 3 Elli- 
son Place, Newcastle upon Tyne—Balfour 
Beatty and Co., Ltd., London. . 


HEATING AND VENTILATING 


Bury St. Edmunds, Suffolk. — Mechanical 
engineering for new nurses’ home at West 
Suffolk General Hospital for the East 
Anglian Regional Hospital Board—H. W. 
Dutton and Co., Ltd., 25 Victoria Street, 
London, S.W.1, £14,32 3 (recommended). 


Folkestone, Kent.—Installation of a central 
heating system at St. Martin’s Church of 
ee Primary School, Cheriton— 


Jenner and Son, Ltd., 5 Bouverie Road, 
East Folkestone. Estimated cost £600. 
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HOUSING SCHEMES 


Ashton-under-Lyne, Lancs. — Seven houses at 
Lordsfields for B.C—F. Gammon and Son 
(Manchester), Ltd., 64 Osborne Road, Man- 
chester, 19, £10,369 (recommended). 

Aylesbury, Bucks.—Twenty-six houses and 34 
garages at the Oakfield housing estate, 
fring Road, for B.C—Direct Labour, 
£39,529. 

Berwick-upon-Tweed, Northumb. — Erection 
of six flats at Woolmarket for B.C.—J. H. 
Pierce, Osborne Road, Tweedmouth, 
Berwick. Work commencing November. 
galows at Tydd St. Giles for R.D.C.—C. R. 
Peggs, Ltd., Wentworth, Leverington Road. 

Bexhill-on-Sea, Sussex.—Twelve aged persons’ 
flats on Sidley Green estate for B.C. 
Knights, Ltd., The Mount, West Hoathly, 
East Grinstead, Sussex. 

Brighton, Sussex. — Twenty-eight bungalows 
at Bexhill Road/Netherfield Green, for B.C. 
—Saunders (Contractors), Ltd., London 
Road, Burgess Hill, £50,068 (recommended); 
Cox (Public Works), Ltd., £52,021; T. J 
Braybon and Son, Ltd., £52,709; George 
Comber and Co., Ltd. £53,210; J. G. 
Robinson and Sons, Ltd, £56,894; A.]J 
Construction, Ltd., £60,052; J. W. Ridge 
Ltd., £64,054; Field and Cox, Ltd., 
£66,100. 

Bury St. Edmunds, Suffolk. —- Conversion of 
1 Hospital Road into two flats for medical 
staff of West Suffolk General Hospital for 
the East Anglian Regional Hospital Board 
Barbrooke Bros., Westley Road, Bury St 
Edmunds, £1,195 (recommended). 

Chester.—Six bungalows and 12 houses at 
Parkway, Saughall, for R.D.C. 7 CC. 
Eaton, architect—A. Halliwell and Son, 
Ltd., The Mount, Long Lane, Upton 
Chester, £24,399 (accepted); T. Warringion 
and Sons, Ltd., £24,780. 


Cromer, Norfolk. — Erection of medical 
officer’s bungalow at Mundesley Hospital, 
for the East Anglian Regional Hospital 
Board—B. E. Gotts, Sunnyside, Trunch 


Road, Mundesley, Norwich, £4,892 (recom- 
mended). 

Dunfermline, Fifes—Erection of three 12- 
storey blocks of flats at Broomhead Park 
for B.C.—George Wimpey and Co., Ltd., 37 
Drumsheugh Gardens, Edinburgh, 3. 

Eston, Yorks.—Two hundred and four dwell- 
ings, Church Lane estate, section 1, for 
U.D.C. N. C. Harrison, engineer and sur- 
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veyor—Stephen Coates, Ltd., North 
Ormesby, Middlesbrough. 

Hale, Ches.—One block of three shops with 
flats over, on the Delahays Road estate for 
U.D.C.—Frank Berry and Son, Ltd., 226 
Wilderspool Causeway, Warrington, Lancs. 

Halesworth, Suffolk.—Erection of a house for 
matron and secretary of Blythburgh and 
District Hospital for the East Anglian 
Regional Hospital Board—Cooper and 
Denny, Enfiderville, Covert Road, South- 
wold, £3,561 (recommended). 

Keighley, Yorks.— Ninety-three three-bed- 
room houses on the Hainworth Wood Road 
estate for B.C. E. G. Felgate, borough 
architect—F. W. Heaton (Builders), Ltd., 
Crossflatts, Bingley. 

Matlock, Derbys.— Five Homeville one-bed- 
room type 1B-2 bungalows at Goldhill, 
Tansley, for U.D.C. N. Chamberlain, engi- 
neer and surveyor—Ripleys, Ltd., Outram 
Street, Ripley, Derbys. 

Newcastle upon Tyne.— Following for City 
Council—48 maisonnettes in four-storey 
construction and eight garages in Shieldfield 
redevelopment area (Napier Street) and 108 
maisonnettes in four-storey construction, 
15 houses and 54 garages in the Walker 
redevelopment area (Walker Road) —J. H. 
Fisher and Co, (Newcastle), Ltd., 12 Lans- 
downe Terrace, Gosforth, Newcastle upon 
Tyne, 3, £108,987 and £323,495, respec- 
tively; 125 houses, 12 flats in two-storey 
construction and 63 garages on the New- 





biggin Hall estate, group 15—John Twin- 
ame, Ltd. Allerdale House, Brigham, 
Cockermouth, Cumb., £254,013 (recom- 


mended, subject to Ministry approval). 

Oxford. — Twelve houses at Green Road, for 
City Council—A. C. Carter (Oxford), Ltd., 
Green Road, Headington, Oxford, £22,572 
(recommended). 

Pewsey, Wilts.—Eight two-bedroom bungalows 
and the construction of siteworks on the 
North Tidworth estate for R.D.C. Sutton, 
Griffin and Sweetnam, architects, 87 North- 
brook Street, Newbury—Sturgess Bros., 
Appleshaw, Andover, £12,477 (accepted); 
Eades Bros., Ltd., £13,876; W. Marshall 
(Andover), Ltd., £13,942; Rostellan, Ltd., 
£17,416. Work about to commence. 

Teifiside, Cards.—Thirty-eight houses and 
bungalows at Maesglas for R.D.C.—Gee. 
Walker and Slater, Ltd., Uttoxeter Old 
Road, Derby. 
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Wem, Salop.—Four houses and two b |\Ows 
and improvements to two houses at Pickhill, 
Burlton, for R.D.C. i Brown, 
architects, District Bank Chambers, Hanley, 
Stoke-on-Trent—J. H. Grindall and Sons, 
High Street, Wem, £11,459 (accepted); R. J. 
Hinks, £12,804; Whitchurch (Salop), Con- 
tractors, £12,457; R. Webster, £12,416; 
Allman (Builders), Ltd., £11,566. 

Wisbech, I. of E.—Four houses and two bun- 
Wisbech, £9,992, 


PLANT AND MECHANICAL TRANSPORT 


Hornsey, Middx.—Supply of following for 
B.C.: 5-ton Thames Trader truck—Landor 
Motors, Ltd., £1,129; 5-ton Thames Trader 
truck—Furrows, Ltd., £1,121; 4-ton Thames 
Trader truck—Frank G. Gates, Ltd., 79 
High Road, London, E.18, £972; mechanical 
road sweeper—Lewin Road Sweepers, Vic- 
teria’ Works, Hill Top, West Bromwich, 
Staffs, £3,250; refuse collection truck— 
Reliance Motors, Ltd., £1,497; Land-Rover 

-Harvey Hudson and Co., Ltd., 45 High 
Road, London, E.18, £805 (recommended). 

Pontypridd, Glam.—Supply to Mill Field 
depot of the following vehicles for U.D.C.: 
(Contract a) Two Karrier Gamecock 
general haulage vehicles and two Karrier 
Bantam dual tip refuse collecting vehicles; 
(b) one Ford Thames 7cwt. van. W. Cecil 
Evans, engineer and surveyor—(Contract a) 
T. and C. Button, Britannia Motor Depot, 
Pengam, Mon., £5,494; (b) R. J. Bown, Ltd., 
Broadway Garage, Pontypridd, Glam., £415. 

Yeovil, Som.—Supply of a Bray bulldozer 
fitted with a_ Ford six-cylinder diesel 
engine for B.C—W. R. Selwood, Ltd., 
Chandler’s Ford, Hants, £3,627 (recom- 
mended). 


PLAYING FIELDS, PARKS, ETC. 


Hornsey, Middx.—Provision of a hard sur- 
face playing area for the Bishopswood 
Modern School for E.C.—St. Mary’s (Con- 
tractors), Ltd., 273 Sussex Way, London, 
N.19, £13,234 (recommended). 


RAILWAY ENGINEERING 


British Railways.—Following contracts placed: 
Eastern Region: 

Construction of a single-storey building 

on the down side at Colchester station— 

Hutton (Builders), Ltd., Birch, Colchester. 
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Modern drainage schemes call for 
pipes of strength and durability—pipes 
that will ensure a lasting, reliable and 
trouble-free service. ‘‘Rock’’ Concrete 
Flexible Jointed Spun Pipes will meet 
the need in every respect. Full details 
and technical information will gladly 
be supplied on request. 
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Demolition of existing buildings and 
construction of new buildings for passenger 
and staff accommodation at Yarmouth 
Vauxhall station—R. G. Carter, Ltd., 
Drayton, Norwich, Norfolk. 

Reconstruction work at Rainham station 
—Kirk and Kirk, Ltd., Atlas Works, 287 
Upper Richmond Road, Putney, S.W.15. 

Alterations and improvements to 57 
houses in Ellis Street, Brinsworth— T. and 
H. Hopkin, Ltd., Torworth, Retford. 

Removal of redundant assets and other 
works at Blyton, Walkeringham, Becking- 
ham, Sturton, Ranskill, Crow Park and 
Carlton-on-Trent stations—C. Coleshaw, 
165b Carholme Road, Lincoln. 

Supply of steelwork for the reconstruc- 
tion of Harringay Viaduct, bridge 23, over 
main, goods and suburban lines, between 
Harringay West and Hornsey — Fairfield 
Shipbuilding and Engineering, Ltd., Chep- 
stow Bridge and Constructional Works, 
Chepstow, Mon. 

Supply, delivery and erection of electrical 
installation at Chelmsford station — Drake 
and Gorham (Contractors), Ltd., 36 
Grosvenor Gardens, London, S.W.1. 

Station improvements at Westcliff-on-Sea 
station — Holland & Hannen and Cubitts 
(Great Britain), Ltd., 1 Queen Anne’s Gate, 
London, S.W.1. 

Repairs to reinforced concrete sub- 
structures at Harwich and Parkeston Quay 


—Concrete Proofing Co.,_ Ltd., 116 
Richmond Road, Kingston - on - Thames, 
Surrey. 


Reconstruction of goods shed roof at 
Maldon East goods depot—George Simpson 
sor. Ltd., 53 Ebury Street, London, 

Supply and installation of a 100-line 
private automatic branch telephone ex- 
change at Colchester — Reliance Telephone 
a pee 43-47 Parker Street, London, 


Demolition of existing loading dock, store 
building and oil store and the construction 
of new workshop and messroom building 
and cycle shed at Tilbury (Riverside) 
station—Kirk and Kirk, Ltd., Atlas Works, 
Putney, London, S.W.15. 


London Midland: 


1960 fencing renewal programme for 
Manchester district—J. B. Corrie (Flex- 
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tella), Ltd., Cromwell Road, South Ken- 
sington, London, S.W.7. 

1960 fencing renewal programme for 
Northampton district—-A. J. Binns, Ltd., 
ha Works, St. Pauls Road, London, 


Reconstruction of booking and inquiry 
offices at Chester General Station—Morton 
Browne, Ltd., Cow Lane Bridge, Chester. 

Erection of progress office at Crewe Loco- 
motive Works—Seddon (Stoke), Ltd., 53 
Duke Street, Fenton, Stoke-on-Trent. 

Earthworks and drainage at Grange 
Junction Sidings, Etruria, Stoke-on-Trent- 
H. Camm and Co., Ltd., Birdholme House, 
Derby Road, Chesterfield. 

Construction of oil separators at 
Upperby Motive Power Depot, Carlisle 
Border Engineering Contractors,  Ltd., 
Queen Street, Whitehaven. 

Repairs and repointing to brickwork at 
Gilbrook Viaduct, Awsworth—John E. B. 
Wheatley, Ltd., Diamond Avenue, Kirkby- 
in-Ashfield, Notts. 


North-eastern Region: 


Construction of repair pits and asso- 
ciated works at the new diesel erecting shop 
at North Road Works, Darlington —G. 
Dougill and Sons, Ltd., Darlington 

Provision of timber ribands and chesses 
and hire of Bailey bridges required in con- 
nection with the repair of bridge 229, Bog 
Lane, on the East Coast main line north of 
York—Thos, Storey (Engineers),  Ltd., 
Stockport. 

Provision of a heating and hot water in- 
stallation and associated builders’ work at 
Clavering House, Newcastle—The Bright- 
side Heating and Engineering Co., Ltd., 
Newcastle. 

Provision of centralised heating, water 
and ventilating systems for the District 
Engineer’s Offices at Darlington— W. 
Richardson and Co., Ltd., Darlington. 

Demolition of earthworks, drainage, 
roadworks, etc., required in connection with 
the modernisation of the forwarding shed 
at Bradford Valley Goods Depot — Cawood 
Wharton and Co., Ltd., Harrogate. 

Improvements to 25 railway houses in 
Wenlock Road, South Shields—Wesley H. 
Oliver, Ltd., Newcastle. 

Part reconstruction and widening of 
bridges 36 and 36a at Apperley Bridge and 
Rawdon—Cleveland Bridge and Engineer- 
ing Co., Ltd., Darlington. 





Cuckfield, 
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Provision of heavy duty test equipment 
for fuel pumps, injectors, etc., for the main- 
tenance of diesel main line locomotives at 
North Road Works, Darlington — Leslie 
Hartridge, Ltd., London, W.1. 

Provision of water treatment plant for 
Heaton Motive Power Depot — Paterson 
Engineering Co., Ltd., Glasgow. 

Renewal of concrete waybeams in | and 2 
carriage washing sheds, Neville Hill 
Leeds—F, Whittaker and Co., Leeds. 

Installation of a hot water heating 
system at Bradford Valley Goods Depot— 
Raines (H. and V.), Ltd., Wakefield. 

Construction of a stacking ground and 
roadway at Liversedge (Spen) Goods Depot 
J. W. Mitchell and Son, Ltd., Halifax. 


RIVER AND FLOOD PREVENTION 
WORKS 


Nottingham.—Cleaning and dredging of the 


Fairham Brook at Clifton Bridge for the 
Fairham Brook Internal Drainage Board— 
Butterworth and Partners, Ltd., Langley 
Mill. Nottingham. 


Walsall, Staffs.— Improvement of the steam- 


course at Little Bloxwich for B.C.—J. Toole, 
Ltd., Bilston, £1,363 (recommended). 


ROADS, BRIDGES AND SITE WORKS 


Bathgate, West Lothian.—Conversion of about 


a mile of the Edinburgh-Glasgow trunk 
road (A.8) to dual carriageway and the 
construction of a new subsidiary road with 
a flyover junction together with a system 
of sliproads and underpasses for C.C. Sir 
Alexander Gibb and Partners, consulting 
engineers, 45 Northumberland Street, Edin- 
burgh, 3—John Laing and Son, Ltd., 4 
Woodlands Terrace, Glasgow, C.3, £350,000. 


Bedfordshire.—Widening and realignment of 


the Bedford-Ampthill Road, A.418, in the 
vicinity of Cow Bridge, over a length ot 
900yd. for C.C. S. W. Lynn, county sur- 
veyor—Amey’s Asphalt, Berks., £33,335. 
Work commencing Oct. 1. 


Brighton, Sussex. — Reconstruction of Dyke 


Road Drive Bridge for B.C.—Cleveland 
Bridge and Engineering Co., Ltd., Smith- 
field Road, Darlington, £89,582. 

Sussex.—Roadworks, etc., Vale 
Road and Sheppeys, Haywards Heath, for 
U.D.C. R. J. Willett, engineer and sur- 
veyor—H. Pannett (Civil Engineering), Ltd., 
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FEDERATED 


EMPLOYERS’ 


INSURANCE ASSOCIATION LIMITED 


STREET WORKS BONDS 


Head Office: 77 Whitworth Street, Manchester, | 


(Telephone: Central 8933) 


Branches and Representatives throughout the country 
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Brighton, £17,554. 
of October. ‘ 

Essex.—Improvement of the London-Norwich 
trunk road , A.Il, at the junction with the 
A.130, for C.C. H. J. Berry, county sur- 
veyor—W, and C. French, Ltd., 50 & 
New Road, Buckhurst Hill, Essex, £31,614. 
Work commenced. 

Gateshead, Dur.—Site works for new factory, 
Team Valley trading estate, for Smith’s 
Delivery Vehicles, Ltd.—Dowsett Engineer- 
ing Contractors, Ltd., Durham Road, Low 
Fell, Gateshead. 

Herefordshire. —- Improvement of Newport- 
Shrewsbury trunk road, A.465, north and 
south of Pontrilas, for C.C., involving earth- 
works, drainage and carriageway construc- 
tion. The work extends over a length of 
14 miles. D. H. Banks, county surveyor 
W. Bengry and Sons, Ltd., Kingsland, near 
Leominster, £30,880. Work commencing 
mid-October. 

Herne Bay, Kent.—Making-up of Clare Drive 
(part), Blean View Road (part), Fife Road 
(part) and Blackburn Road (part), West 
End estate, for U.D.C.—The Wingham 
Engineering Co., Ltd., Wingham, Canter- 
bury, £15,588 (accepted); Greenhill Con- 
struction Co., Ltd., £17,408; J. W. Elling- 
ham, Ltd., £17,999; A. Wyles and Son, Lta., 
£15,928; C. Jenner and Sons, £18,984; 
Richard Costain (Construction), Ltd., 
£18,751; Bensted Contractors, Ltd., £16,725; 
Maidstone Contractors, Ltd., £16,851; 
Bowzell, Ltd., £17,950; Johnson Bros. 
(Aylesford), Ltd., £19,161. 

Hornsey, Middx.—Following for B.C.: Paving 
and kerbing work, 1960-61—J. B. Riney, 
£3,974; 800 tons slag chippings for surface 


Work commencing end 





dressing of district roads during 1960— 
Portishead Slag Co., Ltd., £1,280 (recom- 
mended). 


London.—Improvement works to Gresham 
Street, between King Street and Milk Street, 
for City of London Corporation—Willment 
Bros., Ltd., Baltic Wharf, Waterloo Bridge, 
London, S.E.1], £7,750 (recommended); 
Mowlem (Civil Engineering), Ltd., £8,022; 
Howard Farrow, Ltd., £8,054; Fitzpatrick 
and Son (Contractors), Ltd., £8,198; William 
F. Rees, Ltd., £9,764. a h 

Lytham St. Annes, Lancs,— Resurfacing of 
forecourts, footpaths, verges and ancillary 
works for 64 flats on the Smithy Lane hous- 
ing site, for B.C_—Hammond Heaton and 
Co., Ltd., 44 Cherry Tree Road, Blackpool, 

Rochester, Kent.—Construction of 1,214 sq. 
yd. of access road and forecourt in hardcore 
and tarmacadam to serve 43 lock-up 
garages at Haig Avenue for W. E. R. Randall 
and Sons—Hodsons, Ltd., Gravesend. 

Stourbridge, Worcs. — Reconstruction and 
widening of Glasshouse Hill (part) for B.C.— 
P. O'’Boyle, Haywharf Garage, Pensnett 
Road, Brierley Hill, £4,788 (recommended, 
subject to C.C. approval). 


Tynemouth, 


Wigston, 
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Sunderland, Dur. — Following for B.C.: Con- 
struction of paths and drainage works for 
additions to Barnes Park—Edwin Clarkson, 
Ltd., Station Approach, East Boldon, 
£11,159; construction of tennis courts and 
access road to sub-station on the North 
Hylton industrial estate—Direct Labour, 
£11,455; completion of roads and sewers in 
the East Cross Street redevelopment area— 
Irving Smith, 2 Canberra Road, Sunderland. 


Northumb. — Construction of 
temporary roadway across Northumberland 
Dock, North Shields, to give access to new 
berths for the Esso Petroleum Co., and the 
Tyne Tanker Cleaning Co. for the Tyne 
Improvement Commission—Alston Lime- 
stone Co., Ltd., Lynwood Terrace, Westgate 
Road, Newcastle upon Tyne. 


Walsall, Staffs—Improvement of Stoney Lane, 


Bloxwich, including Teece’s Bridge, for B.C. 
—Egas, Ltd., Reddicap Industrial Estate, 
Coleshill Road, Sutton Coldfield, £22,613; 
and Direct Labour, £2,570 (recommended). 


Wellingborough, Northants.—Construction of 


a footpath together with incidental works 
from London Road to Mill House estate, 
Bozeat, contract 237, for R.D.C. Go. E. 
Hanwell, surveyor—R. Bridgman and Co., 
Wollaston, Wellingborough, £451 (ac- 
cepted); Elliott and Dobbs, £475; . Holyoak 
and Co., Ltd., £545; C. H. Smith and Sons, 
Ltd., £667; R. E. Crawley, Ltd.. £879: 
K. Church, £909; Drybrook Quarries, 
Ltd., £947. Work commencing October. 


Leics.—Carriageway, footpath and 
surface water drainage works for the recon- 
struction of Glengate, South Wigston (ap- 
proximately 210 lin. yd.), for U-D.C. 
F. Isherwood, engineer and surveyor— 
H. Collington and Sons, Ltd., Wymeswold, 
Leics.. £2,897 recommended). Work com- 
mencing October. 


SEWERAGE, SEWAGE AND REFUSE 
DISPOSAL 


Axminster.—Hawkchurch sewerage and sew- 


age disposal scheme, comprising the con- 
struction of approximately 1,000yd. of 6in. 
diameter s.g.w. sewers and manholes, 
together with small sewage disposal works. 
including screening chamber, settling tanks, 
filter and sand treatment, and other in- 
cidental works for R.D.C. John H. Haiste 
and Partners, consulting engineers, 8-10 
Southgate Street, Gloucester — Northcotts 
of Exeter, Ltd., Exeter. £9,375 (accepted): 
Devon Contractors, Ltd., £10,362; Leonard 
Fisher, Ltd., £12,108. 

Aylesbury, Bucks.—Construction of fou] and 
surface water sewers, varying in diameter 
from 9in. to 48in., including mass concrete, 
concrete ring and brick manholes, and 
ancillary works at Buckingham Road for 
B.C. G. B. Hannay, borough engineer and 
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surveyor—Frain Bros. (London),  Ltd., 
London, N.W.9, £43,350 (in lieu of previous 
tender; subject to Ministry approval). 

Battle, Sussex.—Brede and Broad Oak 
sewerage, comprising construction of ap- 
proximately 1,200yd. of 7in. and 6,100yd. 
of 6in. stoneware concrete sewers, includ- 
ing manholes, etc., 1,450yd. 4in. spun-iron 
pumping main, and a diverter station, and 
sewage treatment works, consisting of 
screening chambers, settlement tanks. dos- 
ing chamber, percolating filters, humus 
tanks, sand filters, sludge beds and works 
pumping station, etc. John Taylor and 
Sons, consulting engineers, Artillery House. 
Artillery Row, Westminster, S.W.1—T.H. 
Contractors, Ltd., 300 Chiswick High Road. 
London, W.4, £88,600. Work to commence 
about Oct. 17. 


Bebington, Ches.—Construction of the Clatter 
Valley sewer for B.C.—Norwest Construc- 
tion Co., Ltd., Ruthven Road, Waterloo, 
Liverpool, 22, £34,644 (recommended, 
subject to Ministry approval). 

Birmingham.—Construction of four reinforced 
concrete humus tanks, 80ft. internal dia- 
meter, with associated supply and effluent 
system, including excavation, plain and 
reinforced concrete, cast iron and concrete 
mains, mechanical and electrical equip- 
ment, adjacent to existing works at Min- 
worth, for the Birmingham Tame and Rea 
District Drainage Board—C. Bryant ana 
Son, Ltd., Small Heath, Birmingham, 10, 
£149,034. 

Crediton, Devon.—Cheriton Bishop and 
Cheriton Cross sewerage and sewage dis- 
posal scheme for R.D.C. comprising the 
laying of 290 lin. yd. of 9in. and 2,400 
lin. yd. of 6in. spun-iron and glazed stone- 
ware sewers, together with concrete man- 
holes, the construction of a small pumping 
station, a sewage disposal works, and all 
ancillary works. Harvey, McGill and Hayes, 
consulting engineers, 8 Richmond Road, 
Exeter—W. J. Clemens and Co., Ltd., East 
Budleigh, Devon, £23,768. 

Fylde, Lancs.—Laying of 177yd. of 9in. dia- 
meter s.g.w. pipes and the construction of 
appurtenant manholes and house drains at 
Weeton Village, near Kirkham, for R.D.C. 
E. W. Fryer, engineer and surveyor— 
Ernest A. Kay and Co., Ltd., 3 Corona- 
tion Road, Lytham St. Annes, £714 
(accepted); Hardmans Builder (Kirkham), 
Ltd., £995; Baguley and Son, Ltd., £2,280; 
Hayward and Torkington, Ltd. £946; 
Tunney (Engineering), Ltd., £1,043. 

Gloucester.—Construction of a sewage treat- 
ment works at Nethoridge Farm, Hemsted, 
near Gloucester, contract 7, for City Coun- 
cil, comprising the construction of a 
screenhouse, four grit channels, four 
circular settlement tanks, two sludge con- 
solidation tanks, a sludge pumping station, 
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a heater house, four sludge digestion tanks, 
a series of sludge beds, and pipelines, 
manholes, roads, embankments and other 
appurtenant works, together with the supply 
and erection by nominated sub-contractors 
of treatment works machinery. John Taylor 
and Sons, consulting engineers, Artillery 
House, Artillery Row, Westminster, S.W.| 
—M. J. Gleeson (Contractors), Ltd., Cheam, 
Surrey, £423,771. Work commencing shortly 
Haverfordwest, Pembs. — Simpson Cross 
sewerage scheme for R.D.C., comprising 
approximately 620yd. of 6in. sewer with 
manholes and house connections, and the 
construction of a small sewage works with 
fencing, access road and appurtenant works. 
A. J. Davies, surveyor—Davies Bros. and 
Lewis, 10 Maes Ewan, Solva, £3,270 (ac- 
cepted); Gibson and King, Ltd., £3,309; 
Phillips and Marren, £3,592; G. V. 
Williams and Son, £3,865; Hussey Egan 
and Pickmere, £4,215. 

Henley-on-Thames, Oxon.— Construction of 
approximately 1,124 lin. yd. of 12in. dia- 
meter sewer and 8in, diameter rising main, 
a sewage pumping station, and other an- 
cillary works, at Greys Road, H.32 con- 
tract 2, for B.C. Howard i oanaine and 
Sons, consulting engineers, Victoria Station 
House, Victoria Street, London—Aubrey 
Watson, Ltd., Quebec Works, Henley-on- 
Thames. Work commenced. 


Newcastle upon Tyne.—Sewer works at Scots- 


wood Road (Hawes Street) redevelopmeni 
for City Council—George Wimpey and Co., 
Ltd., Hammersmith Grove, London, W.6, 
£5,538 (recommended). 


Norwich.—Construction of sewer connections 


at St. Stephen’s Street and Mile Cross Road 
along the route of the north-west inter- 
ceptor sewer for City Council—Direct 
Labour. Estimated cost £10,000. 


Totnes, Devon.—Morleigh sewerage and sew- 


age disposal for R.D.C. W. D. Waine, engi- 
neer and surveyor —R. C. Pillar and Son, 
Dartmouth, £5,957 (subject to Ministry 
approval); Northcotts (Exeter), Ltd., £6,530: 
W. H. Lonergan, Ltd., £6,892; Devon Con- 
tractors, Ltd., £7,153; Richard Costain, 
Ltd., £7,494. Work commencing Nov. 


Walsall, Staffs—Extension of Bell Road sewer 


for B.C.—Hegarty Kerrigan and McTigue, 4 
Seven Acres, Aldridge, £1,306 (recom- 
mended). 


Yeovil, Som.—Piping length of stream at the 


Lyde Lane 
£3,416 


old isolation hospital site at 
for B.C—C. G. Price, Yeovil, 
(recommended). 


Bridport, 


Welwyn Garden City, 


Winchester, 


Withernsea, Yorks. 


Air Ministry.—Contracts to the 
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STREET LIGHTING 
Dorset.—lInstallation of street light- 
ing at North Allington (group B) for B.C. 
—A.E.I, Lamp and Lighting Co., Ltd., West 
Bute Street, Cardiff, £2,236 (recommended). 


Oadby, Leics.—Supply, erection and wiring of 


A.E.I, aluminium columns, and the suppiy, 
installation, wiring and fixing of electrical 
equipment and cabling thereto on_ the 
Leicester Road and London Road, B.5403, 
for U.D.C.—Midland Lighting and Building, 
Ltd., 167 London Road, Leicester. 


Ripley, Derbys. — Supply, erection and wiring 


of group A concrete columns on the Belper 
Road, B.6347, for U.D.C.— Midland Light- 
ing and Building, Ltd., 167 London Road, 
Leicester £1,129. 

Herts.—Street light- 
ing, north-west development area N- 
supply and erection of 41 group A tubular 
steel columns, complete with lanterns and 
gear for Development Corporation—Abacus 
Municipal, Ltd., Sutton-in-Ashfield, Notts 


Hants.— Erection and_ wiring 
complete of class A and B_ concrete 
columns on the Alresford Road, A.31, for 
City Council—Midland Lighting and Build- 
ing, Ltd., 167 London Road, Leicester, 
£3,623. 

Supply and erection of 
65 sodium discharge lamps and lanterns, 
60-W, complete with all control gear, and 
63 concrete standards, 15ft. high, for 
U.D.C.—A.E.I. Lamp and_ Lighting Co., 
Ltd., 46 Wellington Street, Leeds, 1, £1,504. 
Work commencing at once. 


GOVERNMENT CONTRACTS 


value of 
£4,000 or over for the week ended Sept. 16: 

Building work: Benson, Oxon—Stanley 
Hugh Leach, Ltd., 231-23la Yeading Lane, 
Hayes, Middx.; Marham, Norfolk—Walter 
Lawrence and Son, Ltd., Ventnor House, 
London Street, Swaffham, Norfolk. 

Artificers’ work: Waterbeach, Cambridge, 
etc. — Kerridge (Cambridge), Ltd., Sturton 
Street, Cambridge; Kemble, Glos., ete.— 
Dudley Coles, Ltd., Bath Street Plymouth, 
Devon; Chicksands, Beds.—M. ‘and F. O. 
Foster and Co., Ltd., 23 York Road, 
Hitchin, Herts. 
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Boilers, replacement of, etc.: Aldergrove, 
Crumlin, Co, Antrim, Northern Ireland— 
Vaughan Heating Co., Ltd., 52-58 Corpora- 
tion Street, Belfast, E 

Boilers, conversion to oil firing: Halton, 
Bucks.—J. Williams, receiver and 
manager for the Watkin Heating Co., Ltd., 
72a Blandford Street, London, W.1. 

Improved heating system: Lyneham, Wilts. 
Rosser and Russell, Ltd., Queen’s Wharf, 
Queen Caroline Street, London, W.. 


Ministry of Works.— Contracts placed for 
week ended Sept. 10; 

Buckinghamshire: Psychiatric Prison, 
Grendon Underwood—erection of houses 
and staff hostel—Turriff Construction Cor- 
poration, Ltd., Budbrooke Road, Warwick. 

Lancashire: Prison Commission, Hindley, 
Wigan — erection of houses and garages— 
Sir Lindsay Parkinson and Co., Ltd., 6 
Lambeth Road, London, S.E.1. 

London: Customs and_ Excise Office, 
Surrey Dock—erection—Pugett Construc- 
tion Co., Ltd., 5 Wrestlers Court, Camomile 
Street, E.C.3; Government Offices, Great 
George Street, S.W.l—erection of goods 
lift—Evans_ Lifts, Ltd., Abbey Lane, 
Leicester. 

Warwickshire: Branch Post Office, 
Norfolk House, Smallbrook Street, Birm- 
ingham—alterations—A,. J. Gupwell (Shop- 
fitters), Ltd., 123 Bradford Street, Birm- 
ingham, 12. 

Yorkshire: Telephone Exchange, Garden 
Street, Mexborough—erection—Fred. Pear- 
son and Co., Ltd., 32 Cemetery Road, 
Doncaster. 


War Department.—Contracts placed for the 
week ended Sept. 9: 

Berkshire (Reading): building—H. F. 
Johnson, Ltd., Langley, Bucks. 

Cumberland (Carlisle): building — Eden 
Construction Co., Ltd., Carlisle. 

Devon (Barnstaple): hardstandings— 
W. and J. Glossop, Ltd., Exeter. 

Essex (Shoeburyness): roadwork—W. and 
C. French, Ltd., Romford. 

Leicestershire (Old Dalby): roadwork— 
Cecil Williamson and Co., Ltd., Notting- 
ham. 

London (S.E.18): electrical — Tanjon 
(N/C), Ltd., Sutton, Surrey. ’ 

Worcestershire (Droitwich): decorating— 
Donald Humberstone and Co., Ltd., Louth. 

Yorkshire (Catterick Camp): redecoration 
J. D. Tighe and Co., Ltd., Gainsborough. 


or BRIDGING 


. for sale or hire 


This rroft.! Chord Reinforced Bailey 
Bridge across the main London- , 
Holyhead Railway Line carries full 
highway traffic on the busy A.520. 
Photograph by courtesy of British Railways. 


f 'B oi Y MABEY & JOHNSON LTD 54 Victoria St. London S.W.1. Tel: VIC 8025 (6 lines) 
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Manchester Broughton 3959 - Glasgow Central 0261/2 


Works at Hatfield and Watford | 
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These special features make 
Rapid Metal Formwork the most 
versatile and advanced system available. 


1 Patented Floating Abutment on 
‘A’ Clamp. 


2 Specially shaped Clamp jaws 
which combine with tapered slots 
at 2” intervals on all panel and 


channel flanges. 


3 Layback of 1}° on channel and panel flanges 
ensures extra tight fitting at joints. is 


4 Rigid Panels made from best quality 10 gauge 
sheet steel with the face and flange pressed in one 
operation to form a sharp edge without joints. 
Rust and distortion often found at welded edges 
is prevented. 


Three Clamp sizes are available 
Type A. for fitting panel to panel. 
Type B. for fitting panels to tube waling. 


Type C. for fitting panels to double tube 
or R.S.J. waling. 


RAPID METAL DEVELOPMENTS LIMITED 


HEAD OFFICE: 209 Walsall Road, Birmingham 22B. Telephone: Birchfields 6021 London Office: 47 Victoria 
Street, London, $.W.1. Telephone: Abbey 4077/8 — and at Glasgow, Stockton-on-Tees, Liverpool, Swansea, Exeter, 
Fareham, Dublin, Belfast and in Australia. 








Gives you the 
finest choice 
of the finest 
equipment. 


GAZEWAY PLANT HIRE LIMITED 


One of the GAZE Group of Companies 


PORTSMOUTH ROAD, THAMES DITTON, SURREY. TEL: EMBERBROOK s511 & 6147 (NIGHT 6147) 
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16,000 Ib. 89b.h.p. 


ONE OF THE AVELING-CARFORO RANGE 


The “LG” Motor Grader, the latest addition to the Aveling-Barford range, is designed 
primarily for maintenance work but has power and weight plus many “big grader” 
features enabling it profitably to handle a wide variety of jobs uneconomical for a 
large machine. It is available with 89 or 72 B.H.P. diesel engine. Features include: 
hydraulically operated leaning front wheels; hydraulically operated 
blade movements—raising and lowering; circle side-shift for high- 
lift blade; full rotation of blade circle—all operated from 

the cab; eight blade pitch positions covering 23° arc, 
and same-size tyres all round for better flotation. 
Optional extras include: precision side-shift 

blade, 9-tine hydraulically operated 
scarifier, bulldozer and cab. 

For full particulars please 

write for List No. 1819. 


MG. 20,000 Ib. 113 B.H.P. 
RM. 8,560 Ib. 56 B.H.P. MGH. 21,500 Ib. 113 B.H.P. 


AVELING-BARFORD LIMITED + GRANTHAM 
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Plant Hire 


ee 


CONTRACTORS’ PLANT DIVISION 


W.C. Youngman Limited, Wandsworth Works, 


Wandsworth Road, London S.W.8. 
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YOU GET SO MUCH 
MORE POWER 
FOR YOUR MONEY! 


Full details and 


TT : specification from 
= _. s “ 5O your nearest Fordson 
Main Tractor Dealer... 


or write direct to us. 


COUNTY COMMERCIAL CARS (SALES) LIMITED - FLEET - HANTS - ENGLAND 
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Ww MW il LO S K In house-raft construction 


Specify e . 


(181) BLANKET DAMPCOURSE.~ 


ae 


Geo. Wimpey & Co. Ltd. use BCL Blanket 
Dampcourse. Picture shows film in position. 





BCL Blanket Dampcourse (0:005” thick BCL polythene film) is 
the answer to the problems of moisture penetration into concrete 


e S S e X house-rafts. It stops water rising through the raft into the house 
and, by preventing water-absorption by the concrete, removes the 


D i ST R | i U T 0 R 5 danger of the raft being damaged by frost or sulphate. 


BCL Blanket Dampcourse is 

—waterproof—virtually eliminates moisture-absorption by the concrete; 

—rotproof and chemically inert —will not break down or lose efficiency; 

—tough and flexible —will not easily break or tear when being laid; 

—very easy to handle — the film is light in weight and is simply laid over 
the fill before the concrete is placed; 

—cheap— material and labour-costs are very low. 


f id L } | T S :} i E S) i i D Es ; og Send today for free illustrated 


a booklet incorporating a report 

B iy 7 N T W 0 0 1] P 3 hy S 3 D4 x ; (\ on tests corried out with this (i) BRITISH CELLOPHANE LTD. 
s material by the Industrial Henrietta House, 9 Henrietta Place, 

; * TEENA Lo) Research Laboratories, City of “== London. W.1 

Y mingham PublicWorks Dep 

Telephone BRENTWOOD 2116 (Slines) Birmingham PublicWorksDept. er 
| _ To: British Cellophane Limited 7 
Henrietta House, 9 Henrietta Place, London, W.1. | 
| Please send me, free and without obligation, | 
| your booklet “BCL Blanket Dampcourse”’................. Please tick | 
Please ask your representative to call.......................... a8 appropriate 

NAME 

| ME ; i 
I A iid lean tel a | 
I cz | 








ETT] DUPLEX 


CONTRA-FLOW FULLY AUTOMATIC PADDLE TYPE 


MIXING PLANT 


The Elevated Mixer and Skip are provided with electric 
controls and mixing and discharge of concrete is at the rate 
of 200 tons per day, and one operator only is required. 


Mixing Trough capacity 15 cu. ft. mixed concrete, 30 batches 
per hour. Skip capacity 21 cu. ft. Pre-selection at ground 
\ "i ' level from a detached Control Panel, as illustrated, to operate 
=o Ny ELEVATOR, MIXING, WATER-INJECTION, DISCHARGE 
el. and other controlled features. 
In the TRIANCO CONTRA-FLOW DUPLEX MIXER the 
aggregates are subjected to helicoidal, vertical and horizontal 
motion, hence providing a minimum mixing time—maximum 
strength—and a thorough homogeneous uniform mix. For 
further particulars write to: 


TRIANCO LIMITED 


IMBER COURT, EAST MOLESEY, SURREY 
Tel. EMBerbrook 3300 (8 LINES) 








September 29 1960 THE CONTRACT JOURNAL 1595 


DODGE 





CU LLL MLL 





NTROL MODELS 
INTRODUCING THREE NEW FORWARD GO 
— AND A NEW 354 GU. IN. DIRECT INJECTION — 


Here are some of the “highlights” which distinguish the Dodge for 1961. New forward control 9 ton models 
operating at 14 ton G.V.W. . . . increased payloads . . . wider choice of direct injection diesel power units 

. . New extra duty single-speed rear axle options . . . stronger two-speed rear axles . . . new, smarter 
front end styling. Now the Dodge is even better equipped to fulfil the exacting demands imposed by modern 
transport requirements, And there are 44 models to choose from. 


See what you get with the new Dodge 9 tonner 
Choice of three wheelbase lengths . . . 375 cu. in. direct injection 
diesel... hydraulically actuated 14 in. clutch. . . five-speed constant 
mesh gearbox . . . two-speed rear axle. . . air over hydraulic 
brakes . .. 10-stud wheels with 10.00—20, 14-ply tyres. 













ett ee 






NEW 354 CU. IN. 
DIRECT INJECTION DIESEL ENGINE! 


New high-performing 354 cu. in. diesel with direct 
injection available in new 7 and 8 ton models, also 
tractors. Distributor type fuel pump with hydraulic 
governor, timing gears of helical tooth form, and 
seven-bearing crankshaft with induction hardened 
journals, are among its many features. 


Get the forward look with FYCIDGE 




















/ 


Phone 


BRISTOL 
93131 





ee, 
LANET 
PLANT 
EXCAVATORS im | R ie | 


COMPRESSORS | 
TRACTOR-SHOVELS | 
VIBRATORY-ROLLERS 
DUMPERS, HOISTS, PUMPS | 
FULL RANGE OF MIXERS, ETC. 


UNIVERSAL DIVERS LTD - 


Victoria House, Temple Gate, Bristol, 1 
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are everywhere! 





eee 
all over the place. They live in Liverpool. 
And Newcastle and Weymouth. Where do 
they work? Dounreay, in the far north. 
Winfrith Heath, down in sunny Dorset. 
Milford Haven deep-water berth. For BP at 
Pembroke Dock. For Liverpool Corporation 
Waterworks. Consulting engineers, civil 
engineers. For ladies who lose their gems. Big 
job, small job, Universal tackle it. Universal 
will go anywhere. Use Universal. 


40 NORTH JOHN ST * LIVERPOOL 2. CEN 4226 


Also at Newcastle and Weymouth 








Architects 


SPECIFY 


Builders & 
Contractors 


RECOMMEND 


Hospitals & 
Public Authorities 


APPROVE 
YOU Can Be SURE 


a . | There is 
nothing else 
so efficient as 


POLYBOND 








B 


\ 


For"further information write or telephone the manufacturers :— POLYBOND LTD., SOUTHAMPTON. 


POLYBOND 


The Universal 
Building adhesive & 

sealer for all | 
Materials! 






Mi 
al J 
Pees 
cy Paes TT 


new cement and 
plaster renders 
applied with no 
hacking and no 

difficulty 


e 
a oe 
Late 7 





London Office: 130 Crawford Street, W.|. Telephone: Welbeck 2349 
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British timbers 
for British roads 
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Marketing Corporation Ltd 


40 BAKER STREET LONDON W.1. TELEPHONE: HUNTER 2229 
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The most suitable material 
for REINFORCING CONCRETE 





RrAcrn 
CNOLR 


MLou 


in sheets or rolls 


An electrically welded mesh manufactured 
in accordance with B.S.S. 1221/1945 

Part ‘A’ from High Tensile Steel Wire 
drawn in our own mill. Oblong or 
square meshes for concrete reinforcement 
in floors, foundations, roofs, roads, etc. 
Standard size sheets and rolls always 

in stock. 

SPENCER MESH can also be supplied 
galvanized. Small meshes are ideal for 
partitions, fencing, screens, guards 

and many other applications. Available, 

if required, in small panels cut to your own 
specifications. 









THE 


SPENCER WIRE 


COMPANY ER be fe ie a WAKEFIELD 
Telephone « WAKEFIELD 6111 (/0 lines) « Telegrams » SPENCER WAKEFIELD, TELEX 
io eae 








Daw29960C} 


mess QRANE ou 


TO HANDLE ANY LOAD 


80-Barrel Beer tanker with Crane 
tandem trailing axle suspension. 
(By courtesy of Whitbread & Co. Ltd.) 





180-ton Hydraulically suspended 
trailer for indivisible loads. 
(By courtesy of The English Electric Co. Ltd.) 


STAND No. 84 400-kW and 125-kW 
=K and . 
COMMERCIAL MOTOR SHOW (illustrated) generating 


EARLS COURT SEPT. 23—OCT. | sets mounted on 
CRANE trailers. 


(By courtesy of Blackstone 
& Co. Ltd., suppliers to the 


hI | ‘ Metropolitan Water Board) 
i 
Wine | : 


CRANES (Dereham) LTD, DEREHAM, NORFOLK. _ Tel: Dereham 278/9 
TRAI BERS London Office : Sicilian House, Sicilian Avenue, W.C.I. Telephone: HOLborn 0496 = WT/C.G.1. 
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TIMBER 


for 
Constructional purposes 


and 


Sea Defence 





JARRAH ..c KARRI 
GREENHEART 


DENNY MOTT & DICKSON LIMITED 


Importers & Stockists of Hardwoods, Softwoods, Plywood & Waliboards 





Adelaide House, King William Street, London, E.C.4. Tel: MANsion House 0550 


Belfast, Birmingham, Bristol, Cardiff, Glasgow, Hull, Liverpool, Manchester, Newcastle, Preston, Southamptom 


AP69 
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FOR YOUR aaa 

SPORTS Been (ae) Mes 
CONTRACT Piss be =z a 

PLAY 


Obviously you want a keen and 


comprehensive estimate . . . 
Certainly you look for facilities 
and equipment necessary to carry 


out the work efficiently . . . 


Assuredly you expect proven methods,~expert workmanship and high 
ye Consult a 
grade materials. Then consult a member of the 


British Association of Field & Sports Contractors, Member of the 
all of whom must satisfy these requirements before Briti Ss h A SSO cia tio n 


membership is granted. Please write for full list from 


the Secretary, 76 Marylebone High Street, London, W.1. of F te ld & Sports 
Wels SR es Contractors 














BOULDERBUILT | 
FOR BETTER SERVICE 


— 
The BOULDER GROUTER 


This machine is ideal equipment for 
placing low to medium pressure 
grout in tunnels, mines, etc., raising 
road and floor slabs, consolidating 
bridge piers, general foundations, 
rock fills and the stabilisation of rail- 
way embankments, etc. 


oe 
BOULDER CONCRETOR 
Build, Protect, Repair 


Gunite is renowned for its durability 
and remarkable resistance to salt 
water, chemicals and fumes. 

The Boulder Concretor is simple to 
operate and the low cost of applica- 
tion makes it suitable for jobs where 





gunite is not normally specified. It 
will cover 360 square feet of vertical 
walling 2” thick in one hour. It can be 
used as an ‘on site” Sand Blast 
Machine and for the application of 
refractory materials in lining and 
maintaining fire boxes, furnaces, 
cupolas, ladles, kilns, etc. 


GUNITE and BOULDER EQUIPMENT LTD 


HIGH STREET - BARNET « HERTFORDSHIRE 


GROUTING EQUIPMENT Telephone : BARNET 4141 











a 





' with genuine 


CATERPILLAR 


replacement parts 


WHEN YOU INVEST in Caterpillar earth-moving 
equipment, you do so because of job-proven quality... 
because you can depend on Cat to maintain high pro- 
duction with a minimum of down-time. 

GENUINE CATERPILLAR PARTS protect your invest- 
ment and guarantee continuity on the job. Throughout 
manufacture Caterpillar Parts are engineered and quality- 
tested to meet the high standard built in to your 
Caterpillar machine. You retain that Cat quality ONLY 
when you fit GENUINE Caterpillar Spare Parts... 


Parts you can trust—backed by a 
Dealer Service you can rely on! 


Caterpillar and Cat. are registered Trademarks of Caterpillar Tractor Co. 
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As your Caterpillar Dealer in Scotland we 
maintain extensive inventories of Genuine 
Caterpillar Parts ready for dispatch to 


your job at a moment’s notice. 


Track Press facilities are maintained by 
your Caterpillar Dealer in Scotland to 
ensure the quick turn-round of your 
Crawler tractor at all times. 


Your Caterpillar Dealer’s Fuel Injection 
Reconditioning Service helps to maintain 
your machine at maximum efficiency. 


Your Caterpillar Dealer’s Engine Test 
facilities will guarantee continued maxi- 
mum performance and output from your 
Caterpillar engine. 


Your CATERPILLAR 
Dealer in Scotland 


CALEDONIAN TRACTOR & EQUIPMENT CO. LTD., Rigby Street, Glasgow E. 1. Tel: BRidgeton 5221-5. Branches at Perth and Selkirk, 


~ ~ one spendin 


ca 
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compLeTe Winget service 





MOORES PLANT LIMITED - Tel. TOTtenham 0401 (10 lines) 


105-129 Markfield Rd. Tottenham. London, N.I5. Grams: “‘Morplanlim,” Southtot, London. 


dm MO143 
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E.&M.Phillipson 


LIMITED 





DUFFLE COAT 
WITH COLLAR DUFFLE COAT 
WITH HOOD 






BLUE MELTON 
DONKEY JACKET 


EFFECTIVE PROTECTION 
for outdoor workers 


Rough weather will not hold up your work or reduce the 
efficiency of your workmen if you supply them with 
LINED WAISTCOAT Phillipson’s Protective Clothing. Strength and loag life 
are built into every Phillipson garment. Top grade 
materials with adequate reinforcement add years to their 
life, yet you will find the prices most competitive. Here 
are shown just a few of the lines from Phillipson’s com- 
‘prehensive range. Send for the illustrated list giving full 





LINED JERKIN 


jdetails and prices. 


FULL LENGTH TROUSERS 
WITH ELASTIC WAIST OR 
BRACE, BUTTONS & LOOPS 






FULL-LENGTH 


LEGGING Please send complete information and prices of your P.V.C. Protective Clothing 





Name- taco Saati Seal ns Beat aaa wbsattcs a aid 
NOMA Dt) i sicince an ss aes ae din eda 30 talented aaa 
Mae i ats Si ce he 


Price List 


E. & M. PHILLIPSON LTD - STRAND BUILDING - CLEVELEYS - LANGS - Tel: Cleveleys 2237 
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Write now for 
Ber Ea seete anes Catalogue 19/RO.2 
RT RST te cg ysy cy. 
reas Seas igsed arti 
The latest addition to the Rotair range * 
of rotary screw compressors 
The Rotair 370 
This Holman Rotair portable rotary screw 
compressor has an output of up to 370 cubic 
feet a minute at 100 p.s.i. in one stage, 
with a temperature rise only 100°F above 
ambicnt. No timing gear is employed in the 
Rotair 370, ensuring additional reliability é 


NS ep sae tba ch sy4 — 
.. With all these advantages too... mreene sess 


Pulseless output. 

Negligible compressor maintenance. 

Minimum friction. 

Light weight. 

Only two moving parts and four bearings. ‘ 
* Rotair portable rotary screw compressors are available with 

Outputs of up to 600 c.f.m. 


Air... compressed ai’... power... Hofman 


Holman Bros. Limited, Camborne, England : Camborne 2275 and at 44 Brook Street, London W.1: Hyde Park 9444 a 
Also in Birmingham * Cardiff * Glasgow * Peterborough * Sheffield. Australia * Canada * East Africa * France Hi 
HMISA India * South Africa * Spain * U.S.A. * West Africa. With Agents and Representatives throughout the world. eneove 





September 29 1960 THE CONTRACT JOURNAL 





BY APPOINTMENT TO HER MAJESTY THE QUEEN 
MANUFACTURERS OF CONCRETE BLOCK AND 
MIXING MACHINERY 







More than good enough for 
the wonderful Perth bridge 


The prestressed concrete bridge at Perth, Australia, ranks among 
the World’s largest. The 320 ft. central span, probably the longest 
of its kind, made vital the need for flawless concrete—that’s why 
the Cumflow system was used; our Standard Contractors’ models 
weigh batched and mixed concrete for the whole vast structure. 
A crushing strength of 6,500 p.s.i. at 28 days was necessary in the 
precast units, but the irrepressible Cumflows topped this with an 
average of 7,800 p.s.i. and not one of 1,200 cubes tested fell short 
of specification! —The Cumflow system disciplines every particle 
into a perfect, maximum strength mix in only 30 seconds, facili- 
tating a 40 batch hourly output. And the Cumflow, ideal for 
drier-mixed prestressed concretes, is a great cement saver. 


Above: Contractors’ Portable Model (size 
10CT, 10-14 cub. ft. input capacity) as used on 
the Perth bridge project. The Cumflow is 
made in 6 sizes with input capacities ranging 
from 2 cub. ft. to 36-40 cub. ft. Batch weighers 


and mechanical shovels are optional extras. 


Only Liner mixers 
(PRACTICAL HIRE PURCHASE FACILITIES ARE AVAILABLE). have the patented 













Name INVARAC 
WATER TANK 
nomen for positive 
water metering 
THE LINER CONCRETE MACHINERY CO. LTD Once set it will 
84PARK RD., GATESHEAD. Phone: 7250! Grams: ‘Liner, Gateshead’. discharge the same 


London Offices and Showrooms: Lexden Road, Acton, W.3. volume every time. 
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DUNGENESS 






LIGHTHOUSE 


TAYLOR WOODROW 
of London & 
SPARROWS of Bath 
USE COLES FOR 
RECORD-BREAKING 
=< CONSTRUCTION 





Dungeness—the first major Trinity House 
Lighthouse tower to be built for over fifty 
years has been completed by Taylor Woodrow 
Construction Limited. The pre-stressed tower 
structure was erected in three anda half weeks. 


Architects and Engineers: 
Ronald Ward & Partners 


A Coles Conqueror truck crane, owned by 












*REGISTERED TRADE MARK 
| THE NAME THAT GARRIES WEIGHT 
| STEELS ENGINEERING PRODUCTS LTD 


Mee =HEAD SALES OFFICE: 143, SLOANE STREET, LONDON, S.W.1. 
SALES AND SERVICE: LONDON, BRISTOL, BIRMINGHAM, 
MANCHESTER, LEEDS, NEWCASTLE, GLASGOW. 





Sparrows of Bath, played a major part in 
helping to make this magnificent feat possible. 
On site for barely three weeks, it precisely 
positioned many awkward sections, weighing 
from five to eleven and three quarter tons, 
and crowned everything by raising the 113 
ton top section 121 feet to place it in position 
with customary Coles speed, accuracy and 
safety. Just one more triumph for Coles users. 


684 
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Industrial tractors, compressor sets, 
-R KI N S D ES ELS cranes, fork lift trucks, in fact in any 
industrial applications within their 
power range, Perkins high speed diesel 


fo r p 0 We e r S t a n d a r d S a t | 0 n engines have proved themselves the ideal 


unit whether power is needed for inter- 















mittent or continuous running. 

These light weight units combine high 
efficiency with compactness, long engine 
life, complete reliability and low main- 
tenance costs. Perkins service and spares 
facilities are world wide too. Remember 
also EVERY engine is backed by over 27 
years design and manufacture 


] experience. 


HORSEPOWERS FROM 10 to 119 B.H.P. 







Four 99(1) 





P3/144(1) 


Four 203(1) 





CPeees 





ae 





> OSPF OF OFF Omr or OeP ODP OEP 


REMARKS 
A. Denotes continuous rating to BS 649: 1958 conditions (85°F. and 29°5 hg). For every 10° above 85°F. 
this rating should be reduced by 2°, and for every 1000 ft. above 500 ft. altitude the rating should be 
reduced by 34%. 
Denotes one hour rating to BS 649: 1958 conditions. See notes above re de-rating. 
Denotes intermittent industrial rating to 60°F. and 30 ins. hg conditions. Similar de-ratings should be 
made for temperature and altitude conditions. 


Porkins Ke3 
HIGH QUALITY piesets: . . » FOR INDUSTRIAL, VEHICLE, MARINE AND AGRICULTURAL APPLICATIONS 


, PERKINS ENGINES LIMITED . PETERBOROUGH , PHONE: PETERBOROUGH 5341 


AS 





It pays to fit only genuine Perkins spare parts 


3201 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 


HREE Aveling-Barford 3 cu. yd. Diesel DUMPERS 


for immediate SALE. These machines have been 
very little used, and are in excellent condition, 
incorporating extras such as steel cab with wind- 
screen wiper, special rock body, electric lights, 
hours counter, etc. Reason for sale: replacement by 
6 cu. yd. SR_Aveling-Barford machines.—Apply to 
Site Agent, FORAKY BORING AND SHAFT SINKING 
co LTO for inspection at New Crown Shaft, 
Westoe Offers to Head Office, Foraky, Colwick, 
Nottingham. 


NE Benford 
Diesel-powered 
Loading to Hopper, 
Shove! with Winch, 


18/12 cu. ft. CONCRETE MIXER 
and equipped with Hydraulic 
Built-in Weighbatcher and Loading 
new 1958: offered with £60 of 
Parts Also other types of MIXERS, 32 


PLANT AND BUILDING EQUIPMENT, LTD 
1 Chatfeld Road, London, S.W.11. BATtersea 9213 


URPLUS PLANT FOR SALE. 
Jones Diesel CRANE, on Crossley chassis, Petrol, 
2-ton model, £450. 
Smith Steam CRANE, £250. 
ARNOLD D. HOYLE, LTD., 
Marshfield Works, Bradford, 5. ‘Phone 72727. 
LOADING 


ULLDOZERS, MECHANICAL 
TIPPING 


SHOVELS and TRAXCAVATORS, etc., 
LORRIES, 5/7-ton, for HIRE.—HENRY FROUD, LTD. 


3-ton 


Primrose Wharf, Tunnel Avenue, Greenwich, $.E.10 
Telephone: GREenwich 0072-3. a. 
OR H#IR E.—Avallable immediate, 1201 


LIMA, fitted with genuine American 100ft. Crane 
Boom, Back Hau! Gear, Bridle, etc., and in first-class 
condition. —PLANT SALES, LTO., 25 Castlereagh St., 


London, W.1. Telephone: Paddington 2663/5. 
OR SALE, STEEL PALLETS for Trianco Block 
Machine. 2in., 2'gin., 3in. and 4in. and Gin. 
solid t. and g., and 6in. and Qin. 2-cavity. State 
quantity required. — ALAN R. DAVIES, LTD., 20 
Whiteladies Road, Bristol. Tel. 38418. 
ITCHELL'S PLANT SERVICES, LTD., 


can always offer an excellent range of used 

th 7 Hydraulic or Chaseside MECHANICAL 

SH Price to sult all users.—Write or ‘phone: 
Solmere Tone. Enfield, Middiesex. HOWard 3493. 





OR SALE. Priestman Cub Mk. 3. with Side Arm 
Equipment. —B.G. PLANT (SALES AGENCY) 
LTD., Watlington, Oxon. Watlington 44. 
FOR SALE 


Lima 2400 EXCAVATORS, with Dragline and Forward 


Shovel. Choice of four. 
Marion 111M EXCAVATORS. Choice of two. 
Lima 1201 EXCAVATORS. Choice of two. 
Ruston 100B EXCAVATOR, Diesel Electric. 

All machines in excellent condition, may be seen 
working, and are open to any inspection and trial. 
Immediate delivery. 

Call, write or ‘phone: 

A.R.C. MOTOR CO., LTD.. 

Redhill Works, Arnold, Nottingham. Tel. 26-3331/5. 








HERGARTH 
3 Distributors 


E. and N.R. Yorkshire, and Lincs. 


Main 


York C.8., 


Soren Ky EG sevice] 


New |.C.8. 4 Hydraulic EXCAVATOR £2,525 
New HOWARD SUPER _ TRENCHER, ex 
stock £2,575 
PIPELAYER for same £40 
New SHAWNEE POOLE 7 cu. yd. 9.9-ton 
DUMPER £2,100 
}.C.B. Hydraulic EXCAVATOR and Loading 
Shovel £1,200 
}.C.B. Hydraulic EXCAVATOR and Loading 
Shovel £950 
1957-8 DROTT, complete with Hydraulic 
Loading Shovel £1,600 
1959 HOWARD SUPER TRENCHER, as new 

£1,850 
ASTELL WATTS TRENCHER on Ferguson 
Diesel £650 


HOWARD 3ft. TRENCHER, with Fordson V.O. 


o.n.0. £400 
All Reconditioned Machines sold under 
guarantee. 


PART EXCHANGE AND HIRE PURCHASE. 





Main yen for awe POOLE: 
York and €. and Yorks. 


HERGARTH of YORK 


Tel.; York $5181 2 (after hours—York 59184) 











or SALE. 
Choice of 19RB EXCAVATORS, 1951/55, with 
any equipment. Approx. price under £3,000. 

R. and R. 423 (58), new 1952, fitted Shovel, little 


used, £150 spares 
works. 
LS 9yd., good all round. £450 or 
Muir-Hill SHOVEL, 1953, 


included. £1,350 the lot ex 


near; ex works. 

Fordson 4D Diesel, £375. 

PUG MILL EQUIPMENT for Perth Dam contract. 
Ex stock. Good and cheap to clear. 

ROSS ROLL GRIZZLEY to extract fines, little used. 
£200 ex stock. 

Mirlees 8-cyl. 290-h.p. at 600 r.p.m. Partially 


re- 
conditioned with £500 new spares. 


Accept £250 


to clear. 

Petter B4 (new but stocked). Cost £280. Offers 
wanted. 

D4 2T, new 1949 with the Dozer and P.C.U., very 
good order and recent track overhaul, £950. 
SAVILLE-CALVERT (MACHINERY), LTD., 

Harvester House, Stratford-on-Avon. 
Tel.: Stratford-on-Avon 4242 qs lines). 
ir COMPRESSORS FOR SALE. 
Two Bellls and Morcom 2,450 c.f.m., 100 p.s.i., 

550-h.p. motor, Broomwade 500 c.f.m., EH251: 400 

¢.f.m., EH245; 300 c.f.m., EH240; 150 c.f.m., D22A; 

100 <.f.m., EP660; also numerous others of ali makes: 

and AIR RECEIVERS from 1ft. to 9ft. dia., 100Ib. 

to 1,000Ib., w.p. 

FRED WATKINS (ENGINEERING), LTD., 


Coleford, Glos. ‘Phone: Coleford 2271/2. 


UCKET SPECIALISTS. — Speciai or 

Standard SHOVEL, TRENCHER, GRAB and 
DRAGLINE BUCKETS to suit all machines. Quick 
delivery.—Write or ‘phone the makers: NORTONS 
PLANT HIRE, LTD.. Billericay, Essex. Tel.: Ramsden 
Heath 365 


P.T. 160 cu. ft. 

¢« PLANT, Ruston 
NORMAN WALKER 
Hull 


‘OR SALE, New 3in. 

Diaphragm PUMPS. 
WILLIAM G. 

Leeds, 12. Tel. 


‘OR SALE, 


1949 Mobile COMPRESSOR 
Engine, pneumatic _ tyres. 
(MACHINERY), LTD., Anlaby, 


Mud Marvel Single and Twin 
Immediate delivery ex stock. 
SEARCH, LTD., Whitehall Road, 
639081 (10 lines). 


Bristol! 22 ANGLEDOZER, new 
1954, fitted with reconditioned P3 
Offers to: SAMUEL WILLIAMS AND SONS, 

Dagenham Dock, Essex 


July, 
Engine. 
LTD., 





FOR SALE 


MERER PORTABLE SCREENER, on four steel wheels, 
8ft. x 4ft. screen, two discharge conveyors, feed 
hopper, Lister Diesel Engine. New 1959, £850. 
sua LOADMASTER 700. New 1959, 
1,100. 


lyd 


WINGET Twin Bucket WEIGHBATCHER, on two 
—, with supporting legs. Very good, 
£120. 

11-ton PORTASILO, dispenser model, New 1959. 


Very good, £275. 

6 8-ton AVELING Diesel ROLLER, 
and sprinklers, £1,350. 
CATERPILLAR TRAXCAVATOR 955, 

New 1958, £3,750. 


ALAN R. 
20 Whiteladies Road, 


new 1954, canopy 


Series 12A. 


DAVIES, LTD., 
Bristol, 8. Telephone 38418/9. 








A BARGAIN 
CAT 977 (1959) FOR SALE 
Cab and side tip bucket 
Half new price 


Write Box P.2735 “The Contract Journal” 


PUMPING WATER ? 


you need a 


mY ee 


Yee ad 


LTD. LEEDS. 12. 





(Continued from page 
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1520) 


OWLEY PLANT CO., 
19RB EXCAVATOR, 5700 Series, 


LTD., OFFER FOR SALE: 
£1,275. 


Two D8s, 2U 15000 Series, Birtley Hydraulic Angle- 
dozer. Very good condition, £2,395 each. 
Caterpillar D7, 3T 4700 Series, inside ram _ type, 
Hydraulic Bulldozer, L.T. C.C.U. Overhauled. 
Very good condition, £2,925. 

D4, 2T 6000 Series, L.P.C. Angledozer, L.T. Double 
Drum Winch. Very good condition, £825. 


Several Thornycroft/Coles 5-ton Diesel korry-mounted 
CRANES, from £2,000. 
Two Ransomes and Rapier 2-ton MOBILE CRANES, 


Petrol Engines, 18ft. Jib, one mounted on 
pneumatics, 1948, £350; one mounted on solids, 
1946, £250. 

Muir-Hill 1080 DUMPERS, Ford 4D Diesel. As new, 
30 hours work only, £595. 5 

One Winget 14/10 cu. ft. MIXER, Petter Diesel. 
Very good condition, £245. 

One Winget 21/14 cu. ft. MIXER. In very good 


condition, £275. 
Aveling-Barford ROLLERS, all 
and new. 
Broomwade COMPRESSORS, mobile and lorry mounted. 
Second-hand and new. Ex stock. 


sizes. Second-hand 





Winget CONCRETE MIXERS, all sizes. Second-hand 
and new. Ex stock. 
Lists on application. 

ROWLEY PLANT CO., LTD., 
Beddington Lane, West Croydon, Surrey. 
Telephone: THOrnton Heath 5634/5/6. 

ORRY-MOUNTED Coles CRANE HIRE in the 
North-West. Jib lengths to 8Oft. First-class 
operators, good service, keen rates.—WM. OLDHAM 
AND SONS, LTD., 44 Parliament Street, Dukinfield, 


near Manchester. ‘Phone: Ashton 1057/1342. 


‘OR SALE.—We have a few very good DRAGLINE 
BUCKETS for Lima or similar machines, 3'2yd., 
2'2yd. and 2yd., complete with Dressings. 
PLANT SALES, LTD., 


2S Castlereagh Street, London, W.1. PAD. 2663/5. 


UMPERS, Drayton, 1yd., year 1959, in very good 
condition, £385 each.—GENERAL ROADWORK, 


oe. Mitcham Road, Croydon. Tel.: Thornton Heath 


AND S. SERVICES, 88 Cherrydown Ave., London, 

¢ E.4 (SIL 3028).—For good second- hand PLANT. 
Plant inspections carried out. Personal service at the 
right prices. Send us details of your surolus plant. 








READY-MIXED CONCRETE AGITATORS 


For immediate delivery, new 3'2 cu. yd. 
Simdine Hydraulically driven AGITATORS, 
on new Ford Trader or Dodge Diesel 
also operate a HIRE SERVICE. 


CCNCRETE ENGINEERING SERVICES, 
York Road, Wetherby. 
Telephone: Wetherby 2285. 


FOR LIMAS 


PLANT SALES LTD., 


25 GASTLEREAGH STREET, LONDON, W.1 
Telephone: PADdington 2663-4 


DUMPERS 


by Thwaites 
In which we Specialise 


* 


Please forward your enquiries for 
new and secondhand machines to 


NEALE-WRIGHT 


& COMPANY LTD., 
COVENTRY ROAD, CUBBINGTON, 
LEAMINGTON SPA. 


Leamington Spa 924 and 925. 
London Gladstone 8574. 


capacity 
mounted 
chassis. We 



















Telephone: 








Modern Diesel 


COMPRESSORS 


EXCAVATORS 
TRENCHERS 
BULLDOZERS 


HIRE—SALES—SERVICE 


OS 


_CAMBRIDGE 





CAMBRIDGE 





Modern Diesel 


ROLLERS 


DUMPERS 
MIXERS 


146 HILLS ROAD, CAMBRIDGE. Phone: 87519 PUMPS, ETC. 
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ONTRACTORS' PLANT FOR HIRE. 
New ee for immediate 
BTO6, TD14 and TO18 TRACTORS, fitted with Drott 


TO14, TDI8 and TD24 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 

OR SALE, OR SALE. 

international Drott SHOVEL, Serial No. 7178, Karl Peschke TK14 TOWER CRANE, 1955, good 

4-in-1. order, less Jib, £550 HIRE (22 cu 
International Drott SHOVEL, Serlal No. 7511, TD14 K3°' International Drott, with 2'ayd. Bucket, 

standard. good order throughout, late 1956. Seen working. kid_ Shovels 
International Drott SHOVEL, Serial No. 5802, Price £3,500 delivered. 8TD6, B8TD2 

standard. BTD6 Drott, in good order. Seen working. Price 


International Drott SHOVEL, Serial No. 4668, 4-in-1. 
international TO9 ANGLEDOZER and 4yd. Scraper. 
Road Machines 14 cu. ft. Twin WEIGHBATCHERS. 
Bilaw Knox 10/7 Diesel MIXER. 
Muir-Hill 108 DUMPER, 3yd. 

All inquiries to W. BIRD (PLANT HIRE), 
770 Hanworth Road, Hounslow, Middx. Feltham 2364. 


OR HIRE and SALE: ARMSTRONG-WHITWORTH 


PNEUMATIC POKER-TYPE CONCRETE 
VIBRATORS. 
We are distributors for all types of Armstrong- 


Whitworth Pneumatic CONTRACTORS’ TOOLS, Inciud- 
ing Concrete Breakers, Light Picks, Clay Diggers, Rock 
Drills, Pumps, Backfill Rammers and Tampers, Hoses 
and Accessories. We hold a large stock of Spares and 
can give a 48-hour repair service. New and Second- 
hand Air Pumps COMPRESSORS for SALE. Send for 


list. 
HUBERT C. LEACH, LTD., 131 High Street, Cheshunt, 





Herts. Tel.: Waltham Cross 25161 (S lines). 

URPLUS PLANT FOR SALE. 
NCH150 EXCAVATOR. fitted with F/S, Cater- 
pillar D4 Engine, good, £375. 


Smith 3/12, with Backacter, £400. 
Several on JIBS, BACKACTERS, BUCKETS, 


Chea 
Weatherill" “2H LOADING SHOVEL, £450. 
. WOODHALL QUARRY CO., LTD., 
Marshfield Works. Bradford, 5. "Phone. 72727. 


OR SAL 
Two 10RB EXCAVATORS. Cholce of Equipment. 
One D4 TRACTOR, 2T Model, Hydraulic Angledozing 
Equipment. 
One 977 Caterpillar TRACTOR SHOVEL, new 1959. 


Write Box P.2740, * The Contract Journal.” 


‘OR SALE, 18/12 Benford Reversible Drum 
MIXER, new 1958, Petter Diesel, with Batch- 
weigher Feeder and Scraper Shovel. Some_ Spares 
included. First-class. £1,050.—ALAN R. DAVIES, 
LTD., 20 Whiteladies Road, Tel. 386418 


Bristol. 

@CRAPERS for SALE.—One Caterpillar Model 80, 

£2,250; one Birtley Model 80, £2,150. Both in 
very good condition. 

Write Box P.2684, 


etc. 





‘The Contract Journal.” 


OR SALE, 4'2 cu. yd. Aveling-Barford DUMPER, 

Dorman Diesel, skip and tyres excellent. 

WILLIAM G. SEARCH, LTD., Whitehall Road, 
Leeds, 12. Tel. 639081 (10 lines). 


OR SALE, Pingon P20 TOWER CRANE, 
Mast, 82ft. Jib, many accessories, 
THE HOWARTH CONSTRUCTION co., LTD., 
Trafalgar, Burnley. Telephone: Burnley 7608/9. 


AVAILABLE for HIRE and CONTRACT: D9 and 08 
TRACTORS, with Biade or Scraper.—ELLIOTT, 
Wetherby Road, York. Telephone: 78220 and 78501. 


SLOGGETTS PLANT HIRE 


ROLLERS OF ALL TYPES 


2 Burtons Road, Hampton Hill, Middx. 
Telephone : Teddington Lock 1138/9 


GAZEWAY 


PLANT FOR SALE 


~ 100ft. 
£2,650. 






















19RB, 5000 Series, 40ft. In very 
good order, £950 
10RB, 18000 Series, fitted Skimmer, Backacter and 


and Dragline. Very good machine, ex hire fleet, 
0. 


fitted Dragline, 


10RB, 13000 Series, fitted Forward Shovel, £1,450. 

HDSG, Allis-Chalmers TRACTOR SHOVEL, Serial 
No. 5240, £1,500. 

HDSG, Allis-Chaimers TRACTOR SHOVEL, Serial 
No. 7182, £1,450. 

HDSG, Allis-Chaimers TRACTOR SHOVEL, Serial 
No. 4939, £1,400. 

HDSG, Allis-Chailmers TRACTOR SHOVEL, Serial 
No. 2121, £1,350. 

Drott Skid International SHOVEL, tyd. Bucket. New 
August, 1959, worked 800 hours only, £2,300. 

Chaseside 700 Loadmaster, new 1958, overhauled. 
Good order, 50 


Caterpillar D7 7M, Cable Dozer, P.C.U. Overhauled, 
sound machine, le 


repainted, £1,650 
Caterpiliar D7 7M, Cable Dozer. Overhauled and 
repainted, £1,450 


Weatherill 4RTW OVERLOADER. Overhauled, sound 


machine, 
304 Koehring, fitted Dragline, powered by 6LW 
At present at work, £2,550. 


Gardner Engine. 
fveitae Bortord 6/8-ton TANDEM ROLLER, Serial 


V147, new 1956, powered by Fordson 
Diesel, £1,150 
C.P.T. 110 c.f.m. COMPRESSOR, mounted on Fordson 


chassis. Ready for work, £225. 
S.A.E. 90 GEAR OIL, Shell, in 4'2-gallon Jerricans, 
sealed, 17/- per can, or 15/- for lots of 20 cans. 
10RB DRAGLINE EQUIPMENT, complete with ropes, 


etc., £200 
Muir-Hill 10B DUMPER, P6 Diesel. Good all-round 
machine, £275. 


Muir-Hill 10B DUMPER, L4 Diesel. 
order throughout, £295. 


Overhauled, good 


Twin lt 14 cu. ft. Road Machines WEIGH- 
TCHERS, £85 each. 
nan ‘on loader CRANE TRAILER, new 1954, 18ft., 
will carry 12 tons, £875. 
Aveling-Barford 50/60cwt. Diesel ROLLER, canopy, 
water tank and spray bars, 1948, £375. 





GAZEWAY PLANT HIRE LTD. 
Windmill Lane, Thames Ditton, Surrey. 
Telephone: 

EMBerbrook 2800/1 and 3588 (3 lines) 











£1,450 delivered. 
Barber-Greene 44C DITCHER, fitted 
Diesel Engine. Price £650. 
Allis-Chalmers HD10, with Baker Doner and P.C.U. 
In really good order. Price £1,2 
Jones Super 40 3-ton MOBILE CRANE, = pneumatic 


new Albion 


tyres, with 24ft. Jib. Price £700. 
Ross Forklift TRUCK, 6,000/b. capacity, Sft. lift. 
Ex Ministry. In very _— order throughout. 


Price £800 delivered U.K 

Two new t2yd. DRAGLINE BUCKETS for NCK, 
rigged. £75 each. 

Le Tesneee Type YR 12yd. SCRAPER, in nice order. 


Two Sykes Air-operated WINCHES, 


fully 


Double Drum 


type. S-ton capacity. New 1953. Price £250 
eac 

F. G. WILSON AND SON 
Millbrook Works, Lisburn, Belfast. ‘Pione 2766. 


ANTEOD. 

CRAWLER TRACTORS and Bulidozers. any 
condition; also ——— of Spares for same. Prompt 
cash and collec 

SPARE PARTS available for TD6, 9, 14, 18, Caterpiliar 

D2, D4, Fowler VF, FD3,' Aills M and County. 
ROBIN BOSWORTH. 

Stoke Saint Milbro 237. Nr. Ludiow, Shropshire. 


ANTED, WANTED, WANTED. 
Heavy EARTHMOVING MACHINES and EQUIP- 
MENT of all types. Modern machines preferred, others 
considered. Immediate inspection; spot cash settlement. 
Write, giving full detalis and location, to A.R.C. 
MOTOR CO., LTD., Redhill Works, Arnold, Nottingham. 


Tel.: 





Telephone: Nottingham 263331/ en ei] 
OR SALE. 
Smith Super 10 oo 1952, fitted 


Skimmer, Backacter, £1, . 
oath ee 10 EXCAVATOR, 1953, fitted Dragline, 


1,250 
ASHWORTH CONSTRUCTION CO., LTD., 
Burley, near _Ringwood, Hants. Tel: Buriey ‘2242. 


ANTED, FORK LIFT TRUCKS, 1-ton to 6-ton 

capacity, Petrol or Diesel, any condition. Cash 
on Inspection. We offer reconditioned machines In 
PART EXCHANGE and HIRE FORK LIFTS for all 
purposes.— FRED WATKINS (ENGINEERING), LTO., 
Coleford, Glos. Telephone: Coleford 2271 


VERLOADER, Weatherlll Hydraulic, Tea. _ 4HTW, 
fitted with heavy duty water ballast, 1400 x 24 
rear _ wheel and tyre equipment, first-class order, 
£1,350. — GENERAL ROADWORK, LTD., Mitcham 


Road, Croydon. Tel.: Thornton Heath 6989. 
LANT HERE: Earthmoving, Site Clearance, 
oan for Roads, etc. 


UGLAS HAMILTON, LTD 
funeriane” Wells, Telephone: Southborough 1538. 





FOR HIRE OR SALE 


Jules Weitz GISHVA Tower Crane, 
new 1960, immediately available. 


Competitive rates. 


J. J. Johnston & Co. Ltd. 
271 Uxbridge Road - London, W.12 
Tel: Shepherds Bush 6941 


SALE or 
HIRE 


ROAD FORMS ALL TYPES 
PROPS Numbers 1,2,3,4 
Trench Struts Nos.1,2,3 
Column Clamps 
Trench Sheeting 









RAPID METAL 
DEVELOPMENTS LTD. 


Birmingham — Birchfields 6021 Swansea 50464 
London — Tideway 2625 Exeter 63595 
Glasgow — Bridgeton 4214 Fareham 2017 
Stockton-on-Tees 64150 Belfast 24591 
Liverpaol— Simonswood 2482 Dublin $4456 





0, TDS 
CTORS, with ‘Bullgraders and/or Scrapers. 
To1s TRACTORS with Pipe-laying Equi ene 
‘ORB, 19R and 22RB EXCAVATORS, melt all 
, 
First-class machines and operators, backed 
by finest field service in Great Britain. 
Generous transport terms to all — of England. 
LUMLEY (PLANT), 
Stratford-on-Avon 6262- Ashterd "OMidax.) 4191, 
Cardiff 335 


or WMEDTATE SALE. 
Drott SHOVEL, with 4-in-1 Equipment. New June, 
1959, £2,500. 

21/14 Ransomes and Rapier CONCRETE MIXER, 
Diesel, £100. 

10/7 Winget CONCRETE MIXER, Diesel, £25. 

1.C.B. HYDRA-DIGGA, with one Backacter Bucket and 
oe “roon Loading Shovel. New September, 

Single Chain Westwood GRAB, approx. 134 cu. yd., £95. 

L.T. WINCH for D8 Tractor, £14 

D8 TRACTOR, 2U Series, with L.T. Winch, £1,650. 

A. J. PHILLIPS, LTD., 
Metropolitan Works, West End Lane, London, N.W.6 
Telephone: Maida Vale 2055, 3406, 4807, 4808. 


OR SAL E&E. 
Two Diesel driven 4in. Double Diaphragm PUMPS, 


Millars. 
Greens 15cwt. FOOTPATH ROLLER. Excellent 
condition. 


LANE BROTHERS 


Unirol 


(MANSFIELD), LTD., 
Mansfield, Notts. Telephone 569. 


R SALE, 14/10 Rex Cleanline Model 
Drum CONCRETE MIXER, on four steel wheels. 
Fitted with Petter Diesel Engine and Built-in 
Weigher. All overhauled and in excellent order. 
Dragline available-—W. V. DAVIES, Concrete Mixer 
Service, _Shipston-on-Stour. "Phone 125. 
ye “he 
22RB EXCAVATORS. 
38RB EXCAVATORS. 
For details, write Box P.2737, ‘‘The Contract Journal.” 
OR COMPRESSOR HIRE SERVICE.— 
From 1-tool to 12-tool (70 c.f.m. to 625 c.f.m. 
f.a.d.). Lorry-mounted and Portable. Full 
Pneumatic Tools.—HUBERT C. LEACH, LTD., High 


Street, Cheshunt, Herts. Tel.: Waltham Cross 25161 
(S lines). 


ARBER-GREENE FINISHERS, Junior and Standards, 

for HIRE or ON CONTRACT.—T. L. AND K. 

COWMAN, LTD., Asfordby, Tel.: 
Asfordby 262 


‘OR SALE, D4 TRACTOR, with Winch and Dozer. 
B.G. PLANT (SALES AGENCY), LTD., Watlington, 
Oxon. Watlington 44. 


Closed 


SALE. 
19RB EXCAVATORS. 


Melton Mowbray. 





CATERPILLAR TRACTOR OWNERS 


Can ring AXWORTHY AND COMPANY, LTD., at 
WINDSOR 60668 for unused Caterpillar SPARES 
from the large and comprehensive stocks available. 
PRICES are well below list and mean substantial 
savings. Despatch ex stock. 

Panic service in emergencies. 


AXWORTHY AND COMPANY, LTD., 
4 Ouseley Road, Uld Windsor, Berks. 


Telephone: Windsor 60668. 


QUICKS of 
CHEADLE 


Offer Immediate 
delivery of NEW 
and USED Industrial 


machinery 


(Offered subject to being unsold) 


New 1960 BRAY BL25 CRAWLER 
LOADER. List price. 


New 1960 CDOSO COUNTY CRAWLER 
Diesel ANGLEDOZER. List price. 


1960 J.C.B. 4 EXCAVATOR LOADALL. 
List price. 


1958 Mk. 4 COUNTY CRAWLER 
Diesel ANGLEDOZER. Repaired and 
repainted, £1,500. 


1958 J.C.B. HYDRA-DIGGA/LOADALL 
6S. Repaired and repainted, £1,725. 


1953 FORDSON MAJOR Diesel, 


Hydraulics, P.T.O., reconditioned en- 
gine, Skyhi Heavy Duty Loader and 
‘2 cu. yd. Bucket, £625. 


H. & j. QUICK LTD., 


WILMSLOW POAD, CHEADLE, CHES. 
Telephone: MERcury 2345. 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 





OBLE PLANT AND ENGINEERING CO. 
No 143 Hersham Road, Walton-on-  eeernee /Srreys 
Telephone: Walton-on-Thames 23693 
PLANT FOR SALE OR HIRE 
10RB_ FACE SHOVEL EQUIPMENT, complete, Heavy 
Duty Bucket, £275. 
and BACKACTER 


19RB SKIMMER EQUIPMENT, 
£350 

19RB DRAGLINE EQUIPMENT, £350. 

Priestman Wolf JIB, Skimmer/Backacter, 1956, 
£1,250. 

Ransomes-Rapier 423 EXCAVATOR, 1953, choice of 
equipment, very good order, £1,350 

Aveling- Barford 30cwt. ROLLER, Model “GA, 1949, 
10-h.p. Ford Petrol Engine, £225. 


Aveling-Barford 10-ton Diesel ROLLER, with Canopy, 
Scarifier and Sprays, Blackstone Diesel, £475. 
Chaseside 30cwt. OUMPER, 1958, Petter AVA2 

Diesel, excellent order, £250. 
Chaseside SOO Loadmaster, 1956, Ford 4D, 
order, £550. 

Benford 1Scwt. DUMPER, generally overhauled and 
in good working order, £120 to £14 
MONO-RAIL. Good condition. Low. price 
Allam Electric driven VIBRATORS, £10. 
Benford 5/3'2 Tilting Drum MIXERS, Petter Diesel, 


good 


“to clear. 


1955, £85. 

Stothert and Pitt 14/10 MIXER, Lister Diesel, 1949, 
£1 

3/2 Wallace Petrol MIXER, £25. 

Stothert and Pitt 10/7, Petter Diesel, 1954, £150. 


Low-loading TRAILER, designed for carrying Bristol 
Tractor, £150 


Taree, — TRUCKS and Spares, running order. 


Muir Milt * OWL SHOVEL, 1956, Ford Diesel, £600. 
c.P.T. 500 .f.m. COMPRESSOR, 1953, Ruston 
6VPH, £950. 


Hudson Railway Side Tip SKIPS. Offers 
Lorain MC3 10-ton MOBILE shane. £4,000. 
WANTED URGENTLY: 
Tene See modern, with Dragline Equip- 
Further detalis from: 
NOBLE PLANT AND ENGINEERING CO., 
143 Hersham Road, Walton-on-Thames, Surrey. 


Telephone: Walton-on-Thames 23693/7. 


ONTRACTORS' PLANT FOR HIRE. 
EXCAVATORS, BULLDOZERS, 7-ton Diesel 
ROLLER, 2-ton and S-ton MOBILE CRANES, MONO- 
RAIL TRANSPORTER EQUIPMENT, VIBRATORY 
ROLLERS, COMPRESSORS, MIXERS, PUMPS, etc.— 
Piant Dept.. WM. TOWNSON AND SONS, LTD., 
Higher Swan Lane, Bolton. Telephone: Bolton 10140. 


IMA 1201 Heavy-duty CRANE, fully rigged with 
genuine American 100ft. Boom and jury to 
British maximum rated’ capacity, fully insured. 
Available for HIRE with skilled operator. 
PLANT SALES, LTD., 
25 Castlereagh St., London, W.1. PADdington 2663/5. 


OR SALE.—Ready Mixed Concrete. 80- ton Blaw 

Knox and 60 cu. yd. Double 28BP Stothert and 

Pitt CENTRAL MIXING PLANTS. Immediate delivery. 

WILLIAM G. SEARCH, LTD., Whitehall Road, 
Leeds, 12. Tel. 639081 (10 lines). 





NEW INDUSTRIAL TRACK - MARSHALL 
55-b.h.p. DIESEL CRAWLER TRACTORS with 
Hydraulic Angledozers for immediate delivery, 


£2,511 net ex works. 
C.C.U.s available if required. 


Full details from: 
ABELSON AND CO. (ENGINEERS), 
Sheldon, Birmingham, 26. 
Telephone: Sheldon 2424. 


GREENHAM 
EQUIPMENTS LIMITED 


EX STOCK 


LTD., 


HT4 Caterpillar l4yd. TRACTOR SHOVEL, 


complete with Scarifier, 1955. Excellent 
CORIO | eiccniiingivnscmrer 2,500 
HD5G_ Allis - Chalmers l4yd. TRACTOR 
SHOVEL, 1955. Working order...... £1,400 
HD6G_ Allis - Chalmers ltyd. TRACTOR 
SHOVEL, 1957. Excellent condition 
denduhdeda £2,350 

BL430 LOADING SHOVEL, 4-wheel drive, 


1959, 
order, 


liyd. Rubble 
repainted 


Bucket. 


First-class 
. £1,650 


Chaseside 700 LOADING SHOVEL, late 1957, 
rear tyres nearly new. Excellent fn 


Chaseside LOADING SHOVEL, Petrol, rope- 
operated. Well maintained and in good 
condition £150 


NEW SHERMAN/BRAY TRENCHERS 
EX STOCK 


GREENHAM EQUIPMENTS 
LIMITED 


CLAYTON ROAD 
RUISLIP ROAD, GREENFORD 
MIDDLESEX Phone: Viking 365! 











ALES PLANT 
OFFER FOR 


REGISTER, 
IMMEDIATE SALE: 


LTD. 


CRANES: 
NEADS D 1-ton MOBILE, 30ft. 
1950, pneumatics, £700 
HEALS NM 2-ton MOBILE, 3st. 
1951, pneumatics, £1,100 
JONES KL44 MOBILE, 40ft. 
pneumatics, good condition, 1952, £1,850. 
icnts 4-ton KL44 CRAWLER, 24ft. Jib, 1952, 
Ruston Engine, £1,300. 
JONES 3-ton Super 40 MOBILE DIESEL, 40ft. Jib, 
pneumatics, good working order, £1,000. 
JONES 3-ton KL33 MOBILE DIESEL, new 1956, 40ft. 
jib, pneumatics, £1,700. 
NEALS QM 4/6-ton MOBILE, 45ft. 
sonentnee- head Jibs, Ruston Engine, 
ery good condition, £2,950. 

COLES THORNYCROFT S-ton LORRY MOUNTED, 
Short-wheelbase, reconditioned Diesel, very good 
condition, £2,250; Ditto, with Gardner SLW, 


2, 
MORGAN 5-ton 2-motor Electric _EAEESE, 80/100ft. 
Jib, good condition, .25 


Jib, Ruston Engine, 
jib, Ruston Engine, 


“Jib, Ruston Engine, 


and 20ft. 
pneumatics, 


COLES ‘6-ton Diesel MOBILE, Sore. Cantilever Jib, 
pneumatics, good working order, £3,425. 
BUTTERS 7-ton Electric DERRICK, 120ft. Jib, good 
condition, £1,750. 

RUSHWORTH 7-ton Hand OERRICK, 30ft. Jib, 
unused, £450. 

COLES 10-ton Diesel/Electric LOCO., 25/40ft. Jibs, 
1952, £3,800 each. 

ANDERSON 10-ton Steam DERRICK, 120ft. Jib, 
good condition, £2,850. 

BUTTERS 10-ton Electric DERRICKS, 120ft. Jibs, 
self-propelled Bogies, overhauled, £3,750 each. 

COLES 12'2-ton MOBILE, 8Oft. Jib, Perkins Engine, 


pneumatics, 1950, £5,000. 
MORGAN 1S-ton Steam DERRICK, 120ft. 
1958, on Bogies, £8,750 
Nas 1S-ton Electric DERRICK, 
1951, very _good condition, £6,25 
COLES 20-ton Fully MOBILE, 40ft. ji, new 1956, 
on pneumatics, very good order, £10,650. 
ome 2S5-ton LORRY MOUNTED, 100ft. Jib, new 
1958, very ¢ood condition. Price on application. 
COLES 40-ton LORRY MO 'NTED, new 1954, in very 
good condition. Price on application. 
FOR A COMPREHENSIVE LIST OF PLANT FOR SALE 


Jib, 
100ft. 


new 


Jib, 


AND HIRE — SEND FOR VALES FREE PLANT 
REGISTER. 

Further details: 14 Lower Grosvenor Place, London, 

S.W.1. ViCtoria 7531, 3501, _ 8080, 9886 (15 lines). 

OR SALE, Liner Cumflow 1A MIXER, on four 

steel wheels, with Batchioader, 3-phase motors, 

new 1954, £400.—ALAN R. DAVIES, LTD., 20 
Whiteladies Road, Bristol. Tel. 38418. 


EW Greens Scwt. Vibratory ROLLERS. Ex stock 
delivery. SALE or HIRE. Hire Purchase avaliable. 


WILLIAM R. SELWOOD, LTD., Chandler's Ford 
2981 and Exeter 72375. 
ANTED, 43RB EXCAVATOR, Dragline or F/S. 
Must be good.— Write Box P.2736, “The 


Contract Journal.’ 


3/2 MIXERS ‘Half-Bag’ 


FOR HIRE 
30/- 


PER WEEK 
PETR 


tL OR ELECTRIC—I PHASE 


COHN MACNAMARA & CO. LTD., 
Rd., Deptford, Londen, S.£.8 Bermondsey 3275-1435 








KINGSTON PLANT 
HANWORTH - MIDDX. 


ror BULLDOZERS ano 


ALL PLANT HIRE 
FELTHAM 4084 








EAGRON Sonera SeTsean LTo. 
OFFER FOR SALE 
ee ae Batchmaster Mk. Ill Mobile BATCHING 
ANTS, Trailer-mounted, new 1 


9 
EONITE 60-ton Buck CEMENT PLANT, 8-ton Cement 
Hopper, 60-ton Silo, new 1956. 
SPENCER-HOPWOOD No. 22 BOILERS. 
C.P.T. 800 c.f.m. Y type Stationary COMPRESSORS, 
electrically powered. 
JONES Super 40 3-ton MOBILE CRANE, 40ft. Jib, 
Ruston 2VTH Diesel Engine, crawler mounted. 
JONES KL44 4-ton MOBILE CRANE, 40ft. Swan Neck 


Jib, Ruston 2VSH Diesel Engine, new 1951. 
LIMA 802 2'2 cu. yd. EXCAVATOR, rigged as a 
crane, 100ft. jib, Back Hitch Suspension, G.M. 
Diesel Engine, extra wide, extra long crawler 
tracks, new 1948. 
LORAIN 10-ton Lorry-mounted SS 8Oft. Jibs, 
Mack Diesel Engines, new 


194 

COLES 25S-ton Lorry-mounted CRANE, Model 12710, 
Jibs_up to 100ft., new 1958. 

ee Model 15H Climbing Tower CRANE, new 


ee ee 360 Tower CRANE, 85ft. 3in. Jib, 


1 
HENDERSON 7-ton Three Drum Electric Derrick 
CRANE, 100ft. jib, new 1951 
PRIESTMAN Wolf 3B Model EXCAVATORS, Skimmer, 
Backacter, Dragline Equipments, Dorman Diesel 
Engines, new 1954/55. 
19RB EXCAVATOR, Skimmer, Backacter, Face Shovel, 
Ruston 4VRHON Diesel Engine, new 1954 
NCK Model 304 EXCAVATOR, 4Oft. Gregeee ei 
ment, A.E.C. Diesel Engine, new 1954. 
LIMA 802 2'2yd. EXCAVATOR, 708 Dragline 
Equipment, new 1948. 
7O0ft. Dragline 
Engine, new 1949. 


LIMA 1201 3t2yd. EXCAVATOR, 
3 and 4 FLOOR CENTRES, acid tank 


Equipment, Cummins Diesel 
ACROW Nos. 
cleaned. 

CONCRETE PUMPS, Model PC3, Gin. Concrete 
Pumps, electrically powered, new 1955/57. 
AVELING-BARFORD 4!2yd. DUMPERS, Dorman 

Diesel Engines, new 1954/56. 


—,, Model 101 GRADER, International Diesei 

ne. 

WOODFIELD 8O0ft. Fully Universal PILE FRAME, 
new 1956. 


95 
WINGET-PARSON 221 TRENCHER, new 1950 
alae a Drott BTD6 TRACTOR SHOVEL, 


CATERPILLAR. D4 TRACTOR, 2T Series, L.P.C. 
Dozing Equipment, Onions Double Drum Winch. 
FURTHER DETAILS: 





Abbey House, Victoria Street, London, S.W.1. 
; _Telephone: ABBey 5152 (4 lines). 
XCAVATORS FOR SALE. 
Series, with Dragline Equipment. 
19RB, 11000 Series, with Dragline Equipment. 
Apply: J. E. TAYLOR, “Mayfield,” Main Road, 
Stickney, Boston, Lincs. Telephone: Stickney 376. 


OR SALE, 54RB, with Face Shovel; Smith Super 10: 
2-ton Hand DERRICK CRANE, 60ft. Jib; D8, with 









Scraper. —B.G. PLANT (SALES AGENCY), LTD., 
Watlington, Oxon. Watlington 44. 
| PLANT HIRE 
& SALE 
Excavators 
Bulldozers 





TAYLOR KENT 


WEYDOWN ROAD, 
HASLEMERE, SURREY 
Telephone: HASELMERE 2294/5 





FOR PUMP ’RIRE 
CONSULT 


PUMPIRE LIMITED 


MANCHESTER 


Cheviot St. (old Wood St.), 
off Carnarvon St., 
Cheetham, Manchester. 

Bla. 6868 


SURREY 
Byfleet Works, 
Byfleet, Surrey. 

‘Phone: Byfleet 46401 
"Phone: 


LONDON 


Finchley Road and 
Frognal Goods Yard, 
Hampstead, 
London, N.W.3. 
‘Phone: Tra. 2663 


LEICESTER 


Tudor Works, 
Bradgate St., Leicester. 
*Phone: Leicester 21512 


112 Jermyn St., 
London, S.W.1. 
‘Phone: Tra. 2665 
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OR SALE. 
NCK304 33 cu. yd. DRAGLINE EQUIPMENT, 


new 1954, excellent. 


2-ton Neal NM MOBILE CRANE, 30ft. f'b, Ruston 
Diesel Engine, pneumatics. 

Two No. 16  Spencer-Hopwood BOILERS, fully 
insured, 120Ib. 

Ruston Diesel LOCO., 2ft. gauge, 25/30-h.p. Engine. 

KL44 MOBILE CRANE, Diesel Engine, 40ft. Jib, 
pneumatics. 

sassy praia MOBILE CRANE, 24ft. Ruston 
iesel. 

112 cu. yd. and 1 cu. yd. Johnson Diese! DUMPERS, 
overhauled. 

Larssen and Appleby-Frodingham STEEL SHEET 


PILES, Nos. 1, 
3ayd. Weatherill 


2, 3 sections. 
Hydraulic LOADING SHOVEL. 


TRENCH SHEETS, 12ft. : 

No. 7 McKiernan-Terry PILING HAMMER, with 
leg guides. 

19RB EXCAVATOR, 10200 Series, Dragline Equip- 
ment. 


2-ton Neal N CRANE, 20ft. Jib, reconditioned engine. 

4in. Johnson Portable Diesel PUMPING SET, re- 
conditioned. 

10-ton and 20-ton PORTASILOS. 


DUDLEY VALE, LTD., 


3 Buckingham Place, London, S.W.1. ViCtoria 0252. 
OR SAL E. 
1943 Ruston-Hornsby Diesel SHUNTING LOCO., 
47-h.p., standard gauge, in good working 
order, £350. 


10/20-ton Wobbly-wheel Compaction ROLLER, £200. 
Two Koehring 9 cu. yd. Motorised SCRAPERS, £600 


each. 

Three pairs G.M. 6/71 ENGINES (makers recon- 
ditioned), £600 per pair. 

General 304, fitted Leyland Engine, 38ft. Crane Jib, 


Sgyd. Skimmer and Backacter, £450. 
1947 Vulcan Diesel TIPPER, unused 
U_ steel dumper body, £225. 

Quantity of Sherman TANKS and Spares. 
JOHN WALKER AND CO., Middleforth, 


Penwortham, Preston. Tel.: Preston Priory 83227. 


OR SALE. 
Two Winget 5/3'2T MIXERS, with Petter Diesel 
Engine, £110 each. 


PORTABLE COMPRESSORS, 150!b. pressure. £85 ea. 


SULLIVAN PLANT HIRE AND EQUIPMENT SALES, 
Greenford Road, Southall (4481). 


OR SALE. 

6yd. Ruston SCRAPER, as new, £225. 
New SKIMMER EQUIPMENT, N.C.H., £90. 
New FAIRLEAD, N.C.H., £45. 


WINDER, S8 Exeter Gardens, Stamford 2680. 


ANTED, 37RB EXCAVATOR.—Write or ‘phone: 

J. A. Selby, WEST'S PILING & CONSTRUCTION 
co., LTD., Bath Road, Harmondsworth, West 
Drayton, Middx. Skyport 5222. 


ANTED, ALL TYPES OF CLETRAC 

TRACTORS, any condition.—State Serial No. 
and price required.—C. J. THORNE AND CO., LTD., 
Uckfield, Sussex. Telephone 178 (3 lines). 


since fitted 


‘OR SALE, 10/7 Liner Portable BRICK CRUSHER, 

Lister Petrol, four steel wheels, £150.—ALAN 

R. DAVIES, LTD., 20 Whiteladies Road, Bristol. 
Tel. 38418. 


ATERPILLAR D8 TRACTORS, with Hydraulic 

Cabledozer Equipment and Le Tourneau 12/13 

Scrapers. Available for HIRE, CONTRACT or SALE. 
"Phone: Felling 693250. 


ANTED.—All types of CONTRACTORS’ PLANT. 
Full details, including price.—Write Box P.2739, 
“The Contract Journal." 





FOR HIRE OF MODERN DIESEL 


COMPRESSORS 


IN THE MIDLANDS 


J. W. COX PLANT HIRE LTD. 


QUARRY 7m. BRIERLEY HILL, STAFFS, 


hone: CRADLEY 66695 


WILLIAM JONES LTD. 


WESTMOOR STREET, CHARLTON, 
LONDON, S.E.7. 


Telephone: GREenwich 3821/5 
































FOR HIRE 
Excavators, $ to % cu. yd., and equipments. 


40-h.p. to 104-h.p. Diesel Crawler Tractors, 
with Hydraulic Angledozer equipment. 


3 cu. yd. M.R. Diesel Dumpers, front control. 
| yd. Diesel Dumpers. 
Weatherill Loading Shovels. 





FOR SALE 


Fowler VF Diesel Crawler Tractor, with or 
without Hydraulic Angledozer equipment. 


Excavator Equipments; Priestman-Panther 
Skimmer and Backacter Equipments. 


Specialists in Priestman Universal Excavator 
andall equipments. Hire, Hire with Option to 
Purchase, Sale, Part exchange and Overhauls. 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 


LANT BARGAINS — EX STOCK. 
Rapier 8'2-ton Super Diesel/Electric CRANE, 
first-class, £3,750. . 
Jumbo junior 1!2yd. GRAB CRANE, Fordson Diesel, 
1957, £950. 
Bray BL25 1yd. Tracked SHOVEL, Fordson Diesel, 
rebuilt, £1,575. 


1957 BTD6 Drott SKID-SHOVEL, Cab, £1,700. 
Allen-Michigan S-ton T6K CRANE, 30ft. Jib, Skimmer, 


Trencher, Grab, G.M. Diesel, £3,250. 

Dinkum Major and Power Shovel, cab, two Buckets, 
1958 (Dec.), £1,650. 

).C.B. TRENCHER on Fordson Diesel, cab, two Buckets, 
1956, £650. ) 

Dinkum DIGGER on Fordson Diesel, with Skyhi 
Hydraulic Shovel, £595. 

C.P.T. Trailer-mounted Single-Tool Diesel AIR COM- 


PRESSOR, £285. 
Broomwade SVD1 on four wheels, Lister Diesel, £250. 
SSD 500 Loadmaster Hydraulic SHOVEL, 1957, 


750. 

ee ae High Lift Wire Rope SHOVELS, from 
1 » 

mage S20" Petrol /Electric CRANE, on solid rubbers, 


Morris 2'2-ton Petrol/Electric CRANES, from £350. 

Holman 1959 Tractair_ 2-Tool COMPRESSOR, on 1954 
Fordson Diesel Tractor, £650. 

Broomwade 2-Tool Diesel AIR COMPRESSORS, 
wheels, from £275. 

wom Steevens 2'2-ton Diesel ROLLER, sprinklers, 

Rapier 410 EXCAVATORS, Diesel, Skimmer, Trencher 
and Face Shovel, from £950. 


four 


—_—* 4-ton ROLLER, ex Ministry, Petrol, 

475. 

Ace Comet_ 10cwt. Diesel MOBILE HOIST, tested, 
21ft. Tower, £225 


Saga Junior and Ace Midget SCAFFOLD CRANES, £85. 
Smith 2/10 EXCAVATOR, Face Shovel, Diesel, £400. 
7/8-ton LOW-LOADING TRAILER, vacuum brakes, 
suitable Drotts, £375. 
1,200-gallon TANK, ex vehicle, £45. 
Pegson 4in. CONTRACTORS’ PUMPS, 36,000 g.p.h. 
Crated. Ex Ministry and unused, Morris Engine. 
Gift, £125. 
Stothert and Pitt Diesel Closed Drum MIXERS, 
2-wheel trailers, £185. 
5/3'2 Benford Petrol MIXER, 


10/7 


four steel wheels, £50. 





22'2cwt. Benford Mark 7 Diesel DUMPERS, Lister 
Engines, £285. 

essai iets Mark 3 Diesel DUMPER, very good, 

14/10 Rex Closed Drum _ Diesel MIXER, £300. 

4-kW_ Lister 230/1/50 ALTERNATOR SET, Petrol 
Engine, Isenthall AVR, £95. 

HIRE PURCHASE ——— SPARES SERVICE 
WILLIAM R. SELWOOD, LTD., 
Chandler's Ford, Hants. Telephone 2981. 

oR SAL E. 
Reconditioned Winget 10/7 MIXER, Model 
7THR, Lister Diesel, £350. 


Reconditioned 10/7 Parker Closed Drum MIXER, 
Lister Diesel, £230. 

Fordson Major Diesel TRACTOR, with Skyhi 10cwt. 
Shovel and Blade, Operator's Cab, good tyres, 
sound throughout, resprayed, £450. 

PLANT REPAIRS (BRISTOL), Fox Road, Bristol, 2. 

Telephone: Bristol! 5S-7327 and 5-6009 (2 lines). 


OR SALE, New &cwt. Greens Griffin Vibrating 

ROLLERS. Immediate delivery.—WILLIAM G. 

SEARCH, LTD., Whitehall Road, Leeds, 12. Tel. 
639081 (10 lines). 


ANTED, ROTARY STONE DRYER, 


x_4ft. Gin. dia., for tarmac plant.—D. DAVIES 
AND SONS (DINAS), 


sa _ (DIN _LTD., Llansawel, Llandeilo. 
OR SALE, 8/10-ton, 5S-ton and 2'2-ton Diesel 
ROLLERS. —8.G. PLANT (SALES AGENCY), 
LTD., Watlington, Oxon. Watlington 44. 


THE “BRISTOL” 
HIGH SPEED 


ROTOR MILL 


18ft. long 


































{forlreducing Silica Sand, 
Clinkers, Coal, Dry Clay 
and friable or brittle materials. 


Send for our descriptive leaflet: 


ALAN R. DAVIES 
iO 8 a 


aia 
20.Whiteladies Road, Bristol 6 







Yj 





Yj 














Hire it from i. 


LABELSON 
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RAYSTONS OFFER FOR SALE, 
—.1153.—10RB EXCAVATOR, 19000 Series, 
F/S Equipment, £1,850. 


£.1197.—19RB EXCAVATOR, 
line Equipment, £2,750. 

E.1194.—-19RB EXCAVATOR,17400 Series, Skimmer/ 
Backacter Equipment, £2,600. 


18000 Series, Drag- 


€.1077.—24RB EXCAVATOR, 11000 Series, Drag- 
line Equipment, £2,250. 

E.1102.—33RB EXCAVATOR, 7000 Series, Dragline 
Equipment, £3,150. 

E.1163.—37RB EXCAVATOR, 7500 Series, Dragline 
Equipment, very good condition, £4,900. 
E.1192.—38RB EXCAVATOR, 12500 Series, Dragline 

and F/S Equipment, £8,500. 

E.1140.—S4RB EXCAVATOR, 21800 Series, F/S 
Equipment, £12,750. 

OP.201.—NCK304 EXCAVATOR, 1025 Series, fully 
rigged for crane work, 7Oft. Jib, power boom 
lowering, 8-ton hook block, full set weghts, 
powered by Thornycroft NR6 Diesel Engine, 
very ¢ood condition, £2,400. 

OP.225.—Two BTD6 TRACTORS, with Hydraulic 
Saaer, new 1958, very good condition, £1,250 
each. 

TS.17.—BTD6 Drott SHOVEL, 4-in-1, new 1957, 
£2,000. 


T.1068.—D8 Caterpillar TRACTOR, 2U, 14000 Series, 
Birtley Angledozer and Caterpillar 25 C.C.U., 
£2,950. 

TE.472.—Aveling-Austin 99H GRADER, £1,700. 

C.941.—Jones KL33 MOBILE CRANE, with 4O0ft. 
Jib, new 1956, £1,650. 

C.950.—Jones KL44 MOBILE CRANE, with 30/40ft. 
Lattice Jib, Ruston Diesel, £1,875. 

C.857.—Coles Model $1510 12'2-ton 
CRANE, maximum 60ft. Jib, new 
excellent condition, £7,000. 

C.948.—Coles Model $1710 15-ton Mobile CRANE, 
new 1958, excellent condition, £7,450. 

C.901.—Coles Ajax Diesel/Electric MOBILE CRANE, 
3-ton capacity, with 35ft. Qin. Jib, or would 
lift 7 tons with 19ft. 3in. Jib, £2,725. 

C.916.—Michigan T6K Lorry-mounted CRANE, 5-ton 
capacity, complete with Excavator Equipments, 
powered by Dorman Diesel Engine, £2,750. 

OP.219.—10-ton Morgan 2-motor Electric Derrick 


MOBILE 
late 1958, 


Double Drum 120ft. Jib, with bogies, excellent 
condition, £4,350. 

C.891.—Buildmaster Tower CRANE, Model BDK1S0, 
new 1954, 2'2-ton capacity, excellent order, 
£1,150. 

CP.S85.—Ransomes-Rapier Three 25 cu. yd. TRUCK 


MIXERS, on A.E.C. Diesel Chassis, £1,100 each. 


D.125.—Two Euclid Model 27FD Rear DOump 
TRUCKS, with Cummins Engines, £1,800. 
D.139.—Four Aveling-Barford 4'2yd. DUMPERS, 

poverse by Dorman Diesel Engines, From £600 
each. 
D.144.—Muir-Hill 10BD 3yd. DUMPER, Ford 4D 
Diese! Engine, new 1958, £595. 
0.145.—Muir-Hill 10BD OUMPER, Perkins P6 
Engine, with two large spare wheels and new 
tyres, £350. 


D.146.—Thwaites 1'2 cu. yd. DUMPER, Petter Diese! 
Engines, good condition, £290. 
A.619.—Broomwade 167 c.f.m. Lister Lorry-mounted 
COMPRESSOR, Bedford Chassis, £325. 
A.517.—C.P.T. 500 c.f.m. COMPRESSOR, 
matics. Ruston 6VPH Engine, £1,400. 
OP.226.—FAIRLEAD and BUCKET for 802 


£350. 
JIB, 7Oft., 


on pneu- 
Lima, 


EQP.524.—802 Lima DRAGLINE 
Number of Tower and Derrick Cranes available, 
30cwt. 


£475. 
from 

to 15-ton capacity. Various models and makes 
to cover a comprehensive range. 


GRAYSTON PLANT AND ENGINEERING CO., 
32 Stewarts Road, London, S.W.8. 
Tel.: Macaulay 6688 (10 lines). 


TOKEN FOR PLANT 
HIRE YOUR 


LTD. 


Excavators, Dozers and Scrapers, Dinkum 
Major Diggers and Drott Shovels, Trenchers, 
Dumpers, Rollers, Concrete Mixers, Pumps, 
Compressors, Rammers, Vibrators, Hoists, 


Generators, etc. 


FROM 
TOKEN CONSTRUCTION 
COMPANY, LIMITED 


PLANT DEPOTS 
STATION ROAD, VALMAR ROAD, 
THATCHAM, BERKS. CAMBERWELL, S.E.5. 
Tel: Thatcham 3243/3370. Tel: Brixton 5103. 


CONVEYORS for HIRE 


Does your problem involve the movement 

of bulk materials? We specialise in the 

HIRE OF HANDLING EQUIPMENT and 

offer a comprehensive range of plant at 

attractive daily or weekly rates to suit 
your convenience. 









Please write or telephone :— 


SUTCLIFFE PLANT HIRE LTD 


l4a Bond Street, Wakefield 
Tel: Wakefield 6031 





Li 


GZ Phone: SHEldon 2424 J 
UY 


CC 


Wl MMC: PUT XT EEC 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 





I1GHT RAILWAY MATERIAL FOR SALE. 
i 3,000yd. 25ib. B.S.S. TRACK, 24in. gauge 
S00yd. of new 30ib. B.S.M. RAIL. 

1,000yd. of 20Ib. B.S.S. TRACK. 


New Lister Diesel LOCOS., from £455. 
Four Diese! LOCOMOTIVES, by Motor Rail, Ltd., 
with Dorman Engines, 3'2 tons, 24in. gauge. 


Two Montania Diesel LOCOS., 234 tons, 24in. gauge. 

One Simplex Diesei LOCO., with National Engine, 
2's tons, 24in. gauge. Completely overhauled. 

One 1'2-ton Lister Petro! LOCO., J.A.P. Engine, com- 
pletely overhauled, 24in. gauge 

Three U-shaped TIPPING WAGONS, 
16 cu. ft. capacity. 

40 lyd. TIPPING WAGONS. 

Four 2 cu. yd. 24in. gauge Rugga TIPPING WAGONS 

Maco Pressed Steel Lay-on SWITCHES. 

Maco Pressed Steel Lay-on TURNTABLES. 

POINTS and CROSSINGS and TURNTABLES. 

WHEELS and AXLES, al! gauges. 

Maco AXLEBOXES. 

PLATELAYERS' BOGIES, 4ft. 8'in. 

ENGINEERING, 


M. €E. 
457 Finchley Road, London, N.W.3. Telegrams 
"Phone: 


Mengilim, London HAMpstead 7481-2-3. 


IRST-CLASS MACHINES — BARGAIN PRICES. 
1959 Bray BL30, tyd. Shovel, £1,150 
Chaseside 800, T C, Shovel, £1,100 
Bray 440T, 1'2yd. Shovel, £1,250. 

Drott B6K3. tyd. Shovel, £1,500 
j.C.B. EXCAVATOR, Shovel, £700 
DINKUM DIGGER, Shovel, £575. 

DINKUM DIGGER. Shovel, £525. 

Dixon ROAD ROLLER, 3 3'2-ton, £325 
David Brown 30!ITD, Dozer, £550. 
1953 Priestman Wolf, Skimmer Backacter, 
1948 Priestman Wolf, Dragline, £600 
10000 Series 10RB, Skimmer Backacter 
1959 Thwaites Nimbus DUMPER, fully 

£175. 
Broomwade COMPRESSOR 
57374, £225 


24in. gauge, 


gauge. 
LTo., 


1959 
1958 
1957 
1956 
1956 
1955 
1954 
1955 


£900 
£700 


reconditioned 


2-Tool AC 1 Serial 


H.P. Exchanges 


FIELDS, 
Forest Edge, Ringwood Rd., Ferndown (837), 


ORRY-MOUNTED C.P.T. COMPRESSOR, 2-tool, 
1953, Big Bedford Chassis and Cab, fitted with 
nearly new 4D Diesel Engine, very tidy outfit. 
Compressor powered by Caterpillar and done little 
work. Bargain price of £350. Guns and Hoses extra. 
Willing to demonstrate locally. M. DICKERSON 
(CONTRACTORS), LTD., Gloucester Street, Cambridge 
56973 


or SAL E. 

‘tgyd. Chaseside LOADER, 

P6 Diesel, reconditioned 1958, very good, £175. 
Taylor Jumbo CRANE, with t't2yd. Grab, 

Perkins P4 Diesel, reasonable condition, £625 


ALAN R. DAVIES, LTD 
20 Whiteladies Road, Bristol Tel. 38418. 


Foe SALE. 21.17 Priestman Ring Discharge Single 
Chain GRAB; Goodwin 10 x 12 Dupier COAL 
CRUSHER.—B8.G. PLANT (SALES AGENCY), LTD 
Watlington, Oxon. Watlington 44 


ROAD ROLLERS 


FOR HIRE OR SALE 
10 CWTS. to 10 TONS 


with or without drivers 


HALTRAC LIMITED 


Bourne Works, Weimar St., S.W.15. 
PUTney 4185 


DRAGON 
PLANT HIRE LTD. 


Excavators, Bulldozers, Overloaders, 

Crawler-Cranes, Trenchers, Dumpers, 

Mixers, Pumps, Drott Shovels, Road 

Rollers, Scrapers, 10-ton Articulated 
Loader, etc. 


FOR HIRE EVERYWHERE 
RING GUILDFORD 67277 


Dorset 


new 1951, Perkins 


3-ton 














OR SALE OR HIRE. 

S/3'2 Winget, Maximixams, Parker, Benford 
and Liner CONCRETE MIXERS, on four steel 
wheels, fitted with Petrol Engines, in good 
working order. From £35. 

5 3'2 Benford Model CRW CONCRETE MIXERS, on 
four steel wheels, fitted with Petter Diesel 
Engines, in good working order. Some recon- 
ditioned. Fifteen available 

10,7_ Parker, Stothert and Pitt, Winget, and 
Ransomes and Rapier. 

14.10 Millars and Blaw Knox 

$0,100 machines usually in stock. 


New 4/3 and S/3'2 Barford CONCRETE MIXERS for 
immediate delivery. 


W. V. DAVIES, Concrete Mixer Service, 
Shipston-on-Stour. ‘Phone 125. 
ALE OF BUILDERS’ HOISTS. 

Ace Midget Scaffold Cranes, complete. Four at 
£85 each. 

Ace Mastermobile 10cwt. Diesel Mobile Platform 
Hoist, £175. 

Ace Sones 10cwt. Diesel Mobile Platform Hoist, 
£225. 


All load-tested and certified. Hire purchase available. 


Full range of new Builders’ Hoists in stock. 
WILLIAM R. SELWOOD, LTD., 
Chandler's Ford, Hants. ‘Phone 2981. 


D*. 08, TO18 and TO14 BULLDOZERS and 
Scrapers, Motor Graders, Excavators and new 
Tippers for HIRE or SUB-CONTRACT WORK. 
Particular attention given to finish and compaction. 
New and modern machines in first-class condition. 
Good operators. Technical staff available to analyse, 
crogramme and price complex projects. 
DICK HAMPTON, 

Broadview Farm, Blacknest, Alton, 
Telephone: Bentley 2241. 


NE reconditioned Bristol! Duplex ANGLEDOZER 

OVERLOADER, fitted with new unused Shawnee 
Trenching Equipment. Available immediately, £1,800. 
Can be inspected at: C. AND A. PLANT SERVICES, 
LTO., 202-212 Heald Grove, Rusholme, Manchester, 14. 
Telephone: RUSholme 7291. 


AILS, RAILWAY LINE ATTACHMENTS, RAILWAY 
SLEEPERS of all grades and CROSSING TIMBERS 
from 8ft. 6in. to 20ft. long for SALE. Deliveries ex 
stock. State use required for.—F. HIRD AND SONS, 
Armthorpe, Doncaster. Telephone: Armthorpe 339 


VAILABLE FOR HIRE: EXCAVATORS, ~ BULL- 

DOZERS, DUMPERS, MIXERS, Coles CRANES, 

All classes of LORRIES, including Low-loaders. 
AMEY'S AGGREGATES, LTD., 

Lower Wootton, Boars Hill, Oxford. Oxford 35421 
OR SALE. New and used 6Bristo!i Diesel 
CRAWLER TRACTORS, with Angledozers, Loading 

Shovels and Trench Diggers.—Demonstrations without 

obligation from the Main Dealers, H. A. SAUNDERS, 

LTD., 14-20 The Butts, Worcester. Telephone 26651. 

ANTED, Hyster KARRY KRANE, 
Diesel, pneumatics. Any condition. 


Write Box P.2770, ‘‘ The Contract Journal.” 


Hants. 


etc. 


Petrol or 


SLOGGETTS PLANT HIRE 


COMPRESSORS OF ALL TYPES 


2 Burtons Road, Hampton Hill, Middx. 
Telephone: Teddington Lock 1138/9 


Rapid expansion has decreed us Greater 
London's Largest Fleet Owners of 


1960 1 yd. “DROTT” SKID SHOVELS 





Always available for Hire 


Your personal contact: MR. RONALD GENT 
Tel : THOrnton Heath 3402/3/4 


POWER PLANT HIRE (eddinaton) [D. 


Beddington Lane, Croydon, Surrey 


There is no better medium than 


THE CONTRACT JOURNAL 


for small classified advertisements 


Telephone for linage rates to 


WATerloo 34!/! 








BELSON 


" Offer the following Used Equipments for 
immediate delivery subject to remaining unsold: 


Fowler Challenger Iii M2 Series Diesel Crawler 
TRACTORS, with Hydraulic Angledozers and 
C.C.U.s. Two available. 

Track-Marshall Industrial Crawler TRACTORS, with 
Hydraulic Angledozers. C.C.U.s available if 
required. 


Le Tourneau Model H 3-tine ROOTERS. 
Le Tourneau Model S Light ROOTER. 
Barber-Greene 44C DITCHER. 

Priestman 


n 34/27 Double Rope Excavating GRAB, 
with teeth. 

Priestman 27/22 cu. ft. Double Rope Rehandling 
GRAB. 

ss oe Diesel ROAD ROLLER, completely 
reduiit. 

Stothert and Pitt 32R Tandem Vibroll ROLLERS. 


Two available. 
20-ton capacity Steam LOCO. CRANE for 4ft. 8'2in. 
gauge, with 30ft. Jib and 8-ton Auxiliary Hoist. 
2-ton__ capacity Hand Operated Butters Derrick 
CRANES, with 45ft. and SOft. Jibs. 
Neals Type QM 4/6-ton Mobile Crane on pneumatic 


tyres, with 20ft. Hammerhead and 45ft. Box 
Lattice Jibs. 

Jones Super 40 Mobile Crane on Crawler Tracks, 
with 40ft. Jib. 

Jones KL22 2-ton capacity Mobile CRANE on 
Pneumatic tyres, with 16ft. Cantilever Jib. 
Merton OVERLOADER, Mk. 4, Ford Diesel Engine, 

t2yd. Bucket. 
6,000Ib. capacity Miag FORKLIFT TRUCK, with 


brick-handling fingers. 


900-gallon capacity Four-wheel Bowser TRAILER. 


Ruston 48DS 4ft. 8'2in. gauge Diesel Shunting 
LOCOMOTIVE. 
Further details from: 
ABELSON AND CO. (ENGINEERS), LTD., 


Sheldon, Birmingham, 26. Tel.: SHEldon 2424. 


ARROW TRENCH BUCKETS to fit ail! 
machines. SALE or HIRE. the Norton Backacter 
Bucket designed by user digs harder material and 
empties more efficiently. Sizes ft. Gin./2ft. 4in. 
'MMEDIATE DELIVERY. Other sizes within 10 days. 


Contact NORTON PLANT HIRE, LTD., Ramsden, 
Billericay, Essex. Tel.: Ramsden Heath 365/6. 


ONE unused Double-rope Cactus GRAB, about 
1 cu. yd., ideal for handling scrap, will pick 
up about 14 standard bales in one operation. Cost 


new £850, our price £450 f.o.v.—Photograph and 
specification from BOWMANS, 8Ballards Wharf, 
Poole Quay, Poole 334. 

TRANGFORD Rotary TOWER CRANE, Model 


TKS, 30cwt. at 16ft. and 11cwt. at 46ft. radius, 
in good 


condition, ready for work. Price £1,100. 
HUBERT C. LEACH, LTD., High Street, Cheshunt, 
Herts. Tel.: Waltham Cross 25161. 


OR SALE, N.C.K. 304 EXCAVATOR, with Dragline 
Equipment, 1800 Series. New 1954. Excellent 


condition. 
DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. ViCtoria 0252. 


































ErnestDoe&SonsLtd 


Industrial Division 


BARGAINS 
Must be Sold Immediately 


1960 Jj.C.B. HYDRA-DIGGA, counterweight 

machine. This machine has done only two 

demonstrations. 
New price 
Our cash price 


£1,954 plus Buckets 
£1,625 plus Buckets 
1960 J|.C.B. HYDRA-DIGGA/LOADALL 65, 
in as new condition. 
New price 
Our cash price 


£2,403 plus Buckets 
£1,950 plus Buckets 


1960 Jj.C.B. 303 Heavy Duty LOADING 
SHOVEL. 
New price £1,685 
Our cash price £1,450 


Late 1959 Bray BL430T 4-wheel drive LOAD- 


ING SHOVEL with Torque Converter, 1's cu. 
yd. struck capacity Crowd Action Bucket. 
Used for demonstration only. 

New price £2,850 
Gor CORR POUED occ ccc ci ccicies £2,350 
1960 Arps MA _Self-propelled TRENCH 

DIGGER. 
New price £615 
Our cash price . £500 


1959 Shawnee Poole Model 7 REAR DUMP. 
Demonstration machine. 


New price . . £2,192 
Our cash price £1,750 
Shawnee Poole Model 7 REAR DUMP, used 

on short hire. 
New price £2,100 
Our cash price £1,500 


1960 County CDSO. Done one demonstration 
only. 


1960 Fiat FL4. Done three demonstrations 
only. 
New price £2,695 
Cur COR PUIES ......ccscvcccnces £2,450 


Ernest Doe & Sons Ltd 
Uiting, Maldon, Essex 


‘Phone. Hatfield Peverel 311; night 
* 
London Address: 
Therapia Lane 


Mitcham Road, Croydon 


"Phone: Thornton Heath 4844—day and night. 


319. 





1606 
ILSON PLANT HIRE offer the following: 
Murex WELDING SET, Type GBOO2, Seria 


No. 22675, 9-kW 30-V 300-Amp., with Perkins 
P4 engine, mounted two pneumatics, with 
towbar. 

Murex WELDING SET, Type GCOO2, Serial No. 34112, 
9-kW 30-V 300/400-Amp., with Perkins P4 


engine, mounted two pneumatics, with towbar. 
Broadbent 14in. x S4in. S.S. Centre LATHE, motor- 
ised, 3'gin. hollow mandril, 12 spindle speeds, 
6.7-230, c/w 24in. face plate and 12in. 4-jaw 
chuck. 
One 3in. Auto Diesel CENTRIFUGAL PUMP. 
One 4in. Auto Diesel CENTRIFUGAL PUMP. 
Several Parker 5/3'2 CONCRETE MIXERS. 


SKIMMER BUCKET for Tiger Mk.V Excavator. 
WILSON PLANT HIRE, LTD., 
Weedon Road, Northampton. Telephone 4653/4. 


ENRY BOOT'’S (PLANT) offer the following: 
Priestman Wolf llIB, 1954, Skimmer and Drag 
Shovel, £1,800. 

J.C.B. Hydra-Digga/Loadall, 1957, £975. 

Bray 4S50T LOADING SHOVEL, 1958, £2,350. 

BTD6 Drott, 4-in-1 Equipment, 1957, £1,700. 

Holman 2-tool COMPRESSOR, 1954, £350. 

Winget 7THH MIXER, 1958, £600. 

Chaseside (Diesel) SHOVEL, 'ayd., 1951, £150. 
Send for a copy of our full list. 

HENRY BOOT AND SONS (PLANT), LTD., 
Dronfield, Sheffield. Tel.: Dronfield 3206. 

‘OR SALE, Sykes 2in. SPB Centrifugal PUMPS, 
with J.A.P. Petrol Engines, good order. Two 

with Suction Hoses, £50 each; one without hose, £30. 
Apply TILBURY CONSTRUCTION co., LTD., 
Ruscombe Works, Twyford, Berks. Tel.: Twyford 177. 


OWER CRANE, 3-ton Electric Jules Weitz Rail- 
mounted, for SALE. Complete with all ballast 
Can_ be seen at work in _ London. — Please ring 


WATES, LTD., Mitcham 4082. 


RAND NEW 22RB EXCAVATOR, with Dragline 

or Crane Equipment available for immediate HIRE. 
DUDLEY VALE, LTD., 

3 Buckingham Place, London, S.W.1. ViCtoria 0252. 


OWER CRANE for HIRE.—Liebherr F25. Maxi- 
mum height 133ft., radius 75ft., load 2 tons. 
JERRAM, Sandford Works, E.6. GRA 4617/8. 


OR SALE, PRIESTMAN WOLF, rigged for Clam- 
shell. — PLANT SALES, LTD., 25 Castlereagh 
Street, London, W.1. Tel.: Paddington 2663/5. 


BIG CRANE EXCAVATORS 


Several for Sale 


A.R.C. MOTOR Co. Ltd. 


REDHILL WORKS, ARNOLD, NOTTINGHAM 
Telephone: 26-3331/5 














PLANT FOR SALE 
* 


DINKUM DIGGERS— 
ALL WITH GUARANTEE: 


1956 Dinkum, all Hydraulic, including Dozaloda 
with crowd action, full cab, Diesel Engine, 


lights, excellent tyres . £875 
1955 Dinkum, Diesel Engine, full cab, good 
tyres , .£720 
1954 Dinkum, Diese! Engine, full cab, 
lights ey: £650 


Each machine has been overhauled as necessary, 
including rams and bushes, and repainted to 
first-class condition. 


1957 Dinkum, a comparatively new machine, 
Dozaloda Front Shovel, 1400 x 30 rears, 


full cab, lights £1,050 


When you buy your used Dinkum Digger from 
us you get MAIN DISTRIBUTOR SERVICE, 
quality and reliability. Any machine can be 


demonstrated on your site or on our test 
ground at Hertford. 
Full range of Buckets.— Cheap H.P. and 
delivery. 
THERE ISN'T A BETTER BARGAIN THAN 
A DIAL-MEC BARGAIN. 

1948 Smith Super 10 £350 

Bray 4S50T 4-wheel drive Shovel. New_ price 
over £4,000. Our special offer, £2,900, 
complete cab, lights, power steering, 
torque converter, exactly as manufac- 
turer's leaflet. 

TD18A, with Angledozer and Winch...£1,600 

TDI4A, with Angledozer and Winch. Over- 
hauled and retracked £1,400 


PART EXCHANGE AGAINST ALL MACHINES 
WELCOME. SPECIAL H.P. AND DELIVERY. 


* 


DIAL-MEC LTD. 


CAXTON HILL, HERTFORD 


3175/6 and 2456/7/8/9. 


Tel. 





OORES 


New Delmag Diesel D5, DI2, D22. 
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OR SALE. 
One 19RB EXCAVATOR, fitted Dragline Equip- 
ment, Serial No. 9390, in excellent condition, 
well maintained. Price £1,300. 

One Osgood EXCAVATOR, '2 cu. yd. capacity, 
complete with Dragline Face Shovel and Back- 
acter. All in good working order. Price £775. 


Priestman| Wolf EXCAVATOR, 
Dragline_ Face Shovel and Luffing Shovel, 
Series. Price £825. 
BTD6 Anthony OVERLOADER 
Dozer, in excellent condition. Price £800. 
8R Model Caterpillar D8 Crawler TRACTOR, 
fitted with Le Tourneau Double Drum Winch, 
1,200 hours only from complete reconditioning. 
Price £1,175. 

SPARES AVAILABLE: 
Hanomag K90 ENGINE, TRACKS and various 
Parts available from a machine being broken up. 


complete with 
5000 


and Hydraulic 


One VR180C Model ENGINE, TRACKS and various 
parts available. 

One Aveling-Barford CALFDOZER, complete with 
£60 worth of new spares, available. £125 
complete. 

All the above items available from machines being 

broken up. 
Apply A. J. SAUNDERS. Tel.: Yaxley 521/2. 
RACTOR TRENCHERS. 
J.C.B. Digger, on Major Diesel, Cab, two 
Buckets, 1956, £650. 

Dinkum Digger, Skyhi Front Shovel, two Buckets, 
Blade, £595. 

Dinkum Major, December, 1958, with Power Shovel, 
Cab, two Buckets, £1,650. 

WILLIAM R. SELWOOD, LTD., 

_ Chandler's Ford, Hants. ‘Phone 2981. 

OR HIRE, Lorry-mounted MUBILE CRANES, 
3-ton, 5S-ton, 7-ton and 10-ton Coles; 2-ton 

Hydracranes, jib lengths up to 80ft.—COVENTRY 

CRANE HIRE, Brandon Road, Binley, Coventry. 


telephone: Walsgrave-on-Sowe 3113 


ANTED, several Second-hand Neals G.M. MOBILE 

CRANES, with either Petro! or Diesel Engines. 
Immediate inspection made.—GRAYSTON PLANT 
AND ENGINEERING CO., LTD., 32 Stewarts Road, 
S.W.8. Telephone: Macaulay 6688. 


SOR SALE, Chaseside LOADING SHOVELS. 


B.G. PLANT (SALES AGENCY), LTD., Watlington, 
Oxon. Watlington 44. 


TVs 








F. E. WEATHERILL LTD 
USED EQUIPMENT DIVISION 


We can meet your Used Loading Shovel 
requirements either at our main Works 
at Welwyn Garden City or our Depots 
at Walsall, Manchester, West Hartlepool 
and Bothwell. 


1958 WEATHERILL 
Fordson Diesel 
34 x 7 tyres. 
6ft. Gin. wide. 
Fully enclosed driver's 
tyres at rear 
CHASESIDE Loadmaster 
Fordson Diesel Engine. Fitted with 1 cu. 
yd Scoop and Lighting Equipment. Power 
steering. 900 x 16 front and 1400 x 24 
rear tyres £1,100 
1958 (Oct.) WEATHERILL Hydraulic Loader, Type 
ZHCRQ, with 54 cu. yd. Scoop with pointed 


Loader, Type 12H, with 
Engine. Wide front axle with 
Fitted with %4 cu. yd. Scoop, 

Double Acting Main Rams. 
cab. 1400 x 24 

...» £1,200 

700, 


1957 powered by 


toeplate Powered by Fordson Diesel Engine. 
1400 x 24 rear tyres £1,100 
1958 WEATHERILL 2-way Overloader, Type 
4HTW, with Fordson Diesel Engine and % 
cu. yd. Scoop. Driver's Cab. 29 x 8 front 
and 1400 x 24 rear tyres. Overhauled by us. 
Choice of two £1,050 


1957 MERTON Overloader, with Fordson Diesel 


Engine. Fitted with 1 cu. yd. Scoop with 
Digger Teeth, Double Acting Main Rams. 
Lighting Equipment. This machine is_ in 
excellent condition and all tyres are good 

na sepennene £1,000 

1956 WEATHERILL Hydraulic Loader, Type 
2HCRQ, powered by Fordson Diesel Engine 


and 34 cu. yd. Scoop, with straight toeplate. 

29 x 8 front and 1400 x 24 rear tyres. 
Choice of two .... .... £850 
195S WEATHERILL Hydraulic Loader, Type 2H, 
powered by Fordson Diese! Engine and fitted 
with 34 cu. yd. Scoop. 1400 x 24 tyres at 
rear. All tyres very good £650 
1959 WHITLOCK Dozaloda, powered by Fordson 
Diesel Engine, fitted with '2 cu. yd. Scoop, 
complete with driver's cab and lighting, £600 
1954 WEATHERILL LOADER, Type 2H, with 1 cu. 
yd. Scoop and Fordson Diesel Engine. 29 x 8 
front and 1200 x 24 rear tyres £450 
CHASESIDE Cable-operated Loading Shovel, 
with Perkins P6 Engine and '2z cu. yd. Scoop, 
750 x 20 front tyres and 1400 x 24 rear—ali 
in good condition £250 
BRAY Loading Shovel, with Perkins P6 
Engine and 3,8 cu. yd. Scoop. 34 x 7 front 
and 1200 x 24 rear tyres £250 


F. E. WEATHERILL LTD 


USED EQUIPMENT DIVISION 


Tewin Road, 
WELWYN GARDEN CITY, Herts. 


Tel: Welwyn Garden City 4221-5 


1981 


1951 
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September 29 1960 


RANES FOR HIER E. 
1Scwt. GM Neals Fully Mobile Diesel Cranes, 

18ft. Straight and 20/40ft. Telescopic Jibs. 
1Scwt. jones KL1S_ Self-propelled Diesel Cranes, 
15/20ft. Straight Channel Jibs. 
2-ton Neals Diesel Mobile Cranes, 
28/30ft. Straight Lattice Jibs. 
3-ton Neals NMS Diesel Mobile Cranes, 


on pneumatics, 


on pneu- 


matics, 30/35ft. Straight Lattice Jibs. 

3-ton_ Jones Diesel Crawler-mounted Cranes, 30/40ft. 
Straight Lattice Jibs. 

4-ton Jones KL44 Diesel Crawler Cranes, 30/45ft. 
Straight Lattice Jibs. 

4-ton Jones KL44 Diesel Mobile Cranes, on pneu- 


matics, 30/4Sft. Straight Lattice Jibs. 
Smith 21 approx. 10-ton capacity Crawler-mounted 
Cranes, 7Oft. Box Lattice, with 10ft. Fly Jibs 


also available. 


S-ton Coles Mk. VII Diesel Lorry-mounted Cranes, 
various length Jibs. 

10-ton Coles Diesel Lorry-mounted Cranes, various 
length Jibs. 


Hire your Cranes at most competitive rates from the 
Crane Specialists: 
MOORE'S PLANT, LIMITED, 
105-129 Markfield Road, Tottenham, N.15. 


Tel.: TOTtenham 0401 (10 lines). 
FoR SALE, 18/12 Rex Closed Drum CONCRETE 
MIXER on four steel wheels. Fitted with Ruston 


cleaned and painted ready 
required. 


Shipston 


Diesel Engine. Overhauled, 
for use. Weigher and Dragline available if 
W. V. DAVIES, Concrete Mixer Service, 
on-Stour. "Phone 125. 


OR SALE, Allis-Chalmers HDS5G, in good condi- 

tion throughout; can be inspected where working 

in Sussex. Write Box P.2731, ‘‘ The Contract 
Journal." 


R SALE.—Two Smiths 3-ton 
CRANES, 30ft. Jibs, in good 
DEVON CONCRETE WORKS, LTD., 
Barnstaple. ‘Phone: Barnstaple 3031/2. 


OR HIRE, New Parker Rockranger CRUSHER, 
30in. x 18in. Jaws.—JACK BRANCH, Water- 
beach, Cambridge. Tel.: Waterbeach 571. 


ANTED, good 43RB, equipped as Dragline. 
Write Box P.2765, ‘‘The Contract Journal."’ 


OR SALE, A.E.C. MAMMOTH MAJOR. 
Write Box P.2764, “The Contract Journal.” 


Steam Loco. 
running order. 
Taw Wharf, 





FOR SALE 


CEMENT SUPERSILO, all-steel 
tion, weatherproof ventilator, lifting lug, skids, 
integral 4in. downpipe and unicone coupling, 
air-slide and swinging weigh hopper and dispenser 
of 300ib. capacity. Size 20 tons. All virtually 
unused, £450. Can be inspected on site in the 
West Country. 

1948 ex W.D. Priestman Wolf, with new L4 Diesel 
Engine, with Face Shovel, Backacter and Skimmer. 
All practically unused, £750. 

).C.B. Mark |, late 1954, with Bamford Major Loader 
Shovel with Dozer Blade, 18in., 24in. and 30in. 
Buckets, 18in. Ejector Bucket, Face Shovel and 
Crane Jib, on 1400 x 30 rears, 750 x 16 fronts, 
£550. 

1958 Mark IV J.C.B. HYDRA-DIGGA, with Bamford 
Major Loader Shovel, on 1400 x 30 rears and 
750 x 16 fronts, 18in. and 24in. Buckets, Dozer 
Blade, £1,000. 


ERNEST DOE AND SONS, 
Ulting, Maldon, Essex. 
Hatheld Peverel 311 (day); 


Blaw Knox construc- 


LTo., 


Tel.: 319 (night). 


SHAWNEE POOLE DUMP TRUCKS 
FOR HIRE 


We operate the largest hire fleet of these 
machines in England; consult us for all 
your requirements. 


Our hire fleet also includes D.8's, D.7’s, 


D.4’s with Scrapers, Drott Shovels, Ex- 
cavators all sizes, and 25 ton Low Loaders. 


PLANT HIRE OR CONTRACT 
IRVING AINSWORTH (MORLEY) LTD. 


MORLEY - Nr. LEEDS 
Phone: MORLEY 1800-1-2 


ALL BUILDERS’ PLANT 


Alloy and Steel Scaffold tube, 
boards, fittings, Acrow props, 
concrete mixers, etc. 


Prompt delivery, competitive prices and 
terms arranged 


M. SANDERS LTD. 
18/20 Mediar St., London, S.E.5. ROD 5143 


Tel: 
TOTtenham 
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“OR SALE. 
F Saga BUILDERS’ 
With Petrol Engine, £65. 
Mighty SCAFFOLD HOIST, 3cwt. capacity, Petrol. 


Completely overhauled, £40. 

tigin. R. and R. Centrifugal 
i Engine, with hoses. 
£35. 

Winget 5/3'2 CONCRETE MIXER, Petrol, completely 
overhauled, steel wheels, £45. 

Benford 7/S CONCRETE MIXER, Petrol Engine, steel 
wheels. Completely overhauled, £85. 

Blaw Knox S/3'2 CONCRETE MIXER, Petrol Engine. 
Good working order, repainted, £50. 

4-ton Coles Lorry-mounted CRANE, Hydraulic Derrick- 
ing, Diesel. Very good condition, £1,650. 

2-ton R. and R. MOBILE CRANE, 

solids rear, Petrol Engine. 


Self-priming PUMP, 
Completely overhauled, 


Pneumatic tyres 
Clean machine, 
10RB, 11000 Series, Ruston Diesel, Skimmer /Backacter 
Equipment. Very good condition, £1,050. 
Other plant available, your inquiries invited. 
A. AND S. SERVICES, 

88 Cherrydown Avenue, Chingford, E.4. 
Telephone: Silverthorn _ 3028, day or night. 


OR SALE O| HIRE. 


SALE OR 
12-ton DUMPERS, Petrol- or 

15cwt. DUMPERS, Diesel-driven. 

1-ton DUMPERS, Diesel-driven. 

1'2yd. DUMPERS, Diesel-driven. 

3yd. DUMPERS, Diesel-driven. 

Ferguson Diesel TRACTORS. 

Sykes Diesel-driven, Lift-and-force 
PUMPS. 

Johnsons Super RAMMERS. 

Allam Vibrating POKERS. 

30cwt. ROLLER. 

Single-tool Tractor-mounted COMPRESSOR. 


SOUTH MIDLANDS ENGINEERS (W. V. DAVIES), 


Diesel-driven. 


and Centrifugal 


Shipston-on-Stour. ‘Phone 125. 
oR SAL E. 
Thornycroft (Coles) Amazon Series 7 Mk. Vil 


Diesel CRANE, 5S-ton capacity, on 1400/20 tyre 
equipment, in first-class condition, £2,550. 

Hyster KARRICRANE, 2'2-ton capacity, £750. 

Two _Wild-Fawcett Rail-mounted Tower Slewing 
CRANES, with 42ft. Gin. Jib, £375 each. 

One Hilgers-Volger Rail-mounting Travelling TOWER 
CRANE, Model BDK, 75.45 ft. 6in., £550. 

J. T. LEAVESLEY, LTD., Alrewas, Staffordshire. 

‘Phone: Alrewas 354/S/6. 


OR SALE, Modern LIMA 2400 as Dragline with 

torque control and latest swing, in immaculate 

condition.—-PLANT SALES, LTD., 25 Castlereagh 
Street, London, W.1. Tel.: Paddingtor 2663/5. 


ALE or HIRE, 85-h.p. standard gauge Diesel 

LOCOMOTIVE, weight 16 tons, by Motor Rail. 
JOSEPH PUGSLEY AND SONS, LTD., 
Bristol, 5S. Telephone: Bristol! 56037 


LEETRACK SD Model BULLDOZER, with Hydraulic 
Dozing Equipment, £550 only.—J. T. LEAVESLEY, 
LTD., Alrewas, Staffs. Tel.: Alrewas 354/5/6. 





HAVE CASH—WILL TRAVEL 


if you have SURPLUS PLANT but prefer surplus 
cash—if you wish to sell but have no time for 
so-called agents—if you are satisfied with a reasonable 
price for your surplus plant—then contact, with date, 
condition and price: 


FIELDS. 


Forest Ringwood Road, 


Edge, Ferndown, 


BEN TURNER & SON 
(TRACTORS) LTD. 


FOR SALES, SERVICE 
AND HIRE 


Dorset. 


MASSEY- FERGUSON 
INDUSTRIAL EQUIPMENT 


PHONE :— 
RIPLEY (SURREY) 2481/2 





MOORES 


Lincoln 300 amp portable diesel. 


° 
HOIST, with Jib, Electric, £55. | F Caterpiier D4 and Birtley Dozer, reconditioned, 
| 
| 
| 
| 
' 





SAL &. 


£1,500. 
Caterpiliar D2, fitted L.P.C. Dozer, £650. 
Allis-Chaimers HD7W, fitted Baker Hydraulic Angle- 
foun and Double Drum Winch, 
international TO18, fitted Dozer and Winch, £650 
International TD9, fitted Dozer, £450. 
International TD9, fitted Carco Winch, £350. 
Le Tourneau 4yd. SCRAPER, £265. 
Broomwade COMPRESSOR, 3-tool, Petrol, £165 
johnson COMFRESSOR, 2-tool, Petrol, £75. 
Dinkum DIGCER and Two Buckets, as new, £350 
Allis-Chalmers HD7, Tracks new. 
A.E.C. TRACTOR UNIT, fitted Gardner SLW. Hands, 


reconditioned, 


15-ton, and Well Trailer, £450. 
OIL: High-grade Engine and Gear Ol! in 4'3-galion 
Jerry cans, 25s. each. 


ROBIN BOSWORTH, 
Tel.: Stoke Saint Milbro 237. Nr. Ludiow, Shropsnire. 


VAILABLE for immediate HIRE: D6, D4, TDi4 
and TD18 TRACTORS, DOZERS, | SCRAPERS: 
12/21 Allen Parsons TRENCHER; 19RB and 10RB 
EXCAVATORS with all Equipments; DINKUM 
DIGGERS and ODrott SKID-SHOVELS. — Apply 
TILBURY CONSTRUCTION CO., LTD., Ruscombe 


Works, Twyford, Berks. Tel.: Twyford 177. 


EFROSTING AGGREGATES. — We supply small 

Portable Quick-steaming BOILERS, with Steaming 
Grids. Full steam in 10 minutes.—REED BROTHERS 
(ENGINEERING), LTD., Replant_ Works, Woolwich 


Industrial Estate, London, S.E.18. Tel.: Woolwich 7611 








(6 fines), CONS 
ANTED to PURCHASE for Pound Notes. 
Redundant CRAWLERS, BULLDOZERS, 
CRANES, HEAVY MACHINERY, etc. References 
furnished. SITES CLEARED —cash before removal. 
SHELTON, Bulby, | Bourne, Lincs. Edenham 223/4. 
EMEMBER that PLANT SALES, LTD.. 


have the finest fleet of Heavy-duty Lima CRANES 
tor HIRE. Consult ‘them about your craneage oroblems 


PLANT SALES, LTD., 
2S Castlereagh St., London, | W.1. PADdington 2663/5. 
TEEL SHEET PILES and TRENCH SHEETS urgently 


WANTED. All sections bought; large and small 
quantities. Immediate payment. 


DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. 


OR SALE.—One 








victoria 0252. 


Jones KL66 6-ton MOBILE 
CRANE (1958), on pneumatic-tyred wheels. 


Write Box P.2766, ‘‘ The Contract Journal." 


LOGGETTS PLANT HIRE. — Fleet of DIGGER- 
LOADERS for immediate HIRE.—2 Burtons Road, 
Hampton Hill, Middx. Tel.: Teddington Lock 1138/9 


TOTHERT AND PITT 28W Vibroll ROLLERS, for 
immediate delivery, £328 each.—ABELSON AND 
CO. (ENGINEERS), LTD. Tel.: SHEldon 2424. 










BUNKER CLAMSHELL GATES 
LEVER OR AIR OPERATED 
ALL STEEL CONSTRUCTION 


MAXIM CONVEYORS 
(ENGLAND) LTD. 


BELVEDERE ~- KENT 
Ring ERITH 4223 


LEACH Give 
“OFF THE SHELF SERVICE” 


for 


ARMSTRONG-WHITWORTH 
PNEUMATIC TOOLS 


HOSES AND SPARES 
Write for Details: 


HUBERT C. LEACH LIMITED 
HIGH STREET, CHESHUNT 
Telephone : WALTHAM CROSS 2516! 































FOR IMMEDIATE HIRE 


977 Traxcavator HT4 Traxcavator 
831 John Deere Lanz Loading Shovel 
Excavators D4 Dozers Mixers 
Vibrating Rollers Road Rollers 
Compressors Hoists 


PLANT HIRE & SALES, LTD. 


MILLBROOK POINT ROAD 
SOUTHAMPTON 
Telephone: Southampton 7527! 








SL 





WELDING 


or SALE. 


TOWER CRANE, J. Weitz Model 12, complete 

with Rails and Skips, £600. 
2-ton Electric WINCH, with motor, £50. 
Self-dumping GRAB, Westwood 23/24, £125. 
SAWBENCH, 16in., Electric, Universal type, £115. 
Stothert and Pitt 10/7 CD MIXER, Petrol, £75. 
AIR COMPRESSORS, SHSO to 600 c.f.m., Petrol, 

Diesel and Electric. Price on application. 
Priestman 33/27 HEAVY GRAB, 2-rope, £100. 
New MOBILE SITE OFFICES, fitted, from £350. 
CRANE SKIPS, 2 cu. ft. to 2 cu. yd. capacity. 
CONCRETE PLACING SKIPS, '2 to 2 cu. yd. capacity. 
Maco Tn WINCHES, ‘'3-ton to 2-ton 

capacity. 


ROAD FORMS, Gin. to 10in. section. 


M.E. ENGINEERING, LTD., 
457 Finchley Road, London, N.W.3. Telegrams: 
Mengilim, London. ‘Phone: HAMpstead 7481- 2-3. 
\ ANTED BY CONTRACTOR. 
Two 19RB EXCAVATORS, with Shovel or 


Dragline Equipment. 
One 22RB EXCAVATOR, with Dragline Equipment. 
One Caterpillar D9. 
Three DW21s. 
One 463 SCRAPER. 
Three Caterpillar 
Model 3T. 


One Caterpillar 06 Hydraulic ANGLEDOZER. 

One Model 955 TRACTOR SHOVEL. 

Two Caterpillar 04 Hydraulic ANGLEDOZERS. 
Send fullest details and price to: 


Box K.K.387, “The Contract Journal.” 


VAILABLE FOR IMMEDIATE SALE, 12'2-ton 
Coles Type L1510 Lorry-mounted Diesel/Electric 


Cee New 1951. Overhauled recently.—Full details 
an 


D7 Hydraulic ANGLEDOZERS. 


price on application, from: VALES PLANT 
REGISTER, LTO., 14 Lower Grosvenor Place, London, 
S.W.1. Telephone: viCtoria 7531, 3501, 8080, 9886. 


OR SALE, 10RB, Serial 19286, Skimmer /Drag 

Shovel.—KINGS NORTON EXCAVATORS, LTD., 

Dormston Trading Estate, Burton Road, Upper Gornai, 
near Dudley. Tel.: Sedgley 2513. 


OR SALE, a 25ft. FLY JIB, in new condition. 
suitable for use with most types of mobile cranes. 
Price £65. Photograph on_ request. NORMAN 


WALKER (MACHINERY), LTD., Aniaby, Hull. 


DRO, for SALE, with Cab. New january, 1960. 
Used very little. Price £2,900.—Apply TROTTER 


DAVIES AND YEARSLEY, 27 Brazennose Street, 
Manchester. “S 


ANTEOD: CATERPILLAR TRACTORS. 

TRAXCAVATORS and EQUIPMENTS; not more 
than five years old.—'Phone Rothwell 3258, or write 
|AW BONE WORKS, Wood Lane, Rothwell, Yorks. 


JGOR HIRE, 19RBs and 33RBs, TD and HD14s, and 
Merton OVERLOADERS.—SAND AND SHINGLE, 
LTO., Faggs Road, Feltham, Middx. Feltham 3045. 











EQUIPMENT 
SALES & HIRE CO. LTD. 


FOR HIRE 


TRAXCAVATORS 955 
CAT. D.7.’s Dozer or Scraper 
19 R.B.’s—Any Equipment 
















SIDEBOCOM TRACTORS 





























TRACTORS: . 
HD7, HD10, HD14, Dozer or Scrapers. 
D4, DG, D8, Dozer or Scrapers. 

TRACTO-SHOVELS: 

HDSG, with 1's cu. yd. Sucket. 
HD9G, with 2's cu. yd. Sucket. 

EXCAVATORS: 
1ORS, 19RB, all equipments. 
1.C.8. Hydra-Digga, all equipments 

OUMPERS: 

Aveling, 4's cu. ya. 
Rob Roy, | Scwt. 

ROLLERS: 

5-ton and 8-ton, Dlesei. 






CRANES: 
5-ton and 10-ton, 
30-6O0tt. Jibs. 


lorry-mounted. 
















. and F. Diaphragm 

Bin. Centrifugal. 
MIXERS: 

S/3's, 7/5, 10/7, 14/10. 
TIPPING LORRIES: 

Austin 6 x 4. 


All inquiries to: 


G.'GARTER « sons, ur. 


YOKESFORD HILL, ROMSEY, HANTS. 
Telephone: Graishfield 395/6/7. 









Tel 
TOTtenham 
0401 


(10 lines) 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 
aoe = BROS. (WORTLEY), LTD. ONTRACTORS' PLANT FOR HIRE. ALES PLANT REGISTER, LTo. 
—_ excavators. . Sh ‘nn HIRE PURCHASE OR SALE: OFFER FOR IMMEDIATE SALE: 
cam 2 oe ake 7 eries, Face ovel, Fowler Selection from ~ comprehensive fleet of Modern Plant MISCELLANEOUS: 
sent 4178, fovd. Gucbectér/Seammer, Footer Bled, CRANES aueme aaa delivery: MUIR-HILL 10B 3 cu. yd. DUMPERS, Perkins Engines, 
£430." ° ° 18-ton Brownhoist, Shunter, Soft Jib ! 1952/53, good working order, £365 each. 
Smith 2/10, 3syd., Dragline, Perkins (electric start) 10-ton Coles, Shunter, 40ft. Jib MUIR-HILL 146 4), cu. yd. DUMPERS, _ Perkins 
£430. ' “ ' ° 10-ton Grafton. Diesel, 34ft Jib. | Engines, 1951/54, very good order, £950 each. 
Smith 'gyd., old machine but quite sound, FS/Back- 8-ton Wilson, Steam, 35ft. jib. LOW-LOADING TRAILERS, S-ton and 7/8-ton, ex 
acter, McClaren Diesel, £150. s ; 5-ton Grafton, new Diesel conversion, 35ft. Jib. | anes a TANKS, 250, 
Ransomes and Rapier syd., Dragline, Perkins S6 S-ton Smith, SOft. Jib (two). AIR PUMPS APD135 Portable COMPRESSOR. Four 
Engine (electric start), nice machine, £700. CRANES (MOBILE ROAD) wheel Chassis, new 1955, good condition, £450 
i 3, - ° J ° ‘ ° . 
ee aan isyd., Perkins (electric start), ome. ad Lorry-mounted, extendible Jib, AIR Pumps 2 3-tool COMPRESSORS. Lister Diesel 
j.C.B. Excavator, Mk. 1, £750. Ruston 10-ton, track-mounted, 40ft. Jib. ngine, on 2- or 4-wheel trailer or lorry chassis. 
One Fiat 5S5L 'ANGLEDOZER, donkey start, lever Ransomes 8'-ton, Diesel, Ziff, Jib. 1942. Maia RAnEen tan Bonn Renta Gi 
control, £450 Coles 5S-ton, Mark 7 "on Thornycrott © I AVELING-BARFORD 3-ton Diesel ROLLER, GB00867, 
One Ruston LOCO., Diesel, 24in. gauge, excellent, Chassis. . vhs pera Ruston Diesel, Sprinklers, good condition, £495. 
with Seeene. spares, fare... serietd 4 Coles 4-ton, Diesel/Electric, new engine. ie ee oe Sen ens ne 
aa » Sprinklers an oe fo ae eo ee. GREENS 8-ton ROLLERS, new Ford Diesels, Sprinklers, 
Aveling Footpath 10cwt. Petrol, rolls close to wall DERRICKS: : : Canopies, ex Ministry, £1,300 each. 
< pedestrian controlled, £100 , 7-ton Anderson-Grice, 100ft Jib, 400/3/50 PEGSON 16in. x Qin. Portable CRUSHING AND 
" , a ? , : . f ’ | SCREENING PLANT, Ruston Diesel, unused, as 
EQUIPMENT AND SPARES: ——o Butters, 8Oft. Jib, electric, new 1949. new, £750. Also 16in. x Sin. and 12in. x 7in. 
Smith Super 10 FAIRLEAD, as new. £45. EXCAVATORS” 17 Gin. I, single motor. HDSG TRACTO-SHOVEL, G.M. Engine, 1955, £1,950. 
smith 8 Seen ekal ee, =" SHOVEL, ‘ Priestman Tigers, Seyd new 1958 933 ie ioe 1'syd. Bucket, very good 
\ ’ . . "8 7 condition, ’ . 
Smith 5/20 Lightweight FACE SHOVEL, made for nan git wee SET: 95S and 977 TRAXCAVATORS, various. Details on 
coke hold 1'syd., fits any 3ayd. machine, £90. Les. H Jame “ a del! moa application. 
~—— eee er ee ucKET. E407” Locos.. y “Bigga Loadall, “syd. eee aes oe and DOZERS, new 1954/55, £950- 
mi : . - ‘ each. 
Ruston 10RB FAIRLEAD and BUCKET, £120. seppensen Diesel _Locos., 150-h.p. (two). ALLIS-CHALMERS HD19 and HD20 TRACTORS, 
Ruston 19RB ENGINE, needs overhaul, complete arclay 80-h.p.; Ruston 88-h.p., Diesel with Winches. From £1,750 
with electric start, £100. penal! Steam, 14in. x 22in., oll-fired. CATERPILLAR D7 3T TRACTOR, L.P.C. Hydraulic 
N.C.H. BACKACTER, with Jib, £100. sULLOGEEES Zin. x 12in. Dozer and Winch, reconditioned, £3,100 each. 
N.C.H. SKIMMER, with Jib, £100. T D4. full CATERPILLAR D8, 2U16000 Series, 25 C.C.U., very 
(These can be altered to fit any '2yd. machine wo , fully reconditioned, with Angledozers. good order, £3,300 
for £12.) aw hy, |) eee - | CATERPILLAR D8, 2U14000 Series, Birtley Hydraulic 
N.C.H. DRAGLINE JIB, 40ft., £80 (a: bbaes. auamerations: Ghed. aeek Ponta a. Angledozer and 25 C.C.U. and 13yd. Scraper, 
a i tO SPARES neuer _ Cochran Cross Tube and Crane Boilers cael Nery S008 order, 55.080. 
Any We seakes whee ain COMPRESSORS "ton pneumatic) WICKHAM, "Diese, bin. | Olsplzem, ,PUMPS ona 
QUARRY PLANT: a ten ee as 20-ton. FRODINGHAM 1B PILING, in 10/16ft. 
16in. x Qin. Parker CRUSHER, with International ocep S o OO ae eageel Wierthiosten. lengths. Once driven. 
Power Pack, Diesel. Buyer to dismantle, or we ROLLERS: ne P-S.1., Crese Sroomwace. BAXTER sein. x 24in. CRUSHER, no motor, 1956. 
can arrange. £350. _ 12-ton Avelin Diesel vaila’le shortly. 
Three QUARRY SKIPS, circular, ‘2yd., £20 each. O%q-ton’ baaraneil, Dlaee). 10-, 13-, 15-, 20- and 30-ton CEMENT SILOS, by 
One 40-h.p. Fowler DIESEL ENGINE, 1,000 r.p.m., 2'3-ton Aveling, Diesels (three) PORTASILO, ACROW and BLAW KNOX, 
electric start, 50-h.p. at 1,100, £100. DUMPERS: , 4 CATERPILLAR D4 2T and 7) TRACTORS, with Dozer 
One ey peed: a iy ben SS Foden 8 and 12 cu. yd., nearly new. Equipment. From £700 each. 
3-tool, ister iesel, » good, . Three Muir-Hill 14B, Diesel, 4'2yd. CATERPILLAR D4 6U TRACTORS, with Dozer and 
One C.P.T. COMPRESSOR, Petrol, 160 c.f.m., £80. Two Muir-Hill 10B, 2'2yd. Winch, £1,450. 
One Atias COMPRESSOR, Perkins Engine, pare ; CONCRETE MIXERS: BLAW KNOX Mobile BATCHMASTERS, 21 cu. yd., 
— a aaa — a oe Geko oe ae S-COMBAFEMERE, 1955, very good condition, £525 
i on, . inget Roller Pan ixer, Diesel, 4ft. 6in. pan. each. 
Chaseside Hydraulic, 2-tool, 1957, two Buckets, £800, Contractors’ Pumps, Roadforms, Fiexible Hoses (4in. B.S.P. 50/65ft. PILE FRAMES, with 10ft. Leader 
MISCELLANEOUS: to 10in.), Steel and Cast-iron Pipes up to 20in., extension, new October, 1953, three months’ 
One Pensemen pas Rapier 6in. PUMP, 40ft. Hose, Srectric uiene Ks en. eee gene Crushing use, £1,750 each. 
rol, C : ; ilway Equipment an ocomotives, 6.S.P. 78 SA HAMMERS, £565 each. 
One peeones pod Seater 4in. Centrifugal PUMP, Scateeses, nistings, etc. SHWING 1712 cu. ft. CONCRETE PLACER and Air 
Ae pee sie ceniiih ili cate Co a aioe ENGINEERING). LTD., Receiver. Completely reconditioned Price on 
Hand Diaphragm PUMPS. Sin... £5° each. ; Seerere: SNCs. __cwepnone | S277 /2. application. 
One WINCH, Twin Cylinders, ' Lister Petrol, £60. OR SALE, very modern S4RB, Serial No. 22148, FOR A COMPREHENSIVE LIST OF PLANT FOR SALE 
3-ton TRAILER, electric brakes, for Jeep, £60. on long and wide tracks, Dragline. Excellent AND HIRE — SEND FOR VALES FREE PLANT 
One Petrol Muir-Hill DUMPER, ex Ministry, £100. condition. —~ PLANT SALES, LTO., 25 Castlereagh REGISTER. 
One LIFTING MAGNET, 24-V, works from generator Street, London, W.1. Tel.: Paddington 2663/5. Further details: 14 Lower Grosvenor Place, London, 
ousll eta en £150. FcR SALE, Rapier 410 (33 cu. yd.) EXCAVATOR, S.W.1. ViCtoria 7531, 3501, £080, 9886 (15 lines). 
GENERATOR, 110-V, Petrol/T.V.0., £30. Well “maintained. — WILLIAM. G.” SEARCH ATE. gmt ae. 
; i : t ; I es . . LTD. EQUIPMENT, the bucket of which has never been 
ack cae tian tt an tena. nae Whitehall Road, Leeds, 12. Tel. 639081 (10 lines). | used, is available for SALE. 
4ft. Gin. MORTAR PAN, Diesel, £100. OR SALE, 3yd. Conder SCRAPER.—B.G. PLANT PLANT SALES LTD., 
25 Castlereagh Street, London, W.1. PAD. 2663/5. 


MOTOCART, good, £50. 

Everything we offer our own property and at 
works unless otherwise stated, 

Hire Purchase facilities and we take nearly everything 

part exchange. 
Glen Works, Deepcar, near Sheffield. 
(Tel.: Stocksbridge 3276.) 
Deepcar is six miles west of Sheffield, on A.616 
(Woodhead Road). 


these 





19 & 35 R.B.s 
T.D. & H.D.14s 
MERTON OVERLOADERS 


FOR HIRE 


SAND & SHINGLE LTD. 


FAGGS RD., FELTHAM, MIDDX. 
FELTHAM 3045 








JOSEPH PUGSLEY 


(SALES AGENCY), LTD., Watlington, Oxon 


Watlington 44. 











PUMPING MUD ? 


you need a 


sath 


aoe 


a/R 1 
ad) P2 


oe 
AND 


SONS 
LTD 


lawrence Hill BRISTOL, 5 


TELEPHONE 56037 (4 Lines)+ GRAMS, ‘PISTON’, BRISTOL: 


OR SALE or HIRE.—Pingon Type P20 Climbing 
and/or Free Travelling Rail-mounted TOWER 
CRANE. Capacities 16cwt. at 82ft. and SOcwt. at 
33ft.; 82ft. under hook. 
PLANT REPAIRS (BRISTOL), Fox Road, Bristol, 2 


ANTED, 35cwt. ROLLER, with wide wheels. 
Write Box P.2761, ‘* The Contract Journal.’’ 








There is no better medium than 


Re a 


ME CONTACT JURA 





for small classified 
advertisements 
Telephone for 


LINAGE RATES to 
WATerloo 3411 
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“Cheers Jock. Let’s drink to ‘'HYDROSET’ 
and to Tarmac Roadstone who produced it.” 








“Yes, Tarmac Roadstone boast of their success 
with over a million tons of this material. 
Where can you go wrong ?”” 


“And they, | know, value your experience and . 
_ nn 


*“Know-how’ Jock. Come along, drink up — 
a toast, to you and me and to them — coli a 


a good partnership in every sense.’ 


AND ASSOCIATED ROADSTONE COMPANIES 


“9 TARMAC ROADSTONE LIMITED 


the Tarmac Group 
Sole Manufacturers of “TARMAC” “CLOSTEX" ““ASPHALTIC GRITTITE” “SETTITE” “HYDROSET" and suppliers of DRY SLAG AGGREGATE for all purposes. 
London Office: 50 Park Street, W.1. Tel: GROsvenor 1422/5 


Head Office: ETTINGSHALL, WOLVERHAMPTON. TJe/. BiLston 41101/14 
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Surface today’s roads for tomorrow’s traffic with 
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4,000,000 
EXTRA 
VEHICLES 


TOUGH ENOUGH 


to stand the greater rate of wear 


STABLE ENOUGH 


to allow for higher speeds 


RESILIENT ENOUGH BITUMEN 


ee ai tia ESSO PETROLEUM COMPANY, LIMITED 
to bear the heavier loads 36 Queen Anne’s Gate, London SWI 
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PLUS 


SPEED IN PERFORMANCE 


BRITISH HOIST & CRANE COMPANY LED. 
COMPTON (NEWBURY) BERKSHIRE 


Telephone : COMPTON 234 (5 LINES) Telegrams : BRITHOIST, COMPTON, BERKSHIRE 


LONDON SPARES & SERVICE DEPOT: STEVENAGE WHARF, STEVENAGE ROAD, FULHAM, S.W.6 Pea et mere 
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MARSHALL SONS & COMPANY LIMITED - GAINSBOROUGH - LINCOLNSHIRE 
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aT AL ae vs 


W.B.70 
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is} PROVIDES THE AMZY COMPLETE RANGE OF HYDRAULIC EXCAVATORS AND SHOVELS 


| ESSEX =~ Tel. GT. YELDHAM 305 (8 lines) — 
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The all new International 





New power... more weight... superb balance . . . combine with 
new features and unparalleled operator comfort to make the new 
International BTD-8 a certain leader in its class. All the know-how 
and experience of IH, Britain’s largest manufacturer of crawler 
tractors, has gone into the design and development of this new BTD-8, 
a worthy addition to the famous range of International crawler tractors. 
New engine... new transmission... new all-weather starting... 
new steering strength. . . new track components throughout... 
new operator comfort. 5 
\ 


| ... the best buy 
in its power class 

















n 


| 


INTERNAT ew 


IMMEDIATE 
DEMONSTRATIONS 
NOW AVAILABLE 
BOOK YOURS TODAY! 


JAMES BOWEN AND SONS LTD. EDINBURGH GLASGOW ABERDEEN 


HEAD OFFICE 
45-59 Pitt Street, Edinburgh, 3. Telephone: WAVerley 4204 [| 
Glasgow branch: 
428 Helen Street, $.W.1. Telephone: GOVan 2611-2 
Aberdeen branch: 
Back Hilton Road. Telephone: Aberdeen 43332 


INTERNATIONAL 
HARVESTER 





SCOTTISH DEALERS FOR I.H. CONSTRUCTION EQUIPMENT 
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CENTRIFUGALLY SPUN 
CONCRETE PIPES 


with Stanton-Cornelius Flexible Joints 





SE 







B.S. BBB 


made strictly to ..}. 













EIRP CHEN Tr 
- JE CONC MII CAL 






The Stanton-Cornelius Flexible Joint is 
particularly recommended for use in 
bad trench conditions or when there is 
a risk of ground subsidence. 

Specially strengthened thick wall pipes 
are available for use in deep trenches, 
dispensing with in situ concrete support. 


THE STANTON IRONWORKS COMPANY LIMITED NEAR NOTTINGHAM 
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Wacker Vibro-Plate Compactors 


Wes 


Vital 


Base courses, foundations, service trenches, roads, 
concrete structures —the whole pattern of ‘the 
modern constructional industry depends upon 
sound and economical consolidation, this can only 
be achieved by efficient vibratory equipment. 

The vibratory machine is the final link in a costly 
chain of machinery and manpower—its reliability 
is vital! 


Almost fifty years of intense specialisation in 


design for vibration is the background to the vital 
role played by Wacker machines on major con- 


structional projects throughout the world. 


Wacker Internal Concrete Vibrators 





Wacker High Frequency External Vibrators 
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The Vibro-Rammer is just one 
of the outstandingly successful 
Wacker Vibratory machines— 


its use has banished the ‘subsi- 





dence bogie’ for Highway Engineers. 
On Building and Civil Engineering sites, 
Wacker Concrete Vibrators and Compactors 
are the last word in efficiency. 

Vibration is Vital to YOU! Let us show 
you that vibration can also be reliable — 


Wacker Vibration of course! 





WACKER 


SNE me WWACKE 2 





DAVID ROBERTS & CO. (ENGINEERS) LTD. 
Head Office and Works: Albert Street, OLDBURY, BIRMINGHAM. 
Telephone: BROadwell 2851. Telegrams: Robel, Birmingham. 


London Service Works and Office: 134/134a Gloucester Avenue, N.W.I. 
Telephone: PRimrese 0066. Telegrams: Conrobel, London, N.W.I. 
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just a man, his horse and his Winchester... 






















ONLY RAMSET 
OFFERS ALL THESE 
PRODUCT FEATURES 
AND SERVICES 


*%* Complete safety with 
Flite Chek 


* Lifetime guarantee 
on tools 


* 100% Warranty on 
all Fasteners 


The Pioneer of the Old West was 
dependent on his horse and his 
Winchester. Though he may be 
surprised to hear it, today’s up-to- 
the-minute contractor, too, relies 
on his Winchester. His Winchester 
is his Ramset Jobmaster. Yes, the 
Jobmaster was designed by the 
Winchester Division of the Olin 
Mathieson Chemical Corporation, 
with which Ramset, the pioneer 
of cartridge hammers, is closely 
associated. With the backing of 
such experience, it is not surpris- 
ing that the Ramset Jobmaster is 
acknowledged as the premier tool 
of its kind on the market to-day 
—the only powder actuated fast- 
ening tool that is 100% Safe— 
100%, Sure. 


%: Same-day service and 
supply to site 


* Free technical advice 
and operator training 
scheme 


* Full range of fasteners 
and attachments to 
tackle every fastening 
job. 


Ramset products are 
obtainable only from 
the Manufacturers or 
through their 

appointed dealers. 


WINCHESTER - RAMSET 

JOBMASTER - FLITE-CHEK 
are trade marks of 

Olin Mathieson Chemical Corporation 


amset 


FASTENERS LIMITED 


788a Finchley Road, NW11 SPEedwell 9411 or 8004 








September 29 1960 THE CONTRACT JOURNAL 1609 


The age of stone 


. 



















Selected types of axes from the Graiglwyd Factory. 
Reproduced by courtesy of the Director. The National Museum of Wales. 


It has been established by Archaeologists that the Graighwyd 
Mountain, part of our Penmaenmawr Quarry, was the 

site of an extensive stone axe industry some four 
thousand years ago. In fact Graiglwyd axes, as they 
are called, have been found as far afield as 
Hampshire, Wiltshire, Cambridgeshire 
and Derbyshire. All this goes to prove 
that Neolithic Man knew what 
Architects and Consultants know 


today, that Penmaenmawr granite is of the highest quality. 


Head Office: PENMAENMAWR, NORTH WALES 


Quarries at PENMAENMAWR AND TREVOR 
also at LIVERPOOL : PRESTON * CARDIFF ‘ SWANSEA - MANCHESTER - BRISTOL - LONDON 





Producers of: Roadstone, Coated Stone, Concrete Aggregates, Granolithic Materials, Quarry Sand, Ready Mixed Concrete, 
Building Stone and Railway Ballast. 
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, - 
Areal time-saver . EBUCKTON 


| RORHIRE 


Caterpillar Traxcavators, D4, 
D7, D8 Caterpillar Tractor 
Dozer Scrapers, D8 Caterpillar 






Tractors with Type 80 Birtley 
1418 cu. yd. Scraper, 10 RB, 
19 RB and 22 RB Excavators. 








Use 
TRAILEX JUNIOR 


Petrol or diesel engine driven. . . gives 
a perfect mix -— with an unmixed batch 
ee an ou 


THE CLOCK 
CERVICE 


e, fast towing Nn site to site. Non- 
towing models in 3),T and 5T sizes on steel 
or pneumatic tyred wheels. Petrol or diesel 
engine driven. 


HIRE PURCHASE TERMS... ONLY 10%, DEPOSIT | 


ee eee ee nee ee ee ee eT ee ee 

| ind full details of items marked “X” | 
O JUNIOR MIXERS O CADET MIXER © HOPPER FED T.D. MIXERS 

| © ROUGHRIDER DUMPER OO NIPSKIP O HYDRAULIC NON-TILT MIXERS | 

° OCK & MFLOW MIXER O PORTASAW 

t 


SLAB BLOCK & BRICK MACHIN 


NOORES nnnnnnnnennnnncenen: || TWE BEST ON EARTH— 
— igs aliPieon vine edness ale sialon sigilioner eases ' BUCKTON OF ASHTON 


THE LINER CONCRETE | 








BUCKTON LIMITED, 63 Stockport Rd., Ashton-under-Lyne 


MACHINERY CO. LTD. Tel: Ashton-under-Lyne-1848 (3 lines) 
PARK ROAD, GATESHEAD, 8. Phon 


"tn a ae TT com | WHEYYNYX 4 I 


s 
leeds , Grantham, Accrington, Torquay, Glasgow, Dundee, Belfast, etc. | 





Ey 
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SPRAYING 
MACHINES 


The WERKMASTER 1 is capable of pumping 25 cu. ft. of 
mortars per minute to a height of 90-150 ft. or over a 
horizontal distance of 300-600 ft. 

A Spray attachment is supplied with the machine enabling 
the plaster to be sprayed direct on to walls or ceilings, or 
alternatively, the WERKMASTER 1 can be used for 
conveying the plaster only, thus eliminating the need for a 
hoist. On recent plastering contracts, with the machine 
being used solely for the pumping of mortars to the point 
of use, it was calculated that the machine effected a saving 
of 40-50 per cent in unskilled labour and led to a 15 per 
cent increase in the productivity of the plasterers. On these 
contracts a 6: 1: 1 sand, lime, cement mix was used. 

A smaller machine, the WERKMASTER 2, is also available. 
‘This machine is similar in most respects to the WERK- 
MASTER 1 and is capable of pumping over the same 
vertical or horizontal distances. Its output, however, is 
1} cu. ft. per minute.’ 





VISIT OUR STAND NO. 32/33 (GROUND FLOOR) 
PUBLIC WORKS & MUNICIPAL SERVICES 
EXHIBITION, OLYMPIA. 






For further details write: 


WARSOP POWER TOOLS LTD., 


SALFORDS, REDHILL, SURREY. 
Telephone: Horley 4471 


TA4451 
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FOR SALE FOR HIRE 


All Contractors’ & Civil Engineering Plant 


including : 





BATCHING & CEMENT PLANTS 
CHASESIDE SHOVELS 
CONCRETE MIXERS 

~ CONCRETE PUMPS i 
aiaiais WATER PUMPS nemas 
CRANES EXCAVATORS ROLLERS 
ROOTERS TRACTORS TRAILERS 
DITCHERS DUMPERS ord 
VIBRATORS 

SSaArSRS ROAD FORMS 
COMPRESSORS 
GENERATORS ROAD FINISHERS 
SAWBENCHES WEIGHBATCHERS 
MORTAR PANS TARMAC SPREADERS 
AERIAL CABLEWAYS RAILWAY MATERIALS 
ETC. STEAM & DIESEL LOCOS., ETC. 


ELEVATORS 


TOWER CRANES 


METAL UNION (PLANT) LTD 


75 VICTORIA STREET, LONDON, S.W.1 


Tel.: ViCtoria 4868/9, 7429, 2177/8 





SUBLET YOUR 
STEEL 


SHEET 
PILING 


TO 
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To solve your corrosion problems, get in 
touch with Plus-Gas the Anti-Corrosion 
Specialists: their Technical Advisory 

Service covers the whole country. 

Plus-Gas Formula ‘A’ Dismantling Fluid, 

(Rust Remover). 

Plus-Gas Formula‘B’ Protective Fluid. 
Used and approved by all 
industries for many years. 
Have you heard of 

Plus-Gas Formula ‘E’ 
External Metal Treatment 
(Tannating Pre-treatment) ? 


_ COMPANY LTD 





1/11 Hay Hill, fe 
London, W.1. fie 
Tel: HYDe Park 






W. A. DAWSON LTD. 


SPECIALIST EQUIPMENT FOR 
ALL SIZES ON CONTRACT 


SUNDON PARK, LUTON 


LUTON 52203 
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BEDFORDSHIRE 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTi?., near Leicester. (Tel.: Coalville 1226/7/8; or 
Lor jon: ViGilant 2530.) (For details, see Leics.) 

DANGERFIELD, F. J.. & CO., LTD., 261A Finchley 
Rd, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

FERRERSAND AGGREGATES, LTD., Northampton 
Rd. Quarries, Rushden (2354/5). (See Northants.) 

GRAVEL PRCDUCTS (HUNTS.), LTD., Little Paxton, 
St. Neots. Hunts. (Tel.: St. Neots 308.) Pits at 
anes Paxton, St. Neots, Hunts.; and Biunham, 
eds. 

HARTIGAN, G. F. X., LTD. (See Buckinghamshire.) 

ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. Ives, Hunts. (Tel.: St. Ives 2441/2/ 
3/4.) (See Huntingdonshire for details.) 

WEBB, G., CAMBRIDGE, 35 Magrath Ave., Cambridge. 
(Tel. 59966, 53969, 50353 (night) ). (See Cambs.) 

WELFORD GRAVELS, LTD., Head Office: Goldington, 
Bedford. (Tel.: 4587/8/9.) Largest producers of 
all grades of washed aggregates in Bedfordshire 
and Northamptonshire. Regular deliveries anywhere. 

WINFIELD, HENRY, LTD., Pix Farm Lane, Hemel 
Hempstead, Herts. (Tel.: Berkhamsted 1208/9.) 
Pits at: Leighton Buzzard. Bedford. Buliding sands. 


BERKSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdor. (Tel.: Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton. (Tel.: Cogenhoe 464) for washed 
and graded aggregates ‘o 8.5.5. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTO., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 25:9.) (For details, see Leics.) 

BULL BROS., S. and t., LTD., 126A High Street, 
Winchester. (Tel. 2264.) (See Hampshire.) 

COFF, HARRY A., LTD., Buckhurst Hill, Cheapside, 
Ascot. Berks. (Tel.: Ascot 1026/7.) Sand, all 
grades of washed aggregates, hardcore, clinker, 
ashes and hoggin. 

CURTIS, J.. AND SONS, LTD., Botley Works, Oxford. 





(Tel.: Oxford 41081/2/3.)_ Sand and all grades 
of washed aggregates. Pits at Radley, near 
Abingdon. (Tel.: Abingdon 441.) $ 


DANGERFIELD, F. J.. & CO., LTD., 261A Finchley 
Rd., London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

GRUNDON, S. (EWELME), LTD., Eweime, Oxon. 
(Tel.: Ewelme 20.) London Office (Tel.: Uxbridge 
4156). All grades washed aggregates. Path 
hoggin, broken stone, buliding sand. 

HAINES, H. (WITNEY), LTD., Oxford Road, Witney. 
(Tel.: Witney 42.) All grades washed aggregates, 
hardcore, pitching and broken stone, Cotswold 
building and walling stone. 

JANES AND .CO., LTD., 2C Buckingham Avenue, 
Slough. Sand aggregates, hardcore, ashes, bulidozing 
and bulk excavat.on. (Tel.: Slough 20361/2/3.) 

LONDON BALLAST CO., LTD. (Tel.: Paddington 5064.) 
SSA Porchester Terrace, North Paddington, W.2. 

POOLE (LECHLADE), LTO., Gravel Pit, Burford Road, 
Lechiade, Glos. (Tel.: Lechiade 219.) 

RALPH OF BASINGSTOKE, LTD., 37 Kempshott Lane, 
Basingstoke, Hants. (Tel. 85.) Concrete aggregates, 
building sand, path gravel, hoggin, etc. 

WRAYSBURY SAND AND GRAVEL CO., LTD., 
Station Road, Theale, Reading. (Tel.: Theale 373.) 


BRECKNOCKSHIRE 
NASH ROCKS STONE AND 


LiMe co., LTD., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for details.) 
SALOP SAND AND GRAVEL SUPPLY CO., 
Admaston, Wellington (Tel. 961), Salop. 
BUCKINGHAMSHIRE 


AMEY'S AGGREGATES. LTD., Lower Wootton, Boars 
Hill, Oxford (Tel.: Oxford 35421—-10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.: Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton. (Tel.: Cogenhoe 464) for washed 
and graded aggregates to B.S.S. 

ASPHALTE CARPETS, LTO., 38 Buckingham Palace 
Road, London, S.W.1. (Tel.: Tate Gallery 4857 or 
Gerrards Cross 3496.) Manufacturers of all grades 
of gravel bitumen macadam, gravel asphalt and 
cold asphalt at Gerrards Cross. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTO., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

BICESTER STONE CO., LTD., Stratton Audley, 
Bicester, Oxon. (Tel.: Stratton Audley 238.) Manu- 
facturers and suppliers of all grades limestone, 
tarmacadam, dry, pitching stone, hardcore, etc. 

COFF, HARRY A., LTD., Buckhurst Hilt, Cheapside, 
Ascot, Berks. (Tel.: 1026/7.) (See Berkshire.) 

OANGERFIELD, F. J., & CO., LTD., 261A Finchley 
Rd., London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (Ste London.) 

ORINKWATER, W. W. (WILLESDEN), LTD., Rush 
Green, Denham, Bucks. (Tel.: Denham 2241/2/3.) 

GRUNDON, S. (EWELME), LTD., Ewel.ne, Oxon 
(Tel.: Ewelme 20.) London Office (Tel.: Uxbridge 
4156). All grades washed aggregates. Path 
hoggin, broken stone, building sand. 

HAINES, H. (WITNEY), LTD., Oxford Road, Witney. 
(Tel.: Witney 42.) All grades washed aggregates, 
hardcore, pitching and broken stone, Cotswold 
building and walling stone. 

HALL AND CO., LTD., Brentford, Middlesex. (Tel.: 
Isleworth 4455), and Coronation Road, High 
Wycombe (Tel.: 4360/1) and at Gerrards Cross. 
Pits at Wraysbury (Middx.), and Ivor (Bucks.). 


HARTIGAN, G. F. X., LTD., High Street, Newport 
Pagnell. (Tel. 126.) Graded and _ single-sized 
gravel aggregates to B.S.S. Pits at Newport Pagnell 
and Broughton, adjoining M.1 flyover. 

JANES AND CO., LTD., 2C Buckingnam Avenue, 
Slough. Sand aggregates, hardcore, ashes, bulldozing 
and bulk excavation. (Tel.: Slough 20361/2/3.) 

LONDON BALLAST CO., LTD. (Tel.: Paddington S064.) 
SSA Porchester Terrace North, Paddington, W.2. 

MARLOW SAND AND GRAVEL CO., LTD., 
Westhorpe Pit, Little Marlow, Bucks. (Tel.: 
Mariow 379.) 

STUART MACEY, LTD., Gordon Road, High Wycombe. 
(Tel.: High Wycombe 2591/2.) 

WELFORD GRAVELS. LTO.. Head Office: Goldington, 
Bedford. (Tel. 4587/8/9.) (See Bedfordshire.) 


CAMBRIDGESHIRE 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details. see Leics.) 

DOANGERFIELD, F. Jj., & CO., LTD., 261A Finchley 
Rd., London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

DICKERSON, M. (CONTRACTORS), LTD., Gloucester 
Street, Cambridge. (Tel.: Cambridge 56973/4.) 
All grades washed sand and gravel, reject stone, 
hoggin, clinker, crushed granite, crushed and 
graded concrete hardcore, brick rubble, ready- 
mixed concrete (all grades). 

MACLAREN BROS. (KENNETT), LTD., gravel, tarred 
and bituminous, gravel asphalt, washed sand and 
gravel, all to B.S. Specifications. Delivered to any site. 
Station Rd., Kennett, Cambs. (Tel.: Kentford 333/4.) 

ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. ives, Hunts. (Tel.: St. Ives 
2441/2/3/4.) (See Huntingdonshire for detalls.) 

WEBB, G., CAMBRIDGE, 35 Magrath Ave., Cambridge. 
(Tel.: Cambridge 59966, 53969, 50353 (night) ). 
Supplier, at keenest rates, of ‘‘Finest Quality Only" 
all grades washed sand and gravel, reject stone, 
hoggin, clinker, ashes, brick rubble, pitching, 
hardcore and_ granite chippings. All to 6B6.S. 
Specifications. Delivered to any site In East Anglia. 

WELFORD GRAVELS, LTD., Head Office: Goldington, 
Bedford. (Tel.: 4587/8/9.) (See Bedfordshire.) 


CARDIGANSHIRE 





NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for detalis.) 

SALOP SAND AND GRAVEL SUPPLY CO., 
Admaston, Wellington (Tel.: 961), Salop. 

CHESHIRE 
BUCKTON QUARRY, broken stone, all grades. (Tel.: 


Mossley 123.) Or write Main Road, Oldham. 

CASTLETON SAND AND GRAVEL QUARRIES, LTD., 
Pennant End Quarry, Whaley Bridge. (Tel.: Whaley 
Bridge 139.) Washed sand and gravel. 

CAWOOD, WHARTON AND CO., LTD., Pistyil 
Gwyn Quarry, Lianarmon, near Mold. (Tel.: 
Lianarmon-yn-lal 27.) Crushed limestone and 
tarred macadam, all grades. 

CHESHIRE AND NORTH WALES TARRED 
MACADAM CO., LTD., Lianarmon, near Mold. 
(Tel.: Lianarmon-yn-lal 43.) Hard, broken 
limestone, dry and coated, to 8.S.S. Inquirles 
to registered office—Market Chambers, Tower 
Square, Tunstall, Stoke-on-Trent. (Tel.: Stoke-on- 
Trent 88094.) 

CROXDEN GRAVEL, LTD., Cheadle, Stoke-on-Trent, 
Staffs. (Tel.: Tean_ 393.) Manchester Office’ 
Blackiriers 3766/7. Plant capacity, 2,000 tons per 


ay. 
DUNNING AND SON, LTD. (See Shropshire.) 


HILTON GRAVEL, LTD., Rice Street, Liverpool Road, 
Manchester, 3. (Tel.: Deansgate 5455 and 5456.) 
Quarries at Cheadle, Staffs. (Tel.: Tean 241.) And 
at Longton, Stoke-on-Trent. (Tel.: Longton 32196.) 

HULLAND GRAVEL CO., LTD., Cheadle, Stoke-on- 
Trent. (Tel.: Cheadle 2323/4, 2119 and 2195.) 
Manchester Office: 464 Wilbraham Road, Choriton, 
Manchester, 21. (Tel.: Choriton 2274/5.) 

PENMAENMAWR AND WELSH GRANITE CO., LTD., 
* Picton Road, Liverpool, 15. (Tel.: Sefton Park 
7261.) All sizes and gradings of crushed granite 
aggregate from our Collingwood Dock (Liverpool) 
Depot. Any quantity per day; immediate delivery 
ex stock. 

TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) (See Staffordshire for details.) 

TRENTHAM GRAVEL CO., LTD., Lordsiey Quarries, 





Willoughbridge, near Market Drayton, Salop. 
(Tel.: Pipe Gate 304/5.) All sizes crushed or 
natural washed gravel. Twice washed sharp 


concreting sand. Plastering sand. 
2,000 tons per day. 

WILLIAMS, C. F., LTD., Bishop Street Sand Quarry, 
Turncroft Lane, Stockport. (Tel.: Stockport 7096.) 
Building sand and concrete sand. Bulk sand and 
gravel filling a speciality. 


Plant capacity: 





CORNWALL 
PENTEWAN DOCK AND CONCRETE CO., LTD., 
Pentewan Works, near St. Austell. (Tel.;: 


Mevagissey 3335,6.) Gwithian Works, near Hayle. 
Pure silica gravel and grit, concreting, buliding, 
plastering and asphalting sands, elvan and granite 
aggregates, all sizes. 


CUMBERLAND 


BROOMBYS, LTD., Sandside, Milnthorpe (Tel. 3251/2), 
Westmorland. (See Westmorland.) 

ESK MANUFACTURING CO., LTD., Dalston Road, 
Carlisle, Cumberiand. (Tel. Carlisle 2-4941.) All 
grades washed, crushed gravel and concreting sand 
to B.S. Specification. Precast concrete products 
and partition biocks. Sand lime coloured facing 
and common bricks. Ex works or delivered. 


DENBIGHSHIRE 


SALOP SAND AND GRAVEL SUPPLY 
Admaston, Wellington (Tel.: 961), Salop. 


DERBYSHIRE 


BALLIDON QUARRIES. LTD., Ballidon, near Ash- 
bourne, Derbyshire. (Tel.: Parwich 201 and 202.) 
Clean and graded drv limestone to 8.S.S., all sizes, 
coated limestone to 8.S. 802 and 1621 and wet- 
mix; large output; reliable deliveries. 

BURROWS BROTHERS (EXCAVATIONS), LTD., 
Wolsiey House, 108 Saltergate, Chesterfield. 
(Tel.: Chesterfield 7130.) Red shale, black ashes, 
graded clinker, filter media, stone slag, sand, 
gravel and hoggin filling. Bulk quantity supplies. 

GRAVEL HILL SAND QUARRIES, LTD. Tel.: Ashby 
(Leics.) 79. (See Leicestershire for detalls.) 

HILTON GRAVEL, LTD., Hilton, Derby. (Tel.: 
Etwall 422.) Also at Mercaston. (Tel.: Bralisford 
316.) And at Willington. (Tel.: Repton 3215.) 

HOVERINGHAM GRAVEL co., Hoveringham, 
Nottingham. (Tel.: Lowdham 3171—15 lines.) 
(For details, see Nottinghamshire.) 








co., 





DERBYSHIRE 


HULLAND GRAVEL CO., LTD., Cheadle, Stoke-on- 
Trent. (Tel.: Cheadle 2323/4, 2119 and 2195.) 
Manchester Office: 464 Wilbraham Road, Chorlton, 
Manchester, 21. (Tel.: Choriton 2274/5.) 

SALISBURY AND WOOD, LTD., Matlock (Tel. 
272/273). Limestone and granite, dry or coated 
gravel and sand; kerbs, slabs, blocks, posts, recon- 
structed and natural stone; lime and ground 
limestone. Lightweight aggregates, ashes, red shale. 


DORSET 


BULL BROS., S. AND L., LTD., 126A High Street, 
Winchester (Tel. 2264). (See Hampshire.) 

DANGERFIELD, F. J. AND CO., LTD., 261A Finchley 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

DORSET LIMESTONES, LTD., Bumpers Lane, Easton, 
Portland, Dorset. (Tel.: Portland 2207/8.) Tarred 
and bituminous macadam, foundation materials. 
limestone for all purposes and to all gradin 
Portland stone aggregates and Portland capstone 
aggregates for reconstructed stone. By road and sea. 


GILSON, S. C., AND SONS, LTD., Holcombe, near 
Bath. (Tel.: Stratton-on-the-Fosse 243.) 


HALL AND CO., LTO., 8 Commercial Road, Parkstange 


(Tel.: 5379). 
MOREYS (VERWOOD), LTD., Verwood, Wimborne 
Dorset. (Tel.: Verwood 234.) Concrete aggre 


gates, building sand, hoggin, path gravel. 


DURHAM 


BRAITHWAITE, A., and CO., LTD., Knaresboroug: 
Yorks. Quarry at Catterick. (Tel.: Old Catt. 157. 
(For details see Yorkshire.) 


ESSEX 


ALRESFORD SAND AND BALLAST CO., LTD., 
Alresford Creek, near Colchester, Essex. (Tel.: 
Wivenhoe 341/494.) Pits at Alresford Creek, Bright- 
lingsea, Stoke-by-Nayland, Bures and _ Holland. 
All grades of washed shingle, concreting sand 
and building sand. Road and water transport. 

BAKER, F. AND E., LTD., 73 High Road, Rayleigh, 
Essex. (Tel.: Rayleigh 1031/2.) Pits at Great 
Totham, Heybridge and West Tilbury. Ali grades 
of washed material supplied and delivered; also 
hardcore, ashes and bricks. 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

BUCBRICKS COMPANY, LTD., Sand and Ballast Pits, 
Martelis, Ardleigh, Colchester. (Tel.: Ardleigh 
310.) All grades of washed aggregates, sand, 
building sand. asphalt, grit. Sterilised dry sand 
accurately graded to buyers’ requirements. 

DANGERFIELD, F. J.. & CO., LTD., 261A Finchley 
Rd., London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

FERRIS PITS, LTD., The Limes Garage, Fenceplece 
Road, Barkingside, Essex. (Tel.: Hainault 5271/2- 
3001/2.) Pits at Orsett, near Stanford-le-Hope, 
and Upminster. All grades of washed aggregates, 
plastering and building sands supplied and 
delivered, also hardcore and ashes. 


HALL AND CO., LTD., Manor Road, Romford. (Tel.: 
Romford 42321.) Pits at Aveley, Boreham and 
Linford, near Grays. Gravel aggregates, concreting, 
plastering and building sand. 

HUNNABLE, F. A., AND SON, LTD., Rayne Road, 
Braintree, Essex (Tel.. Braintree 151 and 1351.) 
Graded washed stone, ‘sin. to rejects; washed 
concreting sand and washed soft building sand. 
Classified sand for asphalt. Ready mixed concrete 
to all grades. Pits at Braintree, Bocking, Beasley 
End, Hedingham and Alphamstone. 

LEIGH BUILDING SUPPLY CO., LTD., Head Office: 
956 London Road, Leigh-on-Sea, Essex. (Tel.: 
78264—S lines.) All grades washed materials, 
building sand, hardcore, ashes, bricks, granite. 

PETERS AND BARHAM, LTD., 309 South Street, 
Romford. (Tel.: Romford 44141—7 lines.) Washed 
and crushed gravel, all sizes; sand. Pits at Asheld- 
ham, Chignali St. james, Dagenham, Great 
Waltham, North Ockendon, Roxwell, West Thurrock. 

READ, P. T., LID., Fairlop Airfield, Forest Road, 
liford. (Tel.: Halnault 6111/2/3.) High-grade 
sands, ballast and shingles supplied and delivered; 
also ready-mixed concrete. 

ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. ives, Hunts. (Tel.: St. ives 
2441/2/3/4 and Halstead 2323.) Pits at St. Ives 
and Gosfield, near Halstead. 

STANWAY CONTRACTS, LTD., Upper Edwards Hail, 
Eastwood, Southend-on-Sea. (Tel.: Eastwood 55161.) 
Sand and gravel pits at Rochford and Woodham 
Walter. Graded aggregates supplied or delivered. 

WELFORD GRAVELS, LTD., Head Office: Goldington, 
Bedford (Tel. 4587/8/9). Washed and graded 
aggregates. Local Office and pits: Tillingham 287. 


WIVENHOE SAND, STONE AND GRAVEL CO., 
LTO., Wivenhoe, near Colchester, Essex. (Tel.: 
Wivenhoe 231.) High-quality washec aggregates 
of all grades. 


GLOUCESTERSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Soars 
Hill, Oxford. (Tel.: Oxford 35421—-10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.: Sutton Courteney. 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton. (Tel.: Cogenhoe 464) for washed 
and graded aggregates to 8.S.S. 

BENGRY AND SONS, LTD., Longmoor, Kingsiand, 
Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
(See details under Herefordshire.) 

COKE, T. F. (CHELTENHAM), LTD., 267 Gloucester 
Road, Cheltenham. (Tel.: Cheitenham 4717/4874.) 
Sand, graded gravel aggregates, hardcore, lime- 
stone, chippings, tarred and bituminous limestone, 
concrete blocks. fence posts, etc. etc. 

CROMHALL QUARRIES, LTD., Cromhall, Wotton- 
under-Edge, Glos. (Tel.: Falfield 346/7.) Concrete 
aggregates, pre-graded in large quantities. Tar- 
macadam, tarpaving, bituminous macadam and 
cold asphalt to 8.S.S. for hand or machine laying. 

GRIFFITHS, A., AND SONS, Churchdown, Gloucester. 
(Tel.: Churchdown 3135 and 2216.) Pit, quarry 
and dredger owners. All grades and types 
agaregate materials. 
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GLOUCESTERSHIRE 


MALL AND CO., LTD., Longmoor House, Ashton Vale 
Road, Bristol, 3. (Tel.: 63001.) Gravel aggregates, 
concreting, plastering 

POOLE (LECHLADE), LTD., 
Road, Lechlade, Glos. 

TAYMA! oo LTD., Wootton Bassett, Swindon 
Wootton Bassett 391—5 lines.) (See mshi 

WHITECLIFE QUARRIES AND BRICKWO 
Coleford, Glos. (Tel.: Coleford 3158/9.) Tarred and 
bituminous Iimestone macadams, asphalt, concrete 
aggregates, dolomitic media, engineering, facing and 
common bricks for all purposes. Delivery road or rall. 


HAMPSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.: Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) 
Dorchester, Oxon. (Tel.: Clifton Hampden 236.) 
oe, a one (Tel.: Cogenhoe 464) for 

ashed and graded aggregates to B.S.S. 

BARDON HILL Quarries (ELLIS AND EVERARD), 

LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 


London: ViGilant 2530.) (For details, see Lelcs.) 
BULL BROS., S. ND L., LTD., 126A High Street 
Winchester. (Tel.: 2264.) Concreting aggregates 


(reconstituted, pit-mixed, welghbatched to meet 
any specification); also ballast, hoggin, path gravel 
and sand from own pits at Fawley, Lockerley, 
Ringwood, Romsey. ss*t and _ Totton 

OANGERFIELD, F. aw D COo., LTD., 261A Finchley 
Road, London, N wes (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

GILSON, S. C.. AND SONS, LTD., Holcombe, near 
Bath. (Tel.: Stratton-on-the-Fosse 243.) 

HALL AND CO., LTD., Baltic Wharf, Marine Parade 
Southampton (Tel.: Southampton 21234), and at 
Angee Pits. at Ringwood, Highbridge and 

Gravel aggregate, concreting, plastering 

and building sand. 

ASKINS, G., AND SONS, Queen Street, Emsworth. 

For washed sands and graded aggregates, path 

hoggin, clinker, ashes. (Tel.: 
Emsworth 2271 


MOREYS “WERWooD>. LTD., Verwood, Wimborne, 
Do (Tel.: Verwood 234.) Concrete aggregates, 

sand, hoggin, path gravel. 

NEW MILTON SAND AND BALLAST CO., Lymington 
Road, New Mliton, Hants. (Tel.: 37 and S66.) 
Guaranteed uncrushed, washed, screened and 
graded concrete aggregates. All sizes. Washed 
sharp and fine sands. 

PRIVETT, W. G., AND SONS, LTO., Drayton Lane, 
Portsmouth. (Tel.: Cosham 70059.) Concrete 
sogresates. buliding sand, hoggin, ashes, washed 

raded filter media, etc. 

RALPH oF BASINGSTOKE. LTD., 37 Kempshott Lane, 
Basingstoke, Hants. (Tel. 85.) Concrete aggregates, 
building sand, path gravel, hoggin, etc. 

WESSEX SAND AND GRAVEL CO., 126 Hillside 
Avenue, Southampton. (Tel. 56616.) Pits at 
Romsey and Fair Oak. Concrete aggregates, 


and road gravels, 


hoggin, building sand, etc. 

WRAYSBURY SAND AND GRAVEL CO., LTD., 
Station Road, Theale, Reading, Berks. (Tel.: 
Theale 373.) 

HEREFORDSHIRE 
BENGRY AND SONS, LTD., Longmoor, Kingsland, 


Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
Suppliers of all grades of crushed concrete aggre- 
gates, road metalling, pitching stone, hardcore and 


coated macadam. 
CLEE HILL TRANSPORT AND ROLLING CO., LTD., 
Ludiow, Salop (Cleehillstone 284). (See Shrops.) 
NASH ROCKS STONE AND LIM D., 
Presteigne, Radnor. (Tel.: Presteigne 352.) All 
grades of tarred and bituminous macadam, road- 
stone, chippings and concrete aggregates, etc. 
OLD RADNOR TRADING CO., LTD., Kington. 


(Tel. 11.) Granite and Iimestone aggregates, 
coated macadam, concrete products. 
SALOP SAND AND GRAVEL — co., 


Admaston, Wellington (Tel. 961), S 
WHITECLIFF QUARRIES AND BRICKWORKS, LTo., 
Coleford, Glos. (Tel. 3158/9.) (See Gloucestershire.) 


HERTFORDSHIRE 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

DANGERFIELD, F. J.. AND CO., LTD., 261A Finchley 
Road, London, N.W.3. (Tel.: HAMpstead 8044/&.) 
For all road aggregates, kerbs, setts. (See London.) 

EASTWOODS SALES, LTD., Eastwood House, City 
Road, E.C.1. (Tel.: Clerkenwell 2040.) Broxbourne 
pit. (Tel.: Hoddesdon 2456.) Producers and 
distributors of all grades of washed aggregates. 

GABRIEL, +» Palmers Lane, Enfield, Middx. 
(Tel.: HOWard 4351/2/3.) Washed eqerenetes and 
building sand. Pits at Hertford and Enfie 

HALL AND CO., LTD., Railway Yard, Orchard Road, 
Stevenage (Tel.: 775), and at Hatheld. Gravei 
aggregates, concreting, plastering and buliding sand. 


HARTIGAN, G. F. X., LTD. (See Buckinghamshire.) 


ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. ives, Hunts. (Tel.: St. Ives 
2441/2/3/4.) (See Huntingdonshire for detalis.) 

WEBB, G., CAMBRIDGE, 35 Magrath Ave., Cambridge. 
(Tel. 59966, 53969, 50353 (night) ). (See Cambs.) 

WINFIELD, HENRY, LTD., Pix Farm Lane, Hemel 
Hempstead, Herts. (Tel.: Berkhamsted 1208/9) 
Pits at: Hemel Hempstead, Watford, West Hyde, 
Rickmansworth. Concrete aggregates, hoggin, 
buliding sand. 


HUNTINGDONSHIRE 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

FERRERSAND AGGREGATES, LTD., Northampton 
Road Quarries, Rushden (2354/5). ‘(See Northants.) 








GRAVEL PRODUCTS (HUNTS.), LTD., Little Paxton, 
St. Neots, Hunts. (Tel.: St. Neots 308.) Pits at 
Little Paxton, St. Neots, Hunts.; and Blunham, 


Beds. 

NENE BARGE AND LIGHTER CO., LTD., Market 
Chambers, Peterborough (Tel. 5534/5), and Ship 
End Quarries, Wansford, near Peterborough (Tel.: 
Wansford 384/5). Roadstone, hardcore, broken 
stone, ballast, ashes, silica clay and sand. 

ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. ives, Hunts. (Tel.: St. tives 
2441/2/3/4.) Producers of all grades of washed 
sand and gravel. Ready mixed concrete. Precaat 

concrete of every description. 


HUNTINGDONSHIRE 


WEBB, G., CAMBRIDGE, 35 Magrath Ave., Cambridge. 
(Tel. 59966, 53969, 50353 (night) ). (See Cambs.) 

WELFORD GRAVELS, LTD., Head Office: Goldington, 
Bedford. (Tel.: 4587/8/9.) (See Bedfordshire.) 


KENT 
BRASTED SAND PITS, Brasted, Kent. (Tel. 586). 


London office: 10A Ellery Street, S.£.15. (Tel.: 
New Cross 3337.) Soft and plastering sands, 





lime and sand-mix dry, hardcore, S.H. bricks, 
ashes, etc. 

BROWN BROS. (SITTINGBOURNE), LTD., Chalkwell 
Road, Sittingbourne, Kent. (Tel.: Sittingbourne 
330.) Sand, ballast, shingle, hardcore, clinker, 
breeze blocks, etc. 

CLUBB, J., LTD., Dartford, Kent. (Tel.: Dartford 
25431.) Pits In North Kent, Medway area and 


Sevenoaks district. All washed and crushed grave! 


aggregates, concreting and building sand. 
DIAMOND TREAD CO. (1938), LTD., Ditton Court 
Quarry, Larkfield, near Maidstone. (Tel.: West 


Malling 3444.) Quarry owners; tarmacadam, bitu- 
minous macadam and dry road stone manufac- 
turers and suppliers. Head Office: 21-22 Old Bailey, 
London, E.C.4. (Tel.: City 7001—10 lines.) 

DIAMOND TREAD CO. (CHART), LTD., Swan Lane 
Quarries, Little Chart, Ashford, Kent. Quarry 
owners; tarmacadam, bituminous macadam and dry 
roadstone suppliers. All inquiries to Area Office: 
Ditton Court Quarry, Larkfield, near Maidstone, 
Kent. (Tel.: W. Maling 3444.) 

HALL AND CO., LTD., Canning Street, Maldstone. 
(Tel.: Maidstone 51051); and at Folkestone and 
Hayes. Pits at Lunsford, near Larkfield. Gravel 
aggregates, concreting, plastering and buliding 
sand, Surecrete precision-mixed concrete. 

HARRIS, M. P., AND CO., LTD., Station Road, 
Paddock Wood, Kent (Tel. 385). (See Sussex.) 

TILBURY CONTRACTING AND DREDGING CO., 
LTD., Postiey, Maidstone. (Tel.: Maidstone 55401/ 


2/3.) Suppliers of tarred, bituminous and dry 
Kentish ragstone, sea _ walling, asphalt fillers, 
Scotch granite and kerbing. 
LANCASHIRE 
BROOMBYS, LTD., Sandside, Milnthorpe (Tel. 3251/2), 


Westmorland. (See Westmorland.) 


BUCKTON QUARRY. Broken stone, all grades. (Tel.: 
Mossley 123.) Or write Main Road, Oldham. 


CASTLETON SAND AND GRAVEL QUARRIES, LTD., 


Trows Lane, Castleton, nr. Rochdale. (Tel.: Castle- 
ton 57100.) Lee Quarries, Bacup. (Tel.: Bacup 
287.) Washed pit sand, crushed washed stone 


aggregates; pitching stone. 
CROXDEN GRAVEL, LTD., Cheadle, Stoke-on-Trent, 
Staffs. (Tel.: Tean 393.) Manchester Office: 


Blackfriars 3766/7. Plant capacity, 2,000 tons per 


day. 

DUNNING AND SON, LTD. (See Shropshire.) 

HARTLEY, JOHN W., LTD., Lundsfield Quarry, Carn- 
forth, Lancs. (Tel.: Carnforth 100.) Large pro- 
ducers of highest quality washed sands, clean 
washed natural pebble and crushed gravel aggre- 
gates for all construction purposes. 

HILTON GRAVEL, LTD., Rice Street, Liverpool Road, 
Manchester, 3. (Tel.: Deansgate 5455 and 5456.) 
Quarries at Cheadle, Staffs. (Tel.: Tean 241.) And 
at Longton, Stoke-on-Trent. (Tel.: Longton 32196.) 

HULLAND GRAVEL CO., LTD., Cheadle, Stoke-on- 
Trent. (Tel.: Cheadle 2323/4, 2119 and 2195.) 
Manchester Office: 464 Wilbraham Road, Choriton, 
Manchester, 21. (Tel.: Choriton 2274/5.) 

PENMAENMAWR AND WELSH GRANITE CO., LTC., 
all sizes and gradings of crushed granite aggregate. 
immediate delivery ex stock. 


Liverpool and Preston Depots: 
fice: 7 Picton Road, Liverpooi, 15S. 
(Tel.: Sefton Park 7 ) 

Manchester Depot: 


Office: Cornbrook Road, Manchester, 15. 
(Tel.: Trafford Park 3830.) 

TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) (See Staffs. for detalls.) 

TRENTHAM GRAVEL CO., LTD., Lordsiey Quarries, 
Willoughbridge, near Market Drayton, Salop. 
(Tel.: Pipe Gate 304/5.) All sizes crushed or 
natural washed gravel. Twice-washed sharp 
concreting sand. Plastering sand. Plant capacity: 
2,000 tons per day. 

WELFORD GRAVELS, LTD., Head Office: Goldington, 
Bedford (Tel. 4587/8/9). Local Offices and pits: 
Chorley 3923 and Wigan 82039. 

WITHERS ’ LIMESTONE, LTO., Black Lane Quarry, 
Carnforth. (Tel.: Carnforth 327.) Graded limestone 
ose to B.S.S., all sizes. Immediate delivery 
ex stoc 

X.L. GRANITE (INGLETON), LTD., Head Offices: 
Clapham, via Lancaster. (Tel.: Clapham 318/9.) 
Works Tel.: Ingleton 231. All sizes and gradings 
of Ingleton granite aggregate. 


LEICESTERSHIRE 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London Office—vViGilant 2530.) Best 
shire grey granite, dry and coated gradings to any 


Leicester- 


specification, cold asphait and wet mix. Prompt 
rail/road delivery. 

CLIFFE HILL GRANITE CO., LTD., Markficid, near 
Leicester. (Tel.: Markflield 561/2/3.) Granite 
aggregates to B.S.S. All sizes. arred and bitu- 
minous granite, concrete slabs and kerbs. Transit- 


mixed concrete. 
DUSTON STONE QUARRIES, LTD., New Duston, 
Northampton. (Tel.: Brixworth 278 and 298; 
Duston S05.) (See Northamptonshire.) 


ENDERBY AND STONEY STANTON GRANITE CO., 


LTD., 21 New Walk, Leicester (Tel. 56682). 
Quarries at Enderby. London Offices: 29 Dorset 
Square, N.W.1. (Tel.: Amb. 1141.) 


GRAVEL HILL SAND QUARRIES, LTD., Prior Park, 
Ashby-de-la-Zouch. (Tel.: Ashby 79.) Works: 
Hartshorne, Derbys. Yellow screened plastering 
and buliding sand, all to 8.S.S. 

HILTON GRAVEL, LTD., Hemington Fields, 
Shardiow, Derby. (Tel.: Shardiow 266.) 

HOVERINGHAM GRAVEL =O.» Bae agg Notting- 
— (Tel.: Lowdham 1—15 lines.) (For 

detalis. see siceeinatamebire.) 

MOUNTSORREL GRANITE CO., LTD., 21 New Walk, 
Leicester (Tel. 56682). Quarries at Mountsorrel, 
near Loughborough. 'gin. pink granite a speciality. 
London Office: 29 Dorset Sq., N.W.1. (Amb, 1141.) 


near 





LEICESTERSHIRE 
WANLIP GRAVELS, LTD., Wanlip Road, Syston, 
Leicester. Any size or grading, scientifically 
balanced ballast. All to 8.S.S. (Tel: Syston 


2327 and 2797.) 
WELFORD GRAVELS, LTD., Head Office: Goldington, 
Bedford (Tel. 4587/8/9). (See Northamptonshire.) 


WREAKE VALLEY GRAVELS CO., LTD., Melton 
Mowbray. (Tel.: Pits—Rotherby 205 or head office 
Melton 2488.) All grades washed aggregates and 


sand. 
LINCOLNSHIRE 


CONINGSBY SUPPLY CO., LTD., Registered Office: 
The Broadway, Woodhall Spa, Lincs. (Tel.: Woodhall 
Spa 3150.) Screened limestone, hardcore, pitching, 
filling, flint, hoggin. Ex quarries or delivered. 

DOW-MAC (PRODUCTS), LTD., Tallington, Stamford. 
All grades of washed sand and gravel. (Tel.: 
Market Deeping 2301 

on pele Anes BUILDERS’ SUPPLY CO., 21 Castle- 

ke West, Barton-on-Humber, Lincs. (Tel.: Barton 
2189.) All grades washed sand and gravel, road- 
stone, hardcore, washed silica sand. 

GIBBONS, F. B., AND SONS, LTD., Registered Office: 
Welby House, Market Deeping, near Peterborough. 
(Tel.;: Market Deeping 3321/2383.) Pits at Lang- 
toft, near Peterborough. (Tel.: Market Deeping 
2210.) All grades washed sand and aggregates. 

HARTSHOLME GRAVEL AND SAND CO., LTD., 
Hartsholme Wood, Doddington Road, Lincoln. Sole 
selling agents: Hartsholme Sales, Ltd., 17 West 
Parade, Lincoln. (Tel.: Lincoln 23391.) 

NOvenINGnAN GRAVEL co, Hoveringham, Notting- 
som. (Tel.: Lowdham 171—15 lines.) (For 

details, cee Nottinghamshire.) 

HURDiSS, J. W., LTD., Victoria Street, Grimsby (Tel.: 
Grimsby 3657) and Caistor (Tel.: Caistor, Lincs., 
281). Building, plastering, concreting sand, also 
Gravel, ballast, hoggin and roadmaking materials. 


PETERBOROUGH QUARRIES, LTo., Sandylands, 
Maxey, Peterborough. (Tel.: Market Deeping 
2355—3 lines.) Quarry at Ropsley, all grades of 
hardcore and broken stone. (See also Northants.) 


POLLARD, C., AND SON (TALLINGTON), 
Walk House, Langtoft, Peterborough. 
Tallington, near Stamford, Lincs. (Tel.: 
Deeping 2140.) All grades washed sand and 
aggregates. For ‘‘Supercrete"’ ready mixed 
concrete, ‘phone Market Deeping 3132. 

TRENTFORD GRAVELS, LTD., Head Office: Deansgrove 
Grimsby. (Tel.: Grimsby 5354.) Washed and graded 
gravel and sand, roadstone, hardcore, slag, tarmac, 
ashes, etc. Pits and quarries throughout the county. 


LONDON 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

BUCBRICKS COMPANY, LTD., S7 Piazza Chambers, 
Covent Garden, London, W.C.2. (Tel.: Covent 
Garden 0534.) All grades of washed aggregates, 
sand, building sand, asphalt, grit. Sterilised dry 
sand accurately graded to buyers’ requirements. 

COX, H., AND SONS, LTD., 

33 poamemeioe Way, 
Camberwell, S.E.5S. 
(Tel.: Rodney ae oe lines.) 

DANGERFIELD  F. ae, ND CO., LTD., 261A Finchley 
Road, N.W.3. (Tel.: HAMpstead 8044-8. )Granite 
limestone or slap. coated or dry, all sizes and 
pitching, granite kerb and setts, felspar quartz and 
other minerals by road or rail, or ex London stock. 


DORSET LIMESTONES, LTD., Bumpers Lane, Easton, 
Portiand, Dorset. (Tel.: Portland 2207/8.) (For 
details, see Dorset.) 

DRINKWATER, W. W. (WILLESDEN), LTD., Dudden 
Hill Lane, Willesden, N.W.10. (Tel.: GLAdstone 
6400/S.) Pits: Rush Green, Denham, Bucks. (Tel.: 
Denham 2241/2/3.) Also Staines Road, Hounslow 
Heath, Middlesex. (Tel.: Hounslow 6222/3.) 

GABRIEL, C., LTD., Palmers Lane, Enfield, Middx. 
(Tel.: HOWard 4351/2/3.) Washed aggregates and 
building sand. Pits at Enfield and Hertford. 

GREENHAM SAND AND BALLAST CO., LTD., 
Chertsey Road, Feltham. (Tel.: Feltham 2285/7.) 
Pits at Hounslow, Feltham and Staines. Concrete 
aggregates, plastering and building sand. 

HALL AND CO., LTD., Chantrey House, Eccleston 
Street, S.W.1 (Tel.: Sloane 7122), and at East 
Dulwich, Poplar and Wandsworth. Gravel aggre- 
gates, concreting, plastering and buliding sand. 


nae. 2 F. X., LTD. Washed sharp sand to 


B.S.S. in Buckinghamshire.) 
KEEN, W. ts D SONS, 18 Granville Road, Epping, 
Essex. (Tel.: Eaten 2520.) All sands, ballasts, 


shingle and hardcore supplied. 
LONDON BALLAST CO., LTD. (Tel.: Paddington 5064.) 
SSA Porchester Terrace North, Paddington, W.2. 
asap, P. T., LTD., Gales Gardens, Bethnal Green, 
€.2. (Tel.: Shoreditch 9128/9.) All sands, ba’ oe 
and shingles supplied and delivered; also r 
mixed concrete. Pits: Fairlop Airfield, Forest Road. 





\lford, Essex. (Tel.: Hainault 6111/2/3.) 
ROADS RECONSTRUCTION (1934), LTO., Stockley 
Lane, West Drayton, Middlesex. (Tel.: West 


Drayton 3041.) All sizes broken limestone, dry 
and coated to British Standards. 


MERIONETHSHIRE 
SALOP SAND AND GRAVEL SUPPLY coe., 
Admaston, Wellington (Tel. 961), Salop. 
MIDDLESEX 
CROSS, GEO. C., AND CO., LTD., Uxbridge Road, 
Southall. (Tel.: Southall 2264/S5/6.) Concrete 
aggregates, hardcore, excavations, demolitions. 


DRINKWATER, W. W. (WILLESDEN), LTD., Staines 
Rd., Hounslow Hth., Middx. (Hounslow 6222/3.) 

GABRIEL, C., LTD., Paimers Lane, Enfield, Middx. 
(Tel.: HOWard 4351/2/3.) Washed aggregates and 
building sand. Pits at Enfield and Hertford. 

GREENHAM SAND AND BALLAST CO., LTD., 
Chertsey Road, Feltham. (Tel.: Feltham 2285/7.) 
Pits at Hounslow, Feltham and Staines. Concrete 
aggregates, plastering and building sand. 


GRUNDON, S., 79 Harlington Road, Hillingdon, 
Middlesex. (Tel.: Uxbridge 4156.) Sand, ballast, 
shingle, hardcore, ashes, excavation and demolition. 

HALL AND CO., LTD., Chantrey House, otacigsten 
Street, S.W.1 (Tel.: Sloane 7122), and at Ashford 
and Brentford. Pit at Bedfont, near Feltham. 
Gravel aggregates, plastering and 
building sand. 

LONDON BALLAST CO., LTD. (Tel.: Paddington 5064), 
SSA Porchester Terrace North, Paddiagton, W.2. 
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MIDDLESEX 


READ, P. T., LTD., Gales Gardens, Bethnal Green, 
£.2. (Tel.: Shoreditch 9128/9.) All sands, ballast 
and shingles supplied and delivered; also ready- 
mixed concrete. Pits: Edmonton Gravel Pit, 
Montagu Road, N.9 (Tel.: Shoreditch 9128/9), 
and Fairlop Airfield, Forest Road, Ilford (Tel.: 
Hainault 6111/2) 

STUART MACEY, LTD., Gordon Road, High Wycombe. 
(Tel.: High Wycombe 2591/2.) 


THAMES SAND AND GRAVEL CO., LTD., Fordbridge 
Road, Shepperton. (Tel.:;: Walton-on-Thames 23616.) 
Gravel aggregates, concreting, plastering and 
building sand. 

WRAYSBURY SAND AND GRAVEL CO., LTD. Pits 
at Wraysbury. (Tel.: Wraysbury 164.) Gravel 
aggregates, concreting, plastering and building sand. 


MID-WALES 

BENGRY AND SONS, LTD., Longmoor, Kingsland, 
Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
(See details under Herefordshire.) 

NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for details.) 

OLD RADNOR TRADING CO., LTD. Quarries in 
Radnorshire. (Kington 11.) (See Herefordshire.) 

SALOP SAND AND GRAVEL SUPPLY CO., 
Admaston, Wellington (Tel. 961), Salop. 


TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) (See Staffs. for details.) 


MONMOUTHSHIRE 


IN-SITU CONCRETE, LTD., Victoria Works, Ebbw Vale 
(Tel. 3032), and Phoenix Works, Cardiff (Cardiff 
63311), for limestone and siag aggregates, ready- 
mixed concrete, tarmacadam, media, filling, etc., 
kerbs and pavings. 

MONMOUTHSHIRE ASSOCIATED QUARRIES, LTD., 
Head Office: 38 Chepstow Road, Newport, Mon. 
(Tel.: Newport 58311/2.) Suppliers of all grades 
of concrete aggregates, road metailing, pitching 
stone, tarmacadam and bituminous macadam in 
limestone, dolomite and blue pennant stone. 
Quarries throughout the county. 


WHITECLIFF QUARRIES AND BRICKWORKS, LTD., 
Coleford, Glos. (Tel. 3158/9). (See Gloucestershire.) 


MONTGOMERYSHIRE 


NASH ROCKS STONE AND LIME CO., LTDO., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for details.) 

SALOP SAND AND GRAVEL SUPPLY CO., Admaston, 
Wellington (Tel. 961), Salop. 


NORFOLK 
BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For detalls, see Leics.) 


JOHNSON, P. C. H., LTD., Station Road, Terrington 
St. Clement, near King's Lynn. (Tel.: Terrington 
St. Clement 248.) Washed and screened gravel, 
roadstone, washed sharp and fine sands. 

ST. IVES SANO AND GRAVEL CO., LTD., 22 The 
Broadway, St. Ives, Hunts. (Tel St. Ives 
2441 23/4 and Coney Weston 12.) Pits at 
St. Ives and Knettishall, near Thetford. 


SNETTERTON STONE QUARRIES, LTO., Pix Farm 
Lane, Hemel Hempstead, Herts. (Tel.: Berkham- 
sted 1208/9.) Pits at Snetterton. Concrete 
aggregates, bullding sand. 

THORPE GRAVEL PITS, LTD., Harvey Lane, Norwich 
(Tel.: Norwich 332434.) Washed and graded 


aggregates, stone and gravel delivered to al! parts 
of Norfolk and Suffolk. 


NORTHAMPTONSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.: Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton (Tel.: Cogenhoe 464) for washed and 
Sraded aggregates to 8.S.S. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

BICESTER STONE CO., LTD., Stratton Audley, 
Bicester, Oxon. .fel.: Stratton Audley 238.) Manu- 
facturers and suppliers of all grades limestone 
tarmacadam, dry, pitching stone, hardcore, etc. 

BILLING GRAVEL CO., LTD., Station Road, Billing, 
Northampton. (Tel.: Cogenhoe 219.) London Office: 
23 Berkeley Square, W.1. (Tel.: Mayfair 6341.) 

BRAYBROOK, E. W., LTD., Newton Road, Higham 
Ferrers, Northants. (Tel.: Rushden 3344 and 3345.) 
All grades of washed and graded aggregates to 
B.S.S., building sand, hardcore. 

DOW-MAC (PRODUCTS), LTD., Tallington, Stamford. 
All grades of washed sand and gravel. (Tel.: 
Market Deeping 2301.) 

DUSTON STONE QUARRIES, LTD., New Duston, 
Northampton. (Tel.: Brixworth 278 and 298; 
Duston 505.) Producers of building and walling 
stone roadstone, hardcore, broken stone, ashes, 
sand, gravel and hoggin. Immediate delivery 
throughout Northamptonshire. 

FERRERSAND AGGREGATES, LTD., Northampton 
Road Quarries, Rushden, Northants. (Tel.: Rushden 
2354/S.) Largest producers in the county of all 
grades of high-quality concrete aggregate to B.S.S. 
Deliveries throughout Northamptonshire and ad- 
Joining counties. 

GIBBONS, F. B.. AND SONS, LTD., Welby House, 
Market Deeping, Peterborough. (Tel.: Market 
Deeping 3321 2383.) (See Lincolrshire for details.) 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting- 
ham. (Tel.: Lowdham 3171—15 lines.) (For 
details, see Nottinghamshire.) 

KETTON STONE CO. (Prop. Andrew's Garage), Ketton, 
near Stamford. (Tel.: Ketton 206.) Hardcore, 
roadstone, crushed stone, top soil, silica clay. 
Quarries at Ketton 

MACKANESS, A. Jj., LTD., Ransome Road, North- 
ampton. (Tel.: Northampton 589.) Producers o? 
all grades of washed aggregates. Building sand. 
Mixmortar (lime/sand mortar). Prompt deliveries. 

NENE BARGE AND LIGHTER CO., LTD., Market 
Chambers, Peterborough (Tel. 5534/S), and Ship 
End Quarries, Wansford, near Peterborough (Tel.: 
Wansford 384/5). Roadstone, hardcore, broken 
stene, ballast, ashes, silica clay and sand. 
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NORTHAMPTONSHIRE 


NEWARK (PETERBOROUGH) SAND AND GRAVEL 
Co., LTD., 127 Eastfield Road, Peterborough. (Tel.: 
Peterborough 2091.) All grades washed and 
screened gravel and sand. 

PETERBOROUGH QUARRIES, LTD., Sandylands, 
Maxey, Peterborough. (Tel.: Market Deeping 
2355.) Eight quarries supplying all grades of hard- 
core and broken stone. Also Wetmix at Yarwell, 
Wansford. All grades gravel and sand at Maxey. 

POLLARD, C., AND SON (TALLINGTON), LTD., 
Walk House, Langtoft, Peterborough. (Tel.: Market 
Deeping 2140.) (See Lincolnshire for details.) 

STORTON, F. E., LTD., Weedon Road, Northampton. 
(Tel.: Northampton 3358.) Producers of washed 
gravel and sand to B.S.S. 

WELFORD GRAVELS, LTD., Head Office: Goldington, 
Bedford. (Tel.: 4587/8/9.) Largest producers of 
all grades of washed aggregates in Northampton- 
shire and Bedfordshire. Regular deliveries any- 


where. Local office and pits: Fortly Ford. (Tel.: 
Welford 256.) 


NORTH WALES 


CAWOOD, WHARTON AND CO., LTD., Pistyll Gwyn 
Quarry, Llanarmon, near Mold. (Tel.: Lianarmon- 
yn-lal 27.) Crushed limestone and tarred macadam, 


all grades. 

CHESHIRE AND NORTH WALES TARRED 
MACADAM CO., LTD., Lianarmon, near Mold. 
(Tel.: Llanarmon-yn-Yale 43.) Hard, broken lime- 
stone; dry and coated to B6.S.S. Inquiries to 
Registered Offce—Market Chambers, Tower 
Square, Tunstall, Stoke-on-Trent. (Tel.: Stoke-on- 
Trent 88094.) 

ENSTON BROS., Liwyn Isaf Quarry, Clynnog Fawr, 
Caernarvon. (Tel.: Clynnon Fawr 297/8.) All 
sizes crushed, washed natural sand and gravel. 
Highest quality. Precast concrete products, ex_our 
Griffiths Crossing Factory, Caernarvon. (Tel.: 
Caernarvon 2535/6.) Crushed granite ex our 
quarry, Pengwern and Gwydyr Quarries, Ltd., 
Trefriw, Lianrwst, Denbighshire. (Llanrwst 38.) 


PENMAENMAWR AND WELSH GRANITE CO., LTD. 
Quarries at Penmaenmawr (Tel. 2256/8), and at 
Trevor (Tel.: Clynnogfawr 223), Caernarvonshire. 
All sizes and gradings of crushed granite aggre- 
gate. Any quantity per day; immediate delivery 
ex stock. Coated granite also available. 

RUTHIN AND DENBIGH TARMACADAM CoO., LTD. 
(a member of the Lunt, Comley and Pitt Group), 
Denbigh. (Tel.: Denbigh 75.) Lime, limestone, 
carbonate of lime, tarmacadam, etc. Also inquiries 
to Lunt Bros., Ltd., Gazette Buildings, 168 Cor- 
poration Street, Birmingham (Tel.: Central 7408), 
and Lunt Bros., Ltd., Stourbridge (Tel. 5201— 
8 lines) 

TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) (See Staffs. for details.) 


NOTTINGHAMSHIRE 


AIZLEWOOD, DOUGLAS E., Bow Bridge, Rotherham. 
(Tel.: Rotherham 2622.) Crushed and graded 
limestone; all grades of washed gravel and sands. 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 


GLEN QUARRIES, LTD., Central Chambers, Weligate, 
Rotherham. (Tel.: Rotherham 5223.) Crushed 
and graded stone, concreting sand, building sand, 
plastering sand and crushed gravel; could be 
collected ex quarry or delivered. 

GUNTHORPE GRAVELS (1958), LTD. (Tel.: Notting- 
ham 77357; and Works: Lowdham 2131.) (An 
associate company of T. C. Campbell, Ltd.) All 
grades washed gravel and sand to 8.S.S. 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting- 
ham. (Tel.: Lowdham 3171—15 lines.) Quarries 
at Hoveringham, Holme, Plerrepont Colwick, 
Bleasby and Newark. All grades of washed gravel 
and sand to any specification. Crushed quartzite 
for surface dressing of roads a speciality. Plant 
capacity 8,000 tons per day. 

NEWARK GRAVEL AND CONCRETE CO., LTD., 
Grove Street, New Balderton, Newark, Notts. (Tel.: 
Newark 401.) All grades washed sand and aggre- 


gates. 

NORTH NOTTS. GRAVEL CO., LTD., Belilmoor, 
Retford, Notts. (See Yorkshire.) 

SALISBURY AND WOOD, LTD., Matlock. (Tel.: 
272/273.) (For details, see Derbyshire.) 


OXFORDSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Ory Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.:_ Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton (Tel. Cogenhoe 464) for washed and 
graded aggregates to B.S.S. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 


BENGRY AND SONS, LTD., Longmoor, Kingsland, 
Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
(See details under Herefordshire.) 

BICESTER STONE CO., LTD., Stratton Audley, 
Bicester, Oxon. (Tel.: Stratton Audley 238.) Manu- 
facturers and suppliers of all grades limestone, 
tarmacadam, dry, pitching stone, hardcore, etc. 

CURTIS, J.. AND SONS, LTD., Botley Works, Oxford. 
(Tel.: Oxford 41081/2/3.) Sand and all grades of 
washed aggregates. Pits at Radley, near Abingdon. 
(Tel.: Abingdon 441.) 

DANGERFIELD, F. J., AND CO., LTD., 261A Finchley 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

DIX, G. H., AND SON, LTD., Freeland, Oxon. (Tel.: 
Freeland 234.) 

DUSTON STONE QUARRIES, LTD., New ODOuston, 
Northampton. (Tel.: Brixworth 278 and 298; 
Duston 505.) (See Northamptonshire.) 

GRUNDON, S., (EWELME), LTD., Ewelme, Oxon. 
(Tel.: Eweime 20.) London Office (Tel.: Uxbridge 
4156.) All grades washed aggregates. Path 
hoggin, broken stone, buliding sand. 

HAINES, H., (WITNEY), LTD., Oxford Road, Witney. 
(Tel.: Witney 42.) All grades washed aggregates, 
hardcore, pitching and broken stone, Cotswold 
building and walling stone. 

SNETTERTON STONE QUARRIES, LTD., Pix Farm 
Lane, “emel Hempstead, Herts. (Tel.: Berkham- 
sted 1208/9.) Roadstone, Cotswold buliding and 
walling stone 


WRAYSBURY SAND AND GRAVEL CO., LTD., 
Theale, Reading, Berks. (Tel.: Theale 373.) 


RADNORSHIRE 


BENGRY AND SONS, LTD., Longmoor, Kingsland, 
Leominster, Herefordshire. (Tel.: Kingsland 5301/4.) 
(See details under Herefordshire.) 

CLEE HILL TRANSPORT AND ROLLING CO., LTD., 
Ludiow, Salop (Cleehilistone 284). (See Shrops.) 

NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for detalis.) 

OLD RADNOR TRADING CO., LTD. Quarries in 
Senne. (Tel.: Kington 11.) (See Hereford- 
shire. 

SALOP SAND AND GRAVEL SUPPLY CO., Admaston, 
Wellington (Tel. 961), Salop. 


RUTLAND 


GIBBONS, F. B., AND SONS, LTD., Welby House, 
Market Deeping, Peterborough. (Tel.: Market 
Deeping 3321/2383.) (See Lincolnshire for details.) 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting- 
ham. (Tel.: Lowdham 3171—15 lines.) (For 
details, see Nottinghamshire.) 

KETTON STONE CO. (Prop.: Andrew's Garage), 
Ketton, near Stamford. (Tel.: Ketton 206.) Hard- 
core, roadstone, crushed stone, top soll, silica clay. 
Quarries at Ketton. 

PETERBOROUGH QUARRIES, LTD., Sandylands, 
Maxey, Peterborough. (Tel.: Market Deeping 
2355.) Quarry at Greetham, all grades of broken 
stone and hardcore. (See also Northamptonshire.) 

POLLARD, C., AND SON (TALLINGTON), LTD.. 
Walk House, Langtoft, Peterborough. (Tel.: Market 
Deeping 2140.) (See Lincolnshire for details.) 


SCOTLAND 


KEIR AND CAWDER, LTD., Kirkintilloch Road, 
Bishopbriggs. (Tel.: Bishopbriggs 3200.) All grades 
washed sand and gravel aggregates. 


SHROPSHIRE 


BALLIDON QUARRIES, LTD., Ballidon, near Ash- 
bourne, Derbyshire. (Tel.: Parwich 201 and 202.) 
Clean and graded dry limestone to B.S.S., all sizes, 
coated limestone to B.S. 802 and 1621 and wet- 
mix; large output; reliable deliveries. 

BENGRY AND SONS, LTD., Longmoor, Kingsland, 
Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
(See details under Herefordshire.) 

CLEE HILL TRANSPORT AND ROLLING CO., LTD., 
Ludiow, Salop. (Tel.: Cleehilistone 284.) Granite 
stone, tarmac, chippings, filter media, _ setts, 
limestone, crushed and walling stone, gravel, 
sand, hardcore and ashes. 

DUNNING AND SON, LTD., Haughmond Quarry, near 
Shrewsbury. (Tel.: Upton Magna 286/7.) All 
grades of high-quality roadstone, concrete aggre- 
gates and coated macadam. All to 8.S.S. Any 
tonnage available for immediate delivery. 

NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for details.) 

OLD RADNOR TRADING CO., LTD., Kingston. (Te! 
11.) (See Herefordshire.) 

SALOP SAND AND GRAVEL SUPPLY C®O., 
Admaston, Wellington (Tel. 961), Salop. 

TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) (See Staffordshire for dets.) 

TRENTHAM GRAVEL CO., LTD., Lordsley Quarries, 
Willoughbridge, near Market Drayton, Salop. 
(Tel.: Pipe Gate 304/S5.) All sizes crushed or 
natural washed gravel. Twice washed sharp 
concreting sand. Plastering sand. Plant capacity: 
2,000 tons per day. 


SOMERSET 


ASHAM QUARRY CO., LTD., Chantry, Frome. (Tel.: 
Nunney 351.) All sizes limestone block, broken 
and aggregates. Tarred and bituminous macadam 
to B.S. Ex quarry and delivered. 

DANGERFIELD, F. J.. AND CO., LTD., 216A Finchley 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

GILSON, S. C., AND SONS, LTD., Holcombe, near 
Bath. (Tel.: Stratton-on-the-Fosse 243.) 

HALL AND CO., LTD., Longmoor House, Ashton Vale 
Road, Bristol, 3. (Tel. 63001.) Gravel aggregates, 
concreting, plastering and building sand. 

ROADS RECONSTRUCTION (1934), LTD., Stoneleigh 
House, Frome. (Tel.: Frome 2361.) All_ sizes 
broken limestone, dry and coated, to Sritish 
Standards. Precast concrete products. 

WAINWRIGHT, JOHN, AND CO., LTD., Shepton 
Maliet. (Tel.: Shepton Mallet 2366/7.) All sizes 
basalt, coated basalt, concrete aggregates, filtering 
media, building blocks and slabs. 


SOUTH SCOTLAND 


ESK MANUFACTURING CO., LTD., Cariis'e. (Tel.: 
Carlisle 2-4941.) (For details see Cumberland.) 


SOUTH WALES 


IN-SITU CONCRETE, LTD., Victoria Works, Ebbw Vale 
(Tel. 3032), and Phoenix Works, Cardiff (Cardiff 
63311), for limestone and slag aggregates, ready- 
mixed concrete, tarmacadam, media, filling, etc. 
kerbs and pavings. 

PENMAENMAWR AND WELSH GRANITE CO., LTD., 
18 Quay Street, Cardiff. (Tel.: 20646/7.) All sizes 
and gradings of crushed granite aggregate from 
our Cardiff and Swansea Dock Depots. Dolomite 
aggregates from Ewenny Quarry, Bridgend. 
Tel.: Bridgend 3786.) Coated stone also available. 

SESSIONS AND SONS, LTD., West Dock, Cardiff. 
Producers of coarse and fine aggregate, dredged 
and graded to British Standards. Branches Newport 
and Swansna. (Also Gloucester and Hereford.) 

SOUTH WALES SAND AND GRAVEL CO., LTD., 
Head Office: P.O. Box 8, Beaufort Bulidings, 
Swansea. (Tel. Swansea 53071.) Sand and gravel 
merchants, builders’ merchants, Pennant Quarry 
owners, slag, hardcore, ashes, filling, graded 
clinker filter media. Depots: Cardiff, Newport, 
Barry, Port Talbot, Briton Ferry, Swansea, Lianelly. 


STAFFORDSHIRE 


BALLIDON QUARRIES, LTD., Bailidon, near Ash- 
bourne, Derbyshire. (Tel.: Parwich 201 and 202.) 
Clean and graded dry limestone to 8.S.S., all sizes, 
coated limestone to B.S. 802 and 1621 and wet- 
mix; large output; reliable deliveries. 
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STAFFORDSHIRE 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1225/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

CROXDEN GRAVEL, LTD., Cheadle, Stoke-on-Trent, 
Staffs. (Tel.: Tean 393.) Manchester Office: 
Blackfriars 3766/7. Plant capacity, 2,000 tons 
per day. 

DUNNING AND SON, LTD., Wood End Gravel Pits, 
Hednesford. (Tel.: Hednesford 302/325.) Washed 
sand and gravel. All to B.S.S. High-quality road- 
stone, concrete aggregates and coated macadam 
from our Haughmond Quarry, near Shrewsbury. 
(See Shropshire.) 

GRAVEL HILL SAND QUARRIES, 
(Leics.) 79. (See Leicestershire 

HILTON GRAVEL, LTD., Cheadle, 
Tean 241.) Also at Longton, 
(Tel.: Longton 32196) and Stretton, 
Trent (Tel.: Burton 6061). 

HULLAND GRAVEL CO., LTD., Cheadle, Stoke-on- 
Trent. (Tel.: Cheadle 2323/4, 2119 and 2195.) 
Manchester Office: 464 Wilbraham Road, Choriton, 
Manchester, 21. (Tel.: Choriton 2274/5.) 


RUGELEY GRAVEL CO., LTD., Rugeley Quarries, 


LTD. Tel.: Ashby 
for details.) 
Staffs. Tel.: 
Stoke-on-Trent 
Burton-on- 


Rugeley, Staffs. (Tel.: Rugeley 251/2.) Entirely 
modern plant. Sand classifiers. Finest aggregates 
to B.S.S. Large output. 


SALISBURY AND WOOD, LTD., Matlock. (Tel. 


272/273.) (For details, see Derbyshire.) 

SHIRE OAK GRAVELS, LTD., Lichfield Road, Walsall! 
Wood, Staffs. Washed crushed gravel and washed 
sand. (Tel.: Brownhills 3253.) 

TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) Pit sand, concrete sand, 
and all grades of washed crushed gravel. Hardcore, 
clinkers, ashes and hoggin. 

TRENTHAM GR “Lt CO., LTD., Lordsiey Quarries, 
Willoughbridg ear Market Drayton, Salop. (Tel.: 
Pipe Gate 304/5.) Ali sizes crushed or natural 
washed gravel. Twice washed sharp concreting 
sand. Plastering sand. Plant capacity 2,000 tons 
Per day. 

WINDMILL SAND AND GRAVEL QUARRIES, LTD., 
Cannock Road, Wolverhampton. (Tel. 31108.) 
Concrete aggregates, plastering, buliding and 
asphalt sand. All to B.S.S. 


SUFFOLK 


ALRESFCRD SAND AND BALLAST CO., 
Alresford Creek, near Colchester, Essex. (Tel. 
Wivenhoe 341/494.) Suffolk area pits at Bures 
and Stoke-by-Nayland. All grades washed aggre- 
gate sand, also hoggin. 

BARDON HILL ARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 

ViGilant 2530.) (For details, see Leics.) 

M. (CONTRACTORS), LTD., Gloucester 

(Tel.: Cambridge 56973/4.) 


LTo., 


London: 

DICKERSON, 
Street, Cambridge. 
(See Cambs.) 

HALL AND CO., LTD., West End Road, Ipswich. 
(Tel.: Ipswich S5593/4.) Pits at Kesgrave and 
Homersfield, near Harleston. Gravel aggregates, 
concreting, plastering and bulliding sand. 

MACLAREN BROS. (KENNETT), LTD., Station Road, 
Kennett, Cambs. (Kentford 333/4.) (See Cambs.) 

ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. Ives, Hunts. (Tel.: St. Ives 
2441/2/3/4, Coney Weston 12 and Hal- 
stead 2323.) Pits at St. ives, Knettishall, near 
Thetford, and Gosfield, near Halstead. 

THORPE GRAVEL PITS, LTD., Harvey Lane, Norwich. 
(Tel.: Norwich 33243/4.) (See Norfolk.) 

WEBB, G., CAMBRIDGE, 3S Magrath Ave., Cambridge. 
(Tel. 59966, 53969, SO35S3 (night) ). (See Cambs.) 


SURREY 


COFF, HARRY A., LTD., Buckhurst Hill, Cheapside, 
Ascot, Berks. (Tel. 1026/7.) (See Berkshire.) 
DANGERFIELD, F. J., AND CO., LTD., 261A Finchiey 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 





EASTWOODS SALES, LTD., Eastwood House, City 
Road, E.C.1. (Tel.: Clerkenwell 2040.) Longside 
Sand and Ballast Pit, Thorpe, nr. Egham. (Tel.: 


Egham 3121.) Runfold Sand and Sallast Pit, 


Runfold, nr. Farnham, Surrey. (Tel.: 21d 2020.) 
Producers and distributors of all grades of washed 
aggregates. 

GILSON, S. C., AND SONS, LTD., Holcombe, near 


Bath. (Tel.: Stratton-on-the-Fosse 243.) 








SURREY 


HALL AND CO., LTD., Victoria Wharf, Croydon. 
(Tel.: Croydon 4444.) Other main depots at 
Coulsdon, Epsom, Mitcham, Oxted, Purley, Redhill, 
Tadworth and Woking. Pits at Send and Reigate. 
Gravel aggregates, concreting, plastering and 
building sand, Surecrete precision-mixed concrete. 

HARRIS, M. P., AND CO., LTD., Kingston Road, 
Leatherhead, Surrey. (Tel. 3497.) (See Sussex.) 

JANES AND CO., LTD., 2C Buckingham Avenue, 
Slough. Sand, aggregates, hardcore, ashes, bull- 
dozing & bulk excavation. (Tel.: Slough 20361/2/3.) 

LONDON BALLAST CO., LTD. (Tel.: Paddington S064.) 
SSA Porchester Terrace North, Paddington, W.2. 

MARCO (AGGREGATES), LTD. Pit: Norlands Lane, 
Thorpe, near Egham. (Tel.: Chertsey 3401.) Pro- 
ducers and distributors of high-grade washed sand, 





shingle, ballast, etc. 
MARCO (CROYDON), LTO., Hampton Road, West 
Croydon. (Tel.: THOrnton Heath 4236/7/8.) All 


building and road aggregates. 

WELLS, A. L., AND SON, LTD., Builders’ Merchants, 
Garlands Road, Leatherhead. (Tel. 3018/9.) Sand 
aggregates, hardcore, ashes, cement. Clinker block 
manufacturers. 


SUSSEX 


AVANN, F., Cavendish Avenue, Eastbourne. (Tel. 
4969/70.) Washed and graded ballast, sand, bricks, 


breeze and concrete blocks, hardcore, clinker, 
tarmac, etc., supplied. 
GILSON, S. C., AND SONS, LTD., Holcombe, near 


Stratton-on-the-Fosse 243.) 
LTD., 16 Chapel Road, Worthing. 


Bath. (Tel.: 
HALL AND CO., 


(Tel.: Worthing 7840.) Other main depots at 
Bexhill, Bognor, Crowborough, East Grinstead, 
Eastbourne, Horsham, Hove and Seaford. Pits at 


Washington, Crumbles, near Eastbourne, Chichester, 
Rye Harbour, Midhurst, Shoreham and Portslade. 
Gravel aggregates, concreting, plastering and bulld- 
ing sand, Surecrete precision-mixed concrete. 


HARRIS, M. P., AND CO., LTD., West Station Goods 


Yard, Bexhill (Tel. 61); Cavendish Place, East- 
bourne (Teil. 3800); Dominion Road, Worthing 
(Tel. 8822); Whitbread Lane, Northiam (Tei. 


2211); Station Goods Yard, Haywards Heath (Tel. 


1750); Crawley Road, Horsham (Tel. 3366); The 
Hornet, Chichester (Tel. 4181). All grades aggre- 
gates, hardcore, clinker, ashes, etc. 


WRIGHT, C., AND SONS, (B'TON), LTD., 19 Bristol 
Gardens, Brighton, 7. (Tel.: Brighton 63357 and 
62406.) All-in ballast, washed and crushed shingle, 
sand, ashes, hardcore, chalk, bricks, etc. 


WARWICKSHIRE 


BALLIDON QUARRIES, LTD., Ballidon, near Ash- 
bourne, Derbyshire. (Tel.;: Parwich 201 and 202.) 
Clean and graded dry limestone to B8.S.S., all sizes, 
coated limestone to 8.S. 802 and 1621 and wet- 
mix; large output reliable deliveries. 

DUSTON STONE QUARRIES, LTD., New Duston, 
Northampton. (Tel.: Brixworth 278 and 298; 
Duston 50S.) (See Northamptonshire.) 

HALL AND CO., LTD., 188 Lichfield Ro d, Four Oaks, 
Sutton Coldfield. (Tel.: Four Oaks 356.) Gravel 
aggregates concreting, plastering, building sand. 

JUDKINS, LTD., Granite Quarries, Tuttle Hill, 
Nuneaton. (Tel.: Nuneaton 3411—-10 lines.) All 
sizes washed granite aggregate, tarred and bitu- 
minous macadam. Slab mix a speciality. 

SHIRE OAK GRAVELS, LTD. (See Staffordshire.) 


WELFORD GRAVELS, LTD., Head Office: Goldington, 


Bedford. (Tel. 4587/8/9.) (See Bedfordshire and 
Northamptonshire.) 
WESTMORLAND 
BROOMBYS, LTD., Sandside, Milnthorpe, Westmor- 
land. (Tel.: Milnthorpe 3251/2.) All grades 
washed crushed gravel sand, limestone, granite 


chippings, pitching, tarmacadam, rockery stone, etc. 


ESK MANUFACTURING CO., LTD., Carlisie. (Tel.: 
Carlisle 2-4941.) (For details, see Cumberland.) 


WILTSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.:| Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton (Tel.: Cogenhoe 464) for washed 
and graded aggregates to B.S.S. 


SUBSCRIPTION ORDER FORM 


WILTSHIRE 
BULL BROS., S. AND L., LTD., 126A High Street, 
Winchester. (Tel. 2264.) (See Hampshire.) 
COKE, T. F. (CHELTENHAM), LTD., 267 Gloucester 


Road, Cheltenham. (Tel. 4717/4874.) (See Glos.) 


DANGERFIELD, F. J., AND CO., LTD., 261A Finchley 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 


GILSON, S. C., AND SONS, LTD., Holcombe, near 
Bath. (Tel.: Stratton-on-the-Fosse 243.) 
MOREYS (VERWOOD), LTD., Verwood, Wimborne 


Dorset. (Tel.: Verwood 234.) Concrete aggregates, 
building sand, hoggin, path gravel. 

POOLE (LECHLADE), LTD., Gravel Pit, Burford Road, 
Lechlade, Glos. (Tel.: Lechlade 219.) 


TAYMAC, LTD., Wootton Bassett. (Tel. 391—S lines.) 
Pits at Lacock (Tel. 304), Wilts.; Fairford 
and Poulton, Glos. (Tel.: Fairford 365/6.) Washed 
crushed and graded aggregates. Washed and 
screened building sand. Graded clinker media. 


WORCESTERSHIRE 


BALLIDON QUARRIES, LTD., Ballidon, near Asnh- 
bourne, Derbyshire. (Tel.: Parwich 201 and 202.) 
Clean and graded dry limestone to B.S.S., all sizes, 
coated limestone to B.S. 802 and 1621 and wet- 
mix; large output; reliable deliveries. 

BENGRY AND SONS, LTD., Longmoor, Kingsland, 
Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
(See details under Herefordshire.) 

CLEE HILL TRANSPORT AND ROLLING CO., LTD., 
Ludiow, Salop (Cleehilistone 284). (See Shrops.) 


DUNNING AND SON, LTD. (See Shropshire.) 





NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for details.) 

OLD RADNOR TRADING CO., LTD., Kington. 
(Tel. 11.) (See Herefordshire.) 

YORKSHIRE 

AIZLEWOOD, DOUGLAS E., Bow Bridge, Rotherham. 

(Tel.: Sotherham 2622.) Crushed and graded 


limestone; all grades of washed gravel and sands. 


BRAITHWAITE, A., AND CO., LTD., Conyngham Hall, 
Knaresborough. (Tel.: Knaresborough 2286.) 
Quarries at Knaresborough (Tel.: Knares. 2286) 
and Catterick (Tel.: Old Catt. 157). Washed, 
crushed and graded concrete aggregates to 8.S. 
Specification. Output 2,000 tons daily. Ready- 
mixed mortar and concrete also available. 

DENNIFF, ALAN S., LTD., Kiveton Park, nr. Shefheid. 
(Tel.;: Kiveton 446/7/8.) Truck-mixed and pre- 
mixed concrete, washed and crushed gravel, con- 
creting sand, bidg. sand, crushed and graded stone. 


GLEN QUARRIES, LTD., Central Chambers, Weligate, 


Rotherham. (Tel.: Rotherham 5223.) Crushed and 
graded stone, concreting sand, buliding sand, 
plastering sand and crushed gravel could be 


collected ex quarry or delivered. 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting- 
ham. (Tel.;: Lowdham 3171—1S lines.) (For 
details, see Nottinghamshire.) 

NORTH NOTTS. GRAVEL CO., LTD., Belimoor, 
Retford, Notts. (Tel.: Retford 2219-3 lines.) 
Concrete aggregates and sands, quartzite 
chippings, building sands. Quarries at Belimoor 
and Lound, near Retford and Worksop. Truck- 
mixed concrete plants at Retford, Notts., Ossett, 
Yorks., and Wath-on-Dearne, Yorks. 


SALISBURY AND WOOD, LTD., Matlock. 
272/273.) (For details, see Derbyshire.) 

STANLEY FERRY GRAVEL CO., LTD., 
Union Building, City Square, Leeds, 1. (Tel.: 
Leeds 26361.) Washed, crushed and natural graded 
sand and gravel. Supplies to specification, large 
daily production. Centre of Yorks. West Riding 
market. Pit: Wakefield. 

WELBECK SAND AND GRAVEL CO., Parkhill, Wake- 
held. (Wakefield 4454.) Washed sand and gravel. 


WEST RIDING GRAVEL CO., Norwich Union Buliding, 
City Square, Leeds, 1. (Tel.: Leeds 23562.) Modern 
1,000-ton daily plant produces washed grit and soft 
sands. All aggregates to specification. Competitive 
Yorks. West Riding to Lancs. border. Pit: Wakefield. 


WOMERSLEY GRADED STONE CO., LTD., Womersley 
Quarry, nor. Doncaster. (Tel.: Wentbridge 284.) 
Crushed and graded calcium carbonate limestone 
aggregates Triple-screened, first-class products, 
high crushing strength, eminently suitable for con- 


(Tel.: 


creting, tarring and road making. Prices and 
analysis on application. Quarry: 2 miles from 
Darrington, A.1. 

X.L. GRANITE (INGLETON), LTD., Head Offices: 
Clapham, via Lancaster. (Tel.: Clapham 318/9.) 
Works Tel.: Ingleton 231. All sizes and gradings 


of iIngleton granite aggregate. 














To THE CONTRACT JOURNAL CO. LTD., 
32 SOUTHWARK BRIDGE ROAD, LONDON, S.E.! 


Please forward “THE CONTRACT JOURNAL” each week for which 
IN i ccicieisccsscssciciniecndinssssici 


SUBSCRIPTIONS 
: a pact lacie iis i ila aa tas 
rms” £5-4-0) (BLOCK LETTERS) 
per year, post free Full postal address 
£2-12-0 (BLOCKELETTERS) 
iieiecmaasaiiiiniiy «== erent conan inseraetatnnoninenmint 
Payable in Advance Occupation] BUSIN@SS ........0.....0..c000.ece sees eee 


(For.Readership Classification Purposes Only) 





THE INDEX TO DISPLAYED ADVERTISEMENTS WILL BE FOUND ON PAGE 1552 





London: Printed and published by the Proprietors, The Contract Journal Company, Ltd., 
Thursday, September 29, 1960. 





32 Southwark Bridge Road, S.E.1. 


Registered at the General Post Office as a newspaper. 





September 29 1960 THE CONTRACT JOURNAL Vv 


: When we designed the Supersilo... 


‘. .. we included a lot of worthwhile features. 

Rigid, all-steel construction, 20 or 30 ton 

capacity and clean interior design so that the 

4 hoppers discharge completely. Then we did 

+s something more. We were the first to introduce 

n. automatic, built-in aeration. We designed the 
weighing mechanism (for 300-600 lb. batches) to 


work fast — and with unparalleled accuracy. 


"ar 


And we built the Supersilo to 


feed one or two mixers at the same time. 
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n There’s a Blaw Knox design for you! 
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A N OX Design. . .thinks ahead— stays ahead 


PES 14 Blaw Knox Limited, 90-94 Brompton Rd, London, S.W.3. Kensington 5152 





Even in theworst weather conditions, rugged 
mobile Shawnee-Poole Haulers maintain 
high production figures... and their unique 
110° of turn cuts cyc/e times and e/iminates expensive 
site preparation. The Shawnee-Poole System 
saves you up to 50% in total operating costs 
and increases production. 

Let us show you by means of a Work-Study 
on your site. 


Visit us at the Public Works & Municipal Services Exhibition, 
Olympia, November |4th— 19th STAND Nos. 47 and 16 


STEEL FABRICATORS (CARDIFF) LTD., PENGAM ROAD, CARDIFF. Teiephone: CARDIFF 44436 
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Export enquiries to: STEEL FABRICATORS (OVERSEAS) LTD., | BAKER STREET, LONDON W.|. Tel: WELbeck 0751 Cables: Steeloader, London 





MARK SHEEHY (Contractors) Ltd., 
add three Caterpillar 619 

Rubber Tyred Tractor Scraper Units 
and one D8H Torque 


Converter Pusher Tractor 
to their fleet of 
Earthmoving Equipment 


For full details of this high performance, 
225 h.p., 14 cu. yd. two-wheel unit, 
including price, delivery and full 
technical information contact:- 


LEVERTON 


YOUR CATERPILLAR DEALER 
Owner Mark Sheehy says:- 


"Give us the right tools and we'li 
THE LEVERTON GROUP OF COMPANIES do the job - these medium 
capacity, 14 cu. yd. machines give 

SPALDING Spalding, Lincs. Tel: Spaiding 3221 me the fast work cycle, high per- 
LEEDS Gildersome,Lleeds. Tel: Moriey 4221 formance and output that means 
eam Valley Trading Estate, Gateshead. Tel: Low Fell 78511 rofit. Im my experience, there's 

NEWCASTLE T Valley Trading Estate, Gatesh prof \ y th p 
WIGAN Wigan Rd.. Bryn, Ashton-in-Makerfield. Tel: Ashton-in-Makerfield 7675 nothing to out-produce Caterpillar 


ROTHERHAM Meadow Bank Rd., Rotherham. Tel: Rotherham 78259 Equipment" 
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Caterpillar and Cat are Registered Trademarks of Caterpillar Tractor Co 
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